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By  Councilman  Pinckney  : 

» 

llesolvedj  That  the  Clerk  of  the  Common  Council  be,  and 
he  is  hereby  directed  to  employ  a  competent  copyist  to  com- 
pile all  the  various  laws  and  amendments  to  laws,  as  passed 
by  the  State  Legislature,  and  all  the  ordinances,  amend- 
ments to  ordinances,  and  resolutions,  as  passed  by  the  Com- 
mon Council,  relative  to  the  organization  and  regulation  of 
the  New  York  Fire  Department,  from  the  passage  of  the 
original  law,  authorizing  the  Common  Council  to  "  appoint 
firemen,"  passed  1813. 

Adopted  by  the  Board  of  Councilmen,  Sept.  18,  IS54. 
Adopted  by  the  Board  of  Aldermen,  Sept.  21,  1S54. 
Approved  by  the  Mayor,  Sept.  22,  1S54. 

On  October  13, 1859,  the  following  resolution  was  adopted 
by  the  Board  of  Councilmen  : 

By  Councilman  Bulteel  : 

Whereas^  At  the  late  burning  of  the  City  Hall,  a  great 
number  of  bound  volumes  were  destroyed,  among  which 
was  the  compilation  of  the  laws  and  regulations  of  the  Fire 
Department ;  and  whereas  there  are  daily  and  numerous 
calls  for  the  same,  therefore,  be  it 

R*'solved,  That  the  Clerk  of  this  Board  be  directed  to 
have  printed  and  bound,  without  delay,  2,500  copies  of  the 
compilation  of  the  laws  of  the  State  of  New  York  ;  also, 
ordinances,  resolutions,  and  orders,  as  established  by  the 
Mayor,  Aldermen,  and  Commonalty  of  the  City  of  New 
York,  relating  to  the  Fir^JDepartment  of  this  city. 

cYt.  McCLENACHAN, 

Clerk  Board  of  Councilmen. 


PEEFACE. 


m  » 


ft  the  following  compilation  of  the  Laws  of  the  State, 
Ordinances,  &c.,  of  the  Common  Council,  relating  to 
Fire  Department  of  the  City  of  New  York,  in  pursuance 
I  resolution  of  the  Common  Council,  approved  Sep- 
ber  23,  1854,  the  compiler  is  aware,  that  although  he 
endeavored  to  execute  the  trust  with  faithfulness  and 
iracy,  many  defects  will  necessarily  appear  in  conse- 
nce  of  the  many  imperfections  in  the  records  of  the 
nmon  Council  of  the  city,  more  particularly  in  those  or- 
mces  established  anterior  to  1S32,  which  appear  only  in 
3.  and  loose  and  imperfect  files. 

*he  compiler  is  indebted  to  the  Clerk  of  the  Common 
incil  for  permission  to  search  the  manuscript  records 
larly  date,  which  will  be  found  in  the  following  work, 
luch  from  necessity  in  the  fomi  of  history,  as  of  trans- 
t  of  ordinances,  &c. 

• 

"rusting  that  the  following  compilation  will  fill  up  a 
ik,  long  and  seriously  felt  by  the  Conmion  Council,  and 
Fire  Department  generally,  it  is,  with  great  deference, 
)rdingly  submitted  by 

C.  T.  McCLENACHAN. 


I-. 


» 


I 
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ACT  OF  INCORPORATION. 


21flt.  SESSION. 
AN  ACT  to  incorporat-c  the  Firemen  of  the  City  of  New  York, 

Passed  March  20th,  1798. 

Whereas,  The  firemen  of  the  city  of  New  York,  have,  by  pnambi*. 
their  petition  to  the  Legislature,  prayed  to  be  incorporated, 
the  more  effectually  to  enable  them  to  provide  adequate 
funds  for  the  relief  of  disabled  and  indigent  firemen,  and 
for  the  purpose  of  extinguishing  fires ;  therefore, 

Be  it  enacted  by  the  People  of  the  State  of  New  York,  Firemen 
represented  in  Senate  and  Assembly :  That  all  such  per-  any  or  um 
sons  as  now  are,  or  hereafter  shall  be,  engineers  of  the  tbe  cuy  or 

'-'  New     York, 

Fire  Department,  or  firemen,  belonging  to  any  of  the  fire-  Jf*^^  {J 
engines  of  the  city  of  New  York,  shall  be,  and  hereby  are  Sl^uSTy!!!;; 
ordained,  constituted,  and  declared  to  be,  and  continue  J,^iulcl  ^y 
until  the  first  Tuesday  in  April,  one  thousand  eight  hund-  um  "*^Fire 
red  and  eii^hteen,  a  body  politic,  in  fact  and  in  name,  by  or  the  aty  or 

y  New  York.'* 

the  name  of  "  The  Fire  Department  of  the  City  of  New 
York ;"  and  that  by  that  name,  they  and  their  successors, 
for  the  term  aforesaid,  shall  and  may  have  succession,  and 
shall  be  persons  in  law,  capable  of  suing  and  being  sued, 
pleading  and  being  impleaded,  answering  and  being  an- 
1  8wered  unto,  defending  and  being  defended,  in  all  courts 
^^  places  whatsoever,  in  all  manner  of  actions,  suits, 


[ 


V      1KI.-I11..1 


•iuiiiil,  inv  tlh'  u>t'  (»t   tlu'  said  ('(►r[)orai ioii,  prov 
amount  of  tln^  real    and   pt'r>()nal    otati'   ot" 
poration   shall    not,  at  any  time,   exceed   the 
inty  thousand  dollars. 

4nd  be  it  further  enacted^  That  the  engineers  belc 
said  Fire  Department  shall,  on  or  before  the 
December  in  every  year,  choose  one  reprej 
h  company  of  eighteen  firemen,  two  represc 
1  under  eighteen  firemen,  one  representati 
lU  have  and  exercise  all  such  powers  as  are  h 
nmitted  to  them. 

And  be  it  further  enacted^  That  the  said  repre 
all  choose,  on  the  second  Monday  of  Decembe 
ar,  by  ballot,  out  of  their  own  body,  a  pres 
se-president ;  and  out  of  the  whole  body  of  th 
ree  trustees,  a  treasurer,  secretar}%  and  collei 
e  first  representatives  shall  be,  Daniel  Hitchcoc 
om,  l(icholaj9  Van  Antwerp,  James  Parsons,  ji 
ardenbrook,  Matthias  Nack,  Samuel  Lord, 
oome,  Leonard  Rogers,  Cornelius  Brinckcrhc 
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Newton,  William  Degrove,  William  Baker,  Thomas  Demilt, 
William  A.  Hardenbrook,  Isaac  Tirboss,  Henry  Rogers, 
John  Dominick,  and  Joseph  Webb ;  that  Daniel  Hitchcock  mentforflm 
shttll  be  the  first  president,  that  Thomas  Tom  shall  be  the  vice    pre»>. 

^  .  dent,     Tlrip. 

firet  vice-president,  that  Frederick  Devoe,  Jacob  Sherred,  l^JJ^^^ 
James   Stewart,   John   Striker,   James   Tylee,   Benjamin  ^"^il^ 
Strong,  Thomas  Brown,  Stephen  Smith,  and  Christopher  ^' 
Halstead  shall  be   the  firat  trustees ;  that  Nicholas  Van 
Antweq>  shall  be  the  first  treasurer,  and  Jumcs  Parsons,  jr., 
the  first  secretary,  and  Martin  Morrison  the  first  collector ; 
to  hold  their  respective  offices  and  places  until  others  are 
appointed  in  their  stead,  agreeable  to  the  provisions  of 
this  act. 

That  the  said  trustees  shall  class  themselves  in  three 
classes ;  number  one  shall  go  out  of  office  the  first  year, 
number  two  the  second  year,  and  number  three  the  third 
year;  that  the  said  trustees  shall  manage  the  aflTairs,  and      Diitim  t^ 
dispose  of  the  funds  of  the  corporation  according  to  the  by-  SJaUTOtT"' 
laws,  rules,  and  regulations  of  the  said  corporation,  from  time  kc^^Ut 
to  time  made  and  established  by  the  said  representatives. 

That  the  trustees  shall  choose  a  president,  who  shall  have 
a  right  to  convene  them  when  bethinks  proper,  at  least  once 
a  year ;  that  the  treasurer  shall  give  security  to  the  trustees 
for  the  faithful  perfonnunce  of  his  trust ;  and  shall,  at  every 
annual  meeting  of  the  representatives,  render  them  an 
account  of  the  state  of  the  funds. 

That  the  representatives  shall,  at  their  meetings,  have  a 
right  to  inquire  into,  and  control  the  application  of  their 
funds,  and  to  displace  any  of  the  trustees  and  officers,  if 
guilty  of  malconduct,and  elect  others  in  their  stead.  That 
a  majority  of  the  said  representatives,  and  also  of  the  said 
trustees,  shall  respectively  be  a  quorum  to  do  business ; 
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tai  iwyflTtS  *^*^  ^"  ^^®  ^^  *^  vacancy  in  the  office  of  representative,  such 
to^bTiiiw  ^  vacancy  shall  be  filled  up  by  the  company  from  which  he  is 
deputed,  for  the  remainder  of  the  year,  by  a  special  election, 
to  be  held  for  that  purpose ;  and  that  in  case  of  a  vacancy 
in  the  office  of  president,  vice-president,  treasurer,  secre- 
tary, collector,  or  any  of  the  trustees,  such  vacancies  shall 
be  filled  up  by  the  representatives,  for  the  remainder  of  the 
year,  by  a  special  election,  to  be  held  for  that  purpose. 

TVo-ihids      And  he  it  further  enacted.  That  two-thirds  of  a  quorum  of 

of  the  Repro-  "^  ,  ^ 

n«>ntatir<«  u>  the  said  representatives  shall  have  full  power  to  make  and 

bd  a  quorum  *■  -t 

for  buBinoM.  prescribe  such  by-laws,  rules,  ordinances,  and  regulations  as 
to  them,  from  time  to  time,  shall  appear  needful  and  proper, 
touching  the  management  and  disposition  of  their  funds,  for 
the  purposes  aforesaid,  and  touching  the  meetings  of  the  said 
corporation,  both  special  and  ordinary,  except  the  second 
Monday  in  December,  in  every  year,  which  is  hereby  de- 
clared to  be  their  annual  meeting,  and  touching  the  duties 
and  conduct  of  their  officers  and  trustees,  and  touching  all 
such  other  matters  as  appertain  to  the  business,  ends,  and 
purposes  for  which  the  said  corporation  is  by  this  act  insti- 
wiih  pro-  tuted,  and  for  no  other  purpose  whatsoever ;  provided  that 
such  by-laws,  rules,  ordinances,  or  regulations  be  not  repug- 
nant to  the  Constitution  or  the  laws  of  the  United  States, 
or  of  this  State. 

b  CMS  or      And  be  it  further  enacted^  That  in  case  any  election  shall 
hoidi^  eiec-  not  be  made  on  any  day,  when,  pursuant  to  this  act,  it  ought 

UoD  OQ  aoy 

eortain  day,  to  havc  bccu  made,  the  said  corporation  shall  not,  on  that 

Um  corpora- 

22L?*L}°*^  account,  be  deemed  to  be  dissolved ;  but  that  it  shall  and 
may  be  lawful,  on  any  other  day,  to  hold  and  make  such 
election,  in  such  manner  as  shall  have  been  regulated  by 
the  by-laws  and  ordinances  of  the  said  corporation. 
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And  be  it  Jurihtr  enacted^  That  the  fxinds  of  the  said  corpo-  rteKi«,iiow 
lation  which  shall  arise  from  chimney  fines,  certificates,  and  p'*^* 
donations,  and  firom  such  other,  objects  as  may  have  been 
heretofore  or  may  be  hereafter  agreed  on  by  the  respective 
fire  companies,  shall  be  appropriated  to  the  relief  of  such 
indigent  or  disabled  firemen,  or  their  families,  aa  may  be 
interested  therein,  and  who  may,  in  the  opinion  of  a  major- 
ity of  the  'trustees,  be  worthy  of  assistance ;  but  if  they 
shall  amount  to  a  greater  sum  than  the  trustees  may  think 
necessary  to  apply  to  the  said  purposes,  then  the  said  repre- 
sentatives shall  have  power  to  apply  such  surplus  to  the 
purpose  of  extinguishing  fires,  under  such  limitations  and 
restrictions  as  they  may,  with  the  sanction  of  the  Corpora- 
tion of  the  City  of  New  York,  deem  proper. 

And  he  it  further  enacted^  That  this  act  is  hereby  declared       Dedans 
to  be  a  public  act ;  and  that  the  same  shall  be  construed, 
in  all  courts  and  places,  benignly  and  favorably,  for  every 
beneficial  purpose  hereby  intended. 
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3eth  SEBSIOir. 

AN  ACT  to  reduce  several  Laws,  relating  particvlarly  to  the 

City  of  New  York,  into  one  Act, 

Passed  April  9,  1813. 

FOR  THB  MORE   EFFECTUAL  PREVEimON  OF  FIRES. 

CHAP.  86. 

Buudings      1.  ^69.  And  be  it  further  enacted,   That   all    dwellinff- 

to  be  erect4Ml  ar  y  »  O 

w?*°iiiniii'  ^^^^^>  store-houses,  and  other  buildings  which  from  and 
J^J^iJj^**  after  the  passing  of  this  act,  shall  be  built  or  erected  within 
the  city  of  New  York  (that  is  to  say),  within  that  part  of 
the  said  city  to  the  northward  of  the  point  of  the  Battery, 
and  a  line  beginning  upon  the  £ast  River,  opposite  Mont- 
gomery street ;  thence  through  Montgomery  street  to  Cherry 
street ;  thence  down  Cherry  street  to  Roosevelt  street ;  thence 
through  Roosevelt  to  Chatham  street ;  thence  down  Chat- 
ham street  to  Chambers  street;  and  thence  through  Chambers 
street  to  Broadway ;  thence  up  Broadway  to  Canal  street ; 
thence  commencing  again  at  Chambers  street,  and  running 
to  Hudson's  river,  including,  also,  the  lots  of  ground  on  the 
northerly  and  easterly  sides  of  the  said  streets,  through 
which  the  above-mentioned  line  runs,  and  including,  also,  the 
lots  of  ground  fronting  on  both  sides  of  Broadway,  between 

withp»rty  Chambers  street  and  Canal  street,  shall  be  made  and  Con- 
or flro-wallB.  ' 

structed  of  stone  or  brick,  with  party  or  fire  walls,  rising  at 
with  ui»  or  least  six  inches  above  the  roof,  and  shall  be  covered,  except 
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the  flat  roof  thereof,  with  tile  or  slate,  or  other  safe  mate-  ^iJ^^ 
rials,  against  fire ;  and  not  with  board  and  shingles. 

Provided  such  flat  do  not  exceed  two-fiflhs  part  of  such  ^*«»^*»- 
roof;  and  that  there  be  erected  around  the  same  flat,  a  sub- 
stantial balcony  or  balustrade  ;  provided  also,  that  the  said  p^ JJ* 
provisions  and  regulations  shall  not  extend  or  apply  to 
any  building  whatsoever  that  shall  be  erected  or  built  upon 
any  lands,  tenements,  or  hereditaments,  whereon  there  was 
any  building  on  the  first  day  of  June,  in  the  year  of  our 
Lord  one  thousand  eight  hundred  and  twelve,  within  the 
limits  aforesaid ;  and  northward  and  eastward  of  a  line 
beginning  upon  the  East  river,  in  a  direct  line  from  the 
comer  of  Montgomery  and  Cherry  streets :  thence  down 
Cherry  street  to  Pearl  street ;  thence  down  Pearl  street  to 
Beekman  street ;  thence  through  Beekman  street  to  Chat- 
ham row ;  thence  down  Chatham  row,  and  across  Broad- 
way to  Partition  street ;  thence  through  Partition  street, 
across  Greenwich,  Washington,  and  West  streets,  to  Hud- 
son's river,  except  such  buildings  as  may  be  built  or  erected 
on  any  lot  or  lots  of  ground  on  the  northwardly  or  east- 
wardly  sides  of  the  said  streets,  through  which  the  line 
aforesaid  runs,  by  any  lessee  or  lessees,  or  other  person  or 
persons,  possessed  of  a  leasehold  estate,  or  interest  of  and 
in  such  said  lands,  tenements,  or  hereditaments,  for  any 
term  of  years,  whereof  not  more  than  two  years  were,  on 
the  first  day  of  June,  in  the  year  of  our  Lord  one  thousand 
eight  hundred  and  twelve,  unexpired,  under  or  by  virtue  of 
any  lease  or  other  contract,  actually  subsisting  and  in  force 
on  the  last  mentioned  day .  and  wherein  there  shall  not  be 
contained  any  clause  or  provision  for  any  allowance  or 
payment  to  the  lessee  or  lessees,  their  executors,  adminis- 
trators, or  assigns,  or  any  of  them,  at  or  before,  or  after  the 
end  or  expiration  of  the  said  term,  for  or  in  respect  of  any 
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building  erected  or  to  be  erects  on  the  said  leasehc 
premises  during  the  said  temi ;  but  that  it  shall  be  lawl 
for  any  such  lessee  or  lessees,  or  person  or  persons  so  p< 
sessed  of  a  leasehold  estate  or  interest  in  any  lands,  tei 
ments,  hereditaments,  or  premises  within  the  limits  afoi 
said,  and  northwardly  and  eastwardly  of  the  line  aforesa 
except  as  aforesaid,  who  shall  be  so  circumstanced 
respect  to  the  said  leasehold  premises,  and  his,  her,  orth 
estate  and  interest  therein  as  aforesaid,  to  erect  and  bu 
upon  the  same  leasehold  premises,  whereof  he,  she,  or  th 
shall  be  so  possessed,  or  upon  any  part  thereof,  any  bui 
ing  whatsoever  which,  from  the  surface  or  level  of  t 
street  or  ground  to  which  such  building  shall  adjo 
either  in  the  front  or  in  the  rear,  to  the  foot  of  the  raft 
shall  be  not  more  than  twenty-five  feet,  with  the  materi 
and  in  the  manner  the  same  may,  on  the  day  and  year  l 
mentioned,  have  been  lawfully  built  or  erected,  any  thi 
in  this  act  contained  to  the  contrary  notwithstanding ;  I 
any  buildings  so  to  be  built  or  erected  upon  any  su 
leasehold  premises,  by  any  such  lessee  or  lessees,  or  pera 
or  persons  possessed  of  any  leasehold  estate,  or  inter 
therein,  being  so  circumstanced  as  herein  aforesaid,  whi< 
from  the  level  or  surface  of  the  street  or  ground  to  whi 
such  building  shall  adjoin,  either  in  the  front  or  the  re 
to  the  foot  of  the  rafter,  shall  be  more  than  twenty-fi 
feet,  shall  be  made  or  constructed  of  stone  or  brick,  w 
party  or  fire-walls,  rising  at  least  six  inches  above  the  ro 
and  shall  be  covered  with  tile  or  slate,  or  other  safe  ma 
rials  against  fire,  and  not  with  boards  and  shingles,  exec 
the  flat  roof  thereof,  such  flat  roof  not  to  exceed  two  eqi 
fifth  parts  of  the  space  of  the  whole  roof,  and  a  substant 
balcony  or  balustrade  being  erected  around  the  same. 
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2.  §  60.  And  be  it  further  enacted^  That  if  any  dwelling-  hu^BlSJ^ 
house,  store-house,  or  other  building  whatsoever  shall  be  ^^I^^g^ 
erected  or  roofed  contrary  to  the  preceding  section  of  this  act,  "*^ 

the  proprietor  or  proprietors  thereof  shall,  for  every  such 

offense,  forfeit  and  pay  the  sum  of  five  hundred  dollars ;  and 

every  builder  who  shall  build  or  roof,  or  assist  in  building  or 

roofing  such  dwelling-house,  store-house,  or  other  building, 

contrary  to  the  said  section,  whether  he  be  the  proprietor  or 

not,  shall,  for  every  such  offense,  forfeit  and  pay  the  sum  of 

two  hundred  and  fifty  dollars :   to  be  recovered,  with  costs   "ow  uxow- 

J  '  '  er«l  and  ap- 

of  suit,  in  any  court  of  record  within  this  State,  by  the  propr»«t«i. 
treasurer  or  chamberlain  of  said  city,  for  the  use  of  the  poor 
thereof;  and  when  recovered,  shall  be  appropriated  by  the 
Common  Council  of  the  said  city,  in  the  same  manner  as  the 
moneys  raised  by  tax,  for  the  maintenance  of  the  poor  of  the 
said  city,  are  by  law  directed  to  be  applied ;  and  no  such 
action  or  suit  shall  be  abated  or  discontinued  by  the  death, 
resignation,  removal  from  office,  or  any  other  change  of  such 
treasurer  or  chamberlain,  but  shall  and  may  be  continued 
and  prosecuted  to  effect,  by  his  successor  in  office. 

3.  §  61.  And  be  it  further  enated,  That  all  dwelling-  certain 
houses,  store-houses,  and  other  buildings  whatsoever,  which,  JJJJ[{)|*  ^^^ 
aft^r  the  passing  of  this  act,  shall  be  built  or  erected  within  S" "ui^e^Md 
said  city  (that  is  to  say,)  within  the  watch  and  lamp  district  tlSo^Biatel'* 
of  the  said  city,  and  not  included  in  the  fifty-ninth  section  of 

this  act,  and  which  from  the  surface  or  level  of  the  ground  to 
which  such  building  shall  adjoin,  either  in  the  front  or  in 
the  rear,  to  the  foot  of  the  rafters,  shall  be  more  than  thirty 
feet,  or  of  more  than  two  stories,  shall  be  made  orconstnicted 
of  stone  or  brick,  with  party  or  fire-walls,  rising  at  least  six 
inches  above  the  roof,  and  shall  be  covered,  except  the  flat 
roof  thereof,  with  tile  or  slate,  or  other  safe  materials  against 
fire,  and  not  with  boards  and  shingles. 
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to^'S^tSl     Provided  such  flat  do  not  exceed  to  equal  fifth  parts  of 
"*'•  the  space  of  such  roof,  and  that  there  be  erected  around  the 

same  a  substantial  balcony  or  balustrade. 

Pmmity  fbr      4.  ^  62.    And  be  it  further  enacted j  That  if  any  dwellinff- 

baildlDg  con-  '  "^  ^  J  O 

tStieitki****  ^^^^®»  store-house,  or  other  building  whatsover,  shall  be 
erected  or  roofed  contrary  to  the  last  preceding  section  of 
this  act,  the  proprietor  or  proprietors  thereof  shall,  for  every 
such  offense,  forfeit  and  pay  the  sum  of  four  hundred  dollars ; 
and  every  builder  who  shall  build,  roof,  or  assist  in  building 
or  roofing  such  dwelling-house,  store-house,  or  other  build- 
ing, contrary  to  the  said  last  preceding  section,  whether  he 
be  the  proprietor  or  not,  shall,  for  every  such  offense,  forfeit 
and  pay  the  sum  of  two  hundred  dollars,  to  be  recovered. 
How  reoor-  with  costs  of  suit,  iu  any  court  of  record  within  this  State, 

ered  and  ap-  _ 

propriated.  by  the  trcasurcr  or  chamberlain  of  the  said  city,  for  the  use 
of  the  poor  thereof,  and  when  recovered  shall  be  appropriated 
by  the  Common  Council  of  the  said  city  in  manner  aforesaid ; 
and  no  such  action  or  suit  shall  be  abated  or  discontinued  by 
the  death,  resignation,  removal  from  office,  or  other  change  of 
such  treasurer  or  chamberlain,  but  shall  and  may  be  con- 
tinued and  prosecuted  to  effect  by  his  successor  in  office. 
And  the  more  effectually  to  prevent  the  erection  of  any  dwell- 
ing-house, store-house,  or  other  building  within  the  said  city, 
contrary  to  this  act. 

bniidiSTdS  6«  ^  63.  Be  it  further  enacted,  That  every  such  store- 
^^'^  house,  dwelling-house,  or  other  building,  which,  after  the 
passing  of  this  act,  shall  be  erected  or  roofed  within  the 
said  city,  contrary  to  this  act,  shall  be  deemed  a  common 
nuisance,  and  the  Justices  of  the  Supreme  Court  and  the 
Justices  of  the  Court  of  Oyer  and  Terminer  and  gaol  de- 
livery, and  the  Justices  of  the  Court  of  General  Sessions 
of  the  Peace,  shall,  within  the  said  city,  have  cognizance  of 
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such  oflfenses,  and  are  hereby  enjoined  and  required,  in  all  and  cha^^LS 
every  of  the  charges  hereafter  to  be  made  or  given  by  them  JSJIT  '^'i^ 
to  the  grand  juries  in  their  respective  courts,  strictly  to  ^^^^   ^' 
charge  such  grand  jurors  diligently  to  inquire  of,  and  to 
present  all  offenses  against  this  act,  and  the  court  to  which 
an  indictment  or  presentment  shall  be  preferred  for  siich 
offense,  shall  be,  and  hereby  is  empowered  and  enjoined  to 
prosecute  such  indictment,  or  cause  the  same  to  be  prose- 
cuted in  the  usual  manner  of  prosecution  ;  and,  upon  con- 
viction, to  adjudge  such  fines  and  penalties  as  they,  in  their    And  u>  im- 
discretion,  shall  think  fit  and  proper;  and  also,  in  their  "»^    <»"«• 
discretion,   to   cause   such    nuisance   to   be   abated    and  ^TUL^  ^ 

'  abated. 

removed. 

6.  §  64.  And  be  it  further  enacted^  That  if  any  dwelling-     Buildings, 
house,  store-house,  or  other  building  already  erected,  and  ed.    "''**' 
now  covered  with  boards  or  shingles,  within  the  said  city, 
southward  and  westward  of  the  line  last  mentioned,  shall 

at  any  time  hereafter  require  to  be  new  roofed,  it  shall  and 
may  be  lawful  for  the  proprietor  or  proprietors  thereof,  to 
roof  the  same  with  boards  or  shingles,  or  in  such  other 
manner  as  was  customary  before  the  passing  of  this  act, 
any  thing  herein  contained  to  the  contrary  notwith- 
standing. 

7.  §  65.  And  be  it  further  enacted^  That  all  roofs,  steeples,  ^^^  ^^ 
cupolas,  and  spires  of  churches,  and  all  other  public  build-  JSl^  "^ 
ings,  may  be  covered  with  boards  and  shingles ;  and  all  JSfer  TJuS 
privies,  not  exceeding  ten  feet  square,  and  fifteen  feet  in  bStt  °^^nnd 
height ;  and  all  fire-engine  houses  of  the  Corporation,  and  wood. 

all  lime-houses,  which  shall  be  erected  by  the  express  per- 
mission of  the  Corporation,  may  be  built  of  wood  and 
boards,  or  brick  and   stone,  and  covered  with  boards  and 

2 
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shingles,  any  thing  in  this  act  to  the  contrary  notwith- 
standing. 

ounpow.      8.  ^  66.  And  be  it  further  enacted,  That  it  shall  not  be 

der,  how  and  *  •' 

k2i*[*  ^  ^  lawful  for  any  person  or  persons  to  have  or  keep  any  quan- 
tity of  gunpowder,  exceeding  twenty-eight  pounds  weight, 
in  any  one  place,  house,  store,  or  outhouse,  less  than  one 
mile  to  the  northward  of  the  City  Hall  of  the  said  city, 
except  in  the  public  magazine,  at  the  fresh  water,  which 
said  quantity  of  twenty-eight  pounds  shall  be  separated  in 
four  stone  jugs,  or  tin  canisters,  each  of  which  shall  not 
contain  more  than  seven  pounds ;  and  if  any  person  or 
persons  shall  keep  any  greater  quantity  than  twenty-eight 
pounds  in  any  one  place,  house,  store,  or  outhouse,  or  if 
the  same  gunpowder  so  permitted  to  be  kept  as  aforesaid, 
shall  not  be  separated  in  the  manner  herein  above  directed, 
he,  she,  or  they  shall  fortify  all  such  gunpowder  so  kept 
contrary  to  the  true  intent  and  meaning  of  this  act,  or  so 
permitted  to  be  kept,  and  which  shall  not  be  separated  as 
aforesaid,  and  shall  also  forfeit  the  sum  of  one  hundred  and 
^jj^^j.^  twenty-five  dollars  for  every  hundred  weight  of  powder, 

'*^*^'       and  in  that  proportion  for  a  greater  or  less  quantity ;  to  be 

recovered  with  costs  of  suit,  in  any  court  having  cognizance 

thereof,  by  any   person  or  persons  who  will  sue  for  the 

^same;  provided   always,  that   all  actions  and  suits  to  be 

SmmSwin?  ^^"^"^^'^^^^^  sued,  or  prosecuted,   against  any  person  or 

"***•  persons,  for  any  thing  done  contrary  to  this  and  the  two 

following  sections  of  this  act,  shall  be  commenced,  sued,  or 

prosecuted  within   two    calendar  months  next  after  the 

offense  committed,  and  not  at  any  time  hereafter. 

And  to  avoid  dangers  from  gunpowder,  laden  on  board  of 
any  ship  or  vessel  arriving  from  sea, 
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9.  ^  67.  Be  it  further  enacted^  That  the  commander,  or  er/SHiUS'. 
owner  or  owners  of  any  ship  or  other  vessel,  arriving  from  S'S^S^d 
sea,  and  having  gunpowder  on  board,  shall  within  twenty- !^l^ifuh' 
four  hours  after  her  arrival  in  the  harbor,  and  before  such  toariM^Ti. 
ship  or  other  vessel  shall  be  hauled  alongside  of  any  wharf, 

pier,  or  key  within  the  said  city,  land  the  said  gunpowder,  by 
means  of  a  boat,  or  boats,  or  other  small  crafl,  at  any  place 
on  the  East  river,  east  of  Walnut  street,  or  at  any  place  on 
the  North  river,  to  the  northward  of  the  outlet  of  Lispen- 
ard's  meadow,  which  may  be  roo«t  contiguous  to  any  of  the 
magazines,  and  shall  cause  the  same  to  be  stored  in  one  of 
the  magazines  now  built,  or  hereafter  to  be  built  for  that 
purpose,  on  pain  of  forfeiting  all  such  gunpowder,  to  any  under  pen 
person  or  persons  who  will  sue  and  prosecute  for  the  same  fciting  tue 
to  effect,  in  manner  aforesaid. 

And  to  prevent  any  evil  consequences  which  may  arise 
from  the  caixiage  of  gunpowder, 

10.  ^  68.  Be  it  further  enacted.  That  all  ffunpowder  which      Howgtm- 

,  O       i  powder  It  to 

shall  be  carried  through  the  streets  of  said  city,  by  carts,  ^ro?"h*^^ 
carriages,  or  by  hand,  or  otherwise,  shall  be  in  tight  casks,  "^®**^ 
well  headed  and  hooped,  and  shall  be  put  into  bags,  or 
leather  cases,  and  entirely  covered  therewith,  so  that  no 
powder  may  be  spilled  or  scattered  in  the  passage  thereof, 
on  pain  of  forfeiting  all  such  gunpowder  as  shall  be  con- 
veyed through  any  of  the  streets  aforesaid,  in  any  other 
manner  than  is  hereby  directed  ;  and  it  shall  and  may  be 
lawful  for  any  person  or  persons  to  seize  the  same,  to  his  or 
their  use  and  benefit,  and  to  convey  the  same  to  one  of  the 
magazines  aforesaid,  and  thereupon  to  prosecute  the  person 
or  persons  offending  against  this  act,  before  the  Mayor  or 
Kecorder,  and  any  two  Aldermen  of  the  said  city,  and  such 
gunpowder,  upon  conviction,  shall  be  condemned  to  the 
use  of  the  person  seizing  the  same. 
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On  iiiFpi.      11.  §  69.  And  be  it  further  enacteiy  That  it   shall   and 

ekn  of  gun-  '  ^  » 

5r*Siioi5'-  ™*^y  ^®  lawful  for  the  Mayor  or  Recorder,  or  any  two  Aldei^ 
jSit^tTteue  ™®ii  of  the  said  city,  upon  application  being  made  by  any 
to  sevchfor  jnijabitant  or  inhabitants  of  the  said  city,  and  upon  his  or 
their  making  oath  of  reasonable  cause  of  suspicion,  of  the 
sufficiency  of  which  the  said  Mayor,  or  Recorder,  or  Alder- 
men is  or  are  to  be  judge  or  judges,  to  issue  his  or  their 
warrant  or  warrants,  under  his  or  their  hand  and  seal,  or 
hands  and  seals,  for  searching  for  such  gimpowder,  in  the 
daytime,  in  any  building  or  place  whatsoever,  within  the 
limits  aforesaid,  or  in  any  ship  or  other  vessel,  within  forty- 
eight  hours  after  her  arrival  in  the  harbor,  or  at  any  time 
after  such  ship  or  other  vessel  shall  and  may  have  hauled 
alongside  any  wharf,  pier,  or  key,  within  the  limits  afore- 
said ;  and  that  upon  any  such  search  it  shall  be  lawful  for 
the  person  finding  any  such  gunpowder,  immediately  to 
seize,  and  at  any  time  wnthin  twelve  hours  after  such  seiz- 
ure, to  convey  the  same  to  one  of  the  magazines  aforesaid ; 
and  the  same  gunpowder  being  so  removed,  to  detain  and 
keep  until  it  shall  be  determined  by  the  Mayor,  or  Recorder, 
and  any  two  Aldermen  of  the  said  city,  whether  the  same  is 
forfeited  by  virtue  of  this  act,  and  the  person  or  persons  so 
detaining  the  same,  shall  not  be  liable  to  any  action  or  suit 
for  the  detention  thereof. 

Provided  always,  that  nothing  in  this  clause  of  this  act 
contained,  shall  be  construed  to  authorize  any  person  hav- 
ing such  warrant  to  take  advantage  of  the  same  for  serving 
any  civil  process  of  any  kind  whatsoever ;  provided  also, 
that  nothing  in  this  act  contained  shall  extend  to  ships  of 
war,  or  packets  in  the  service  of  the  United  States,  or  any 
of  them,  or  of  any  foreign  prince  or  state,  nor  to  authorize 
the  searching  for  gunpowder  on  board  of  any  such  ship  or 
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vessel  while  lying  in  the  stream,  and  upwards  of  one  hun- 
dred yards  from  the  wharf  or  shore. 

12.  ^  70.  And  be  it  further  ena^tcdj  That   if  any  gim-  ex^SStaTS 
powder,  exceeding  twenty-eight  pounds,  shall  be  found  in  Slnli'^iT?, 
the  custody  of  any  person,  during  any  fire,  or  alarm  ofST^a^ '<» 
fire  in  the  said  city,  by  any  fireman  of  the  said  city,  it  shall  ^"^ 
be  lawful  for  liim  to  seize  the  same,  without  warrant  from 
the  Mayor  or  Recorder,  or  Aldermen,  and  to  cause  the 
same  to  be  condemned  in  manner  aforesaid,  to  his  own  use ; 
any  thing  in  this  act  to  the  contrary  notwithstanding. 


13.  §71.  And  be  it  further  enacted^  That  from  and  after,    swiphor. 

*  "^  hemp,      and 

the  passing  of  this  act,  no  greater  quantity  of  sulphur  than  ^^^  ^^^  ^« 
ten  hundred  weight,  and  no  greater  quantity  of  hemp  and  ^^l^  or  by 
flax  than  twenty  hundred  weight,  shall  be  put,  stored,  or  cCS" 
kept  in  any  one  place  in  the  city  of  New  York,  to  the 
southward  of  the  fresh  water,  in  the  Sixth  Ward,  nor  to 
the  southward  of  Rutgers  slip,  in  the  Seventh  Ward,  other 
than  in  such  proper  place  or  places,  as  shall  be  appointed 
and  approved  of  by  the  Mayor,  Aldermen,  and  Common- 
alty of  the  said  city,  in  Common  Council  convened,  under 
the  penalty  of  twenty-five  dollars  for  every  offense,  or  re-  iviLUty. 
fusal  to  remove  the  same ;  to  be  recovered,  with  costs  of 
suit,  in  any  court  of  record  within  this  State,  by  the  treas- 
urer or  chamberlain  of  the  said  city,  to  be  applied  towards 
the  support  of  the  poor  of  the  said  city. 

14.  '^  72.  And  be  it  further  enacted,  That  no  pitch,  tar,  ^'^j^^^jn^'' 
turpentine,  rosin,  spirits  of  turpentine,  linseed  oil,  or  shin-  b^kt'ia  wwy 
gles,  shall  be  put  in  any  place  in  the  city  of  New  York,  to  piJvtS'*  by 
the  southward  of  the  fresh  water,  other  than  in  such  places  couucir'""" 
as  shall  be  appointed  and  approved  ol  by  the  Mayor,  Alder- 
men, and  Conmionalty  of  said  city,  under  the  penalty  of 
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^^°^^'  twenty-five  dollars  for  every  offense,  or  refusal  to  remove 
the  same ;  to  be  sued  for,  and  recovered,  with  costs,  before 
any  court  having  cognizance  of  debts  to  that  amount,  by 
any  person  who  shall  sue  for  the  same  ;  and  when  recov- 
ered, to  be  paid  to  the  chamberlain  of  the  said  city,  for  the 

^•ro^'^w-  use  of  the  poor  thereof;  provided,  however,  that  it  shall 
be  lawful  for  any  of  the  ship-chandlers  in  the  said  city,  to 
keep  in  any  inclosure  within  the  limits  aforesaid,  a  quan- 
tity of  pitch,  tar,  rosin,  and  turpentine,  not  exceeding,  in 
whole,  twenty  barrels  at  any  one  time. 

flri^"*^'^iOT  ^^'  ^  ^^*  ^^  ^  ^  further  enacted^  That  if  any  person 
SuilTci^r**  ^'^  fire  or  discharge  any  gun  or  pistol,  rocket,  cracker, 
squib,  or  other  fire-work  in  any  street,,  lane  or  alley,  gar- 
den, or  other  inclosure,  or  from  any  house,  or  in  any  other 
place  where  persons  frequently  walk,  to  the  southward  of 
the  fresh  water,  every  such  person,  for  every  such  oflense, 
Howrecov.  shall  forfeit  and  pay  two  dollars  and  fifty  cents,  to  be  sued 

ere<l  and  ap-  x     ^  j 

pited.  for,  recovered,  and  applied  as  is  directed  in  and  by  the  last 

preceding  section  of  this  act ;  and  in  case  any  such  offender 

be  a  slave,  the  owner  or  possessor  of  such  slave  shall  be 

Masteraan-  auswerablc  in  the  same  manner  as  if  the  act  had  been  done 

■werablu  iur 

oOoDMs    of  |jy  g^gjj  owner  or  possessor. 

Fircin'?n  to  16.  %  74.  And  be  it  further  enacted,  That  it  shall  be  law- 
by  o.mmon  ful  for  the  Mayor,  Aldermen,  and  Commonalty  of  said  city, 
in  Common  Council  convened,  and  they  are  hereby  required, 
from  time  to  time,  and  as  often  as  it  shall  be  necessaiy,  to 
appoint  a  sufficient  number  of  strong,  able,  discreet,  honest, 
and  sober  men,  willing  to  accept  such  appointment,  being 
freeholders  or  freemen  of  the  said  city,  to  have  the  care, 
management,  working,  and  using  the  fire-engines,  and  the 
other  tools  and  instruments  now  provided,  or  hereafter  to 
be  provided,  for  extinguishing  of  fires  within  the  said  city ; 
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which  persons  so  to  be  appomted  shall  be  called  the  fire-  their  duty, 
men  of  the  city  of  New  York,  and  who  with  the  engineers 
of  the  same  city,  are  hereby  required  to  be  ready  at  all 
times,  as  well  by  night  as  by  day,  to  manage,  work,  and 
use  the  same  fire-engines,  and  other  the  tools  and  imple- 
ments aforesaid. 

17.  §  75.  And  be  it  further  enactedj  That  the  persons  so       nnam 

'  '^  ^  r  exempted 

to  be  appointed  firemen,  and  every  of  them,  during  their  ^"^Jf^.^*^*^ 

continuance  in  that  office,  and  no  longer,  shall  be  exempted  ^*^ 

from  serving  in  the  office  of  constable,  and  from  being  im- 

pannekd  or  returned  upon  any  juries  or  inquests,  and  of 

and  from  militia  duty,  within  the  said  city,  except  in  cases 

of  invasion  or  other  imminent  danger,  and  the  names  of  all  Their  names 

to  be   regis- 

firemen  to  be  appointed  by  virtue  of  this  act,  shall  be  regis-  ^re**- 
tered  with  the  Clerk  of  the  Peace  of  the  said  city,  and  his 
certificate  shall  be  sufficient  evidence,  in  all  courts  and 
cases,  of  such  exemption. 

And  further,  That  it  shall  be  lawful  for  the  Mayor,  Alder-  by'^SToi^ 
men,  and  Commonalty  of  the  said  city,  in  Common  Coun-  ™"*  ow^^cu. 
cil  convened,  to  remove  all  or  any  of  the   firemen  now 
appointed,  or  to  be  appointed  by  virtue  of  this  act,  when, 
and  as  often  as  they  shall  think  fit,  and  to  appoint  others 
in  their  stead. 

18.  §76.  And  be  itfurtfter  enacted,  That  it  shall  be  lawful  counST^to 
for  the  Mayor,  Aldermen,  and  Commonalty  of  the  said  city,  "^^  r^^. 
in  Common  Council  convened,  to  make  and  ordain  suchmM*'^' 
rules  and  regulations  in  respect  of  the  government  and 

duty  of  the  persons  by  them  appointed  firemen,  in  the 
working,  managing,  and  frequent  exercising,  trying,  and 
using  of  the  same  fire-engines,  tools,  and  other  instruments, 
and  to  impose  and  establish  such  reasonable  fines,  penal-   And  impose 
ties,  and  forfeitures  upon  them,  or  any  of  them,  for  default 
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or  neglect  of  the  duties  and  services  thereby  to  be  re- 
quired from  them,  as  they  shall,  from  time  to  time,  think 
proper. 

Duty  of  19.  §77.  And  be  it  further  enacted,  That  upon  the  break- 
toXbuww"^'  ^°8  ^^*  ^^  ^^y  fi^®  within  the  said  city,  the  sherifls,  deputy 
J22to  ™*in  sheriffs,  constables,  and  marshals,  upon  notice  thereof,  shall 
**  ^^  immediately  repair  tp  the  place  where  such  fire  shall  hap- 
pen, with  their  rods,  staves,  and  other  badges  of  authority, 
and  be  aiding  and  assisting,  as  well  in  the  extinguishing  of 
the  said  fires,  and  causing  the  persons  attending  the  same 
to  work,  as  in  preventing  any  goods  or  household  furniture 
from  being  stolen  at  such  fires,  and  shall  seize  all  persons 
whom  they  find  stealing  or  pilfering ;  and  the  officers  afore- 
said shall  also  give  their  utmost  assistance  to  the  inhabit- 
ants in  removing  and  securing  their  said  goods  and  furniture ; 
and  in  the  execution  of  the  duties  required  from  them  by 
this  act,  shall  be  obedient  to  the  orders  of  the  Mayor,  Re- 
corder, and  Aldermen  of  the  city,  or  such  of  them  as  shall 
be  present  at  such  fires. 

^^_  20.  §78.  And  be  it  further  enacted.  That  it  shall  be  lawful 
for  the  Mayor,  Aldennen,  and  Commonalty  of  the  said  city, 

buScetB.  *'^  in  Common  Council  convened,  by  ordinances  by  them  for 
that  purpose  to  be  made,  to  direc^t  the  inhabitants  or  own- 
ers of  houses  and  other  buildings  in  the  said  city,  to  furnish 
themselves  with  such  and  so  many  fire-buckets,  to  be  ready 
in  their  respective  houses  and  other  buildings,  for  the  pur- 
pose of  extinguishing  fires  which  may  happen  in  the  said 
And  to  im  city,  and  to  impose  and   establish  such   reasonable  fines, 

tiea  for  neg-  penalties,  and  forfeitures,  for  every  neglect,  default,  or  dis- 
obedience  thereof,  as  they  shall  think  proper. 

JLoMof  nre      21.  §79.  And  be  it  further  enacted.  That  in  case  any  per- 
son shall  lose  any  bucket  at  any  fire  which  may  happen  in 


rnuncl'  to  or- 
der   inbabit- 

UiitS     Ut  piu 
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the  said  city,  and  shall,  within  sixty  days  thereafter,  make  JJlJ"  bofno 
proof  thereof  before  the  Mayor,  Recorder,  or  one  of  the  JiJuoo.^^ 
Aldermen  of  the  said  city,  of  the  value  of  such  bucket, 
and  that  the  same  was  actually  lost  or  destroyed  in  that 
service,  in  such  case  the  Mayor,  Aldermen,  and  Common- 
alty of  the  said  city,  in  Common  Council  convened,  shall,- 
by  warrant,  under  the  hand  of  the  Mayor  or  Recorder,  pre- 
siding at  such  Common  Council,  directed  to  the  Chamber- 
lain of  the  said  city,  order  the  value  of  such  bucket  to  be 
paid  to  such  person  so  making  proof  of  the  loss  thereof, 
out  of  any  moneys  remaining  in  his  hands  for  the  contin- 
gent expenses  arising  in  the  said  city ;  and  if  any  person 
shall,  at  any  time  thereafter,  be  convicted  of  having  taken 
a  false  oath  touching  the  premises,  such  person  shall  incur 
the  penalties  of  willful  and  corrupt  perjury. 

22.  §  80.  And  be  it  further  enacted^  That  if  any  such  buckets    J-'-'t  ^i^^- 

*  .  •'  '  ''  otfl  lo  whom 

80  proved  to  be  lost,  shall  afterwards  be  found,  the  prop-  ^^^^  J^'^'^'J 
erty  thereof  shall  thenceforward  be  in  the  Mayor,  Alder- 
men, and  Commonalty  of  the  City  of  New  York,  unless 
the  owner  thereof  will  take  back  the  same,  and  return  the 
money  allowed  and  paid  for  the  loss  thereof. 

23.  '^  81.  And  be  it  further  enacted^  That  w^hen  any  ^J\^^y, 
building  or  buildings  in  the  city  of  Mew  York  shall  be  ;;|!;,jj*' j,J^JJ,^ 
on  fire,  it  shall  be  lawful  for  the  Mayor,  or  in  his  absence  Jl!5?ed 
the  Recorder  of  the  city,  with  the  consent  and  concur- 
rence of  any  two  of  the  Aldermen  thereof,  or  for  any  three 
of  the  Aldermen,  to  direct  and  order  the  same,  or  any 
other  building  which  they  may  deem  hazardous,  and  likely 
to  take  fire,  or  to  convey  the  fire  to  other  buildings,  to  be 
pulled  down  or  destroyed  ;  and  upon  the  application  of  any 
person  interested  in  such  building  so  pulled  down  or  de- 
stroyed, to  the  Mayor  or  Recorder,  or  any  two  Aldermen, 


to    be 
down. 
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gaaJSL^d^  it  shall  be  their  duty  to  issue  a  precept  for  a  jury  to  in- 

iISJJl2iSdr  quire  of  and  assess  the  damages  which  the  owners  of  such 

building,  and  all   persons  having  any  estate  or  interest 

therein,  have  respectively  sustained  by  the  pulling  down 

or  destroying    thereof;    which   precept  shall  be   issued, 

directed,   executed,   returned,   and    proceeded  upon,  and 

the  proceedings  thereon  shall   take  effect,  as   nearly  as 

may  be,  in  such  manner  as  by  the  219th  section  of  this 

act  are  directed  (and  which  will  be  found  at  the  close  of  this 

act),  in  relation  to  ground  taken  for  the  purposes  therein 

mentioned ;  and  the  said  inquiry  and  assessment  having 

been  confirmed  by  the  Mayor's  Court,  the  sums  assessed 

inw°by*tor  ^7  ^^^  ^^^  i^U  Bhall  bc  paid  by  the  said  Mayor,  Alder- 

plS>D?  «i:^  men,  and  Commonalty,  to  the  respective  persons  in  whose 

iiioiuK  wMk  fj^yQj.  ^jjg  j^j.y  shall  have  assessed  the  same,  in  full  satisfac^ 

tion  of  all  demands  of  such  persons  respectively,  by  reason 
of  the  pulling  down  or  destroying  such  building ;  and  the 
Mayor's  Court,  before  whom  any  such  process  shall  be  re- 
turnable, shall  have  power  to  compel  the  attendance  of 
jurors  and  witnesses  upon  any  such  assessment  of  damages. 

Mie  and      24.  §   82.    And  be   it  further  enacted,  That  durin«:  the 

BuspicioL-8  '  ^  »  O 

K"?I'm.?5tu  actual  prevalence  of  any  such  fire  as  aforesaid,  it  shall 
^'^  ""*•  and  may  be  lawful  for  the  Mayor,  Recorder,  and  each  of 
the  Aldermen  of  the  said  city,  to  remove,  or  cause  to  be 
removed  and  kept  away  from  the  vicinity  of  such  fire,  all 
idle  and  suspicious  persons,  and  all  persons  not  fit  to  be 
employed,  or  not  actually  and  usefully  employed,  in  the 
judgment  of  the  said  Mayor,  Recorder,  or  Aldermen,  in 
aiding  the  extinguishment  of  such  fire,  or  in  the  preserva- 
tion of  property  in  the  vicinity  thereof. 

DanuMK>8      2d.  %  83.  And  he  it  further  enacted.  That  the  sum  assessed 

tor      pulling  ,  "^    . 

down  buiiu-  by  such  jury  as  aforesaid,  for  any  building  so  pulled  down 
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or  destroyed  as  aforesaid  (the  same  assessment  and  inquiry  S^^re^^w'SS 
having  been  confirmed  by  the  court),  shall,  together  with  olJJSion  ^^ 
the  expenses  of  the  proceedings  for  such  assessment,  be 
borne  and  defrayed  by  the  said  Mayor,  Aldermen,  and  Com- 
monalty. 

26.  ^  84.  And  be  it  further  enacr^d.  That  the  Mayor,  cbiindT^ 
Aldermen,  and  Commonalty  of  the  City  of  New  York,  in  ISS**^ord? 
Common  Council  convened,  shall,  from  time  to  time,  and  Sfe^exuS^ 
as  often  as  they  deem  it  necessary,  have  power  to  pass  and  and  prcvwi- 
provide  for  the  due  execution  of  ordinances,  as  they  may 
deem  proper,  for  the  more  eflectual  prevention  and  extin- 
guishment of  fires  in  the  said  city,  and  to  compel  the 
attendance  of  all  engineers  and  firemen,  and  such  other 
persons  as  they  may  deem  necessary  to  assist  at  the  extin- 
guishment of  fires,  and  to  prescribe  the  duties  required  of 
such  engineers,  firemen,  and  other  persons ;  and  also  to 
regulate  the  keeping,  carting,  conveying,  or  transporting  of 
gunpowder,  or  any  other  combustible  or  other  dangerous 
material,  within  the  bounds  of  the  said  city,  and  to  provide 
for  the  forfeiture  thereof,  if  the  same  shall  be  kept  contrary 
to  such  law ;  and  also  to  regulate  the  use  of  lights  and 
candles  in  livery  and  other  stables  within  the  same  city ; 
and  also  to  remove  or  prevent  the  construction  of  any  fire- 
place, hearth,  chinmey,  stove,  oven,  boiler,  kettle,  or  appa- 
ratus, used  in  any  manufactory  or  business,  which  may  be 
dangerous  in  causing  or  promoting  fires ;  and  also  to  direct 
the  construction  of  deposits  for  ashes,  in  safe  and  suitable 
places,  and  of  materials  secure  against  fire,  and  for  that 
purpose  to  authorize  such  suitable  officer  or  officers  as  they 
may  think  proper,  and  at  such  reasonable  times  as  they 
shall  appoint,  to  enter  into  and  examine  all  dwelling-houses, 
lots,  yards,  inclosures,  and  buildings,  of  every  description. 
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within  the  said  city,  to  examine  and  discover  whether  any 
danger  exists  therein ;  and  in  order  that  proper  measures 
may  be  taken  to  provide  for  the  safety  of  the  inhabitants  of 
the  neighborhood. 

The  following  is  section  219,  referred  to  in  section  81, 
relative  to  the  mode  of  assessment  for  damages  sustained  in 
pulling  down  or  destroying  any  building  or  buildings  that 
shall  be  on  fire,  or  deemed  hazardous  and  likely  to  take  fire, 
or  to  convey  fire  to  other  buildings : 

^°^      ^219.  Afid  be  it  further  enacted^  That  it  shall  be  lawfiil 


CbuncU 


wharves  ^d  for  the  Mayor,  Aldermen,  and  Commonalty  of  the  said  city, 
d^ed^eT  in  Common  Council  convened,  to  lay  out  wharves  and  slips 
in  the  said  city,  whenever  and  wherever  they  shall  deem  it 
expedient ;  and  if  in  so  doing,  they  shall  require  for  such 
purposes  the  ground  of  any  person,  notice  thereof  shall  be 
given  to  the  owner  or  parties  interested  therein,  or  to  his  or 
their  agent  or  legal  representative,  and  the  said  Common 
Council  shall  treat  with  such  persons  for  the  same  ;  and  if 
any  such  person  shall  refuse  to  treat  for  such  ground,  it 
shall  be  lawful  for  the  Mayor  or  Recorder,  and  any  two  or 
more  Aldermen,  by  precept,  under  their  hands  and  seals,  to 
command  the  Sheriff'  of  the  city  and  county  of  New  York 
to  empannel  and  return  a  jury,  to  appear  before  the  Mayor's 
Court  of  the  said  city,  at  any  term  thereof,  not  less  than 
three  weeks  from  the  date  of  such  precept,  to  inquire  of 
and  assess  the  damages  and  recompense  due  to  the  owner 
or  owners  of  such  ground,  and  at  the  same  time  to  sum- 
mon such  owner  or  owners,  or  his  or  their  agent  or  legal 
representative,  by  notice,  to  be  left  at  his  or  their  most 
usual  place  of  abode,  to  appear  before  the  said  court,  at  the 
time  and  place  in  such  j^reeept  to  be  mentioned,  which  jury, 
being  first  duly  sworn,  faithfully  and  impartially,  to  inquire 
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into  and  assess  the  damage  in  question,  and  having  viewed 
the  premises,  if  necessary,  shall  inquire  of  and  assess  such 
damages  and  recompense  as  they  shall,  under  all  the  cir- 
cumstances, judge  fit  to  he  awarded  to  the  owner  or  own- 
ers of  such  ground,  for  their  respective  losses,  according  to 
their  several  interests  and  estates  therein,  and  the  verdict 
of  such  jury,  and  the  judgment  of  said  Mayor's  Court,  there- 
upon, and  the  payment  of  the  sum  or  sums  of  money  so 
awarded  and  adjudged  to  the  owner  or  owners  thereof,  or 
tender  and  refusal  thereof,  shall  be  conclusive  and  binding 
against  the  said  owner  and  owners,  his  and  their  respective 
heirs,  executors,  administrators,  and  assigns,  claiming  any 
estate  or  interest  of,  in,  or  to  the  same  ground,  and  it  shall 
thereupon  be  lawful  for  the  said  Mayor,  Aldermen,  and 
Commonalty  to  cause  the  same  ground  to  be  converted  to, 
and  used  for  the  purposes  aforesaid* 
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38th  SESSION. 

CHAP.  155. 

AN  ACT  for  the  more  effectual  prevention  of  fires  in  the  dt^ 

of  New  York. 

Passed  April  11,  1815. 

ho%?""to°'&  ^  ^'  ^®  ^^  enacted  by  the  people  of  the  State  of  New 
Znidn  parto  York,  represented  in  Senate  and  Assembly  :  That  all  dwell- 
of  the  city,  i^g.^ouges,  store-houses,  and  other  buildings,  which  from 
and  after  the  passing  of  this  act,  shall  be  built  or  erected 
in  the  city  of  New  York,  that  is  to  say,  within  that  part 
of  the  said  city  to  the  northward  of  the  point  of  the  Bat- 
tery, and  included  between  the  said  point  of  the  Battery 
and  a  line  beginning  upon  the  East  river,  opposite  Mont- 
gomery street ;  thence  through  Montgomery  street  to  Cherry 
street;  thence  down  Cherry  street  to  Catharine  street; 
thence  through  Catharine  street  to  Chatham  street ;  thence 
down  Chatham  street  to  Pearl  street ;  thence  through  Pearl 
street  to  Broadway ;  thence  up  Broadway  to  Anthony 
street;  thence  through  Anthony  street  to  Hudson  street; 
thence  down  Hudson  street  to  Jay  street ;  and  thence  through 
Jay  street  to  Hudson  river ;  including,  also,  the  lots  of 
ground  on  the  northerly  and  easterly  sides  of  the  said  streets 
through  which  the  above-mentioned  line  runs  ;  and  includ- 
ing, also,  the  lots  of  ground  fronting  on  both  sides  of  the 
Broadway,  between  Pearl  street  and  Canal  street,  shall  be 
made  and  constructed  of  stone  or  brick,  with  party  or  fire- 
walls, rising  at  least  six  inches  above  the  roof;  and  shall 
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be  covered,  except  the  flat  roof  thereof,  with  tile  or  slate, 
or  other  safe  materials  againat  fire,  and  not  with  boards  or 
shingles  ;  provided  such  flat  do  not  exceed  two  fifth  parts  Prorte. 
of  such  roof,  and  that  there  be  erected  around  the  same 
flat  a  substantial  balcony  or  balustrade. 

(This  first  section  was  subsequently  repealed  by  th^  act 
of  April  9,  1823.) 

^  2.  And  be  it  further  eiiactedy  That  if  any  dwelling-house,  bu^^*^'iJ 
store-house,  or  other  building  whatsoever,  shall  be  erected  iX^  ^  ^*" 
or  roofed  contrary  to  the  preceding  section  of  this  act,  the 
proprietor  or  proprietors  thereof  shall,  for  every  such 
oflense,  forfeit  and  pay  the  sum  of  five  hundred  dollars  ;  and 
every  builder  who  shall  build  or  roof,  or  assist  in  building 
or  roofing  such  dwelling-house,  store-house,  or  other  build- 
ing, contrary  to  the  said  section,  whether  he  be  proprietor 
or  not,  shall,  for  every  such  offense,  forfeit  and  pay  the  sum 
of  two  hundred  and  fifty  dollars ;  to  be  recovered  with 
costs  of  suit,  in  any  court  of  record  within  this  State,  by 
the  treasurer  or  chamberlain  of  the  said  city,  for  the  use  of 
the  poor  thereof,  and  when  recovered,  shall  be  appropriated, 
by  the  Common  Council  of  the  said  city,  in  the  same  man- 
ner as  the  moneys  raised  by  tax  for  the  maintenance  of  the 
poor  of  the  said  city  are  by  law  directed  to  be  applied ;  and 
no  such  action  or  suit  shall  be  abated  or  discontinued  by 
the  death,  resignation,  removal  from  office,  or  other  change 
of  such  treasurer  or  chamberlain,  but  shall  and  may  be 
continued  and  prosecuted  to  efiect,  by  his  successor  in 
office. 

^  3.  Afid  be  it  further  enacted^  That  all  dwelling-houses,  buiwihr* 
store-houses,  and  other  buildinsns  whatsoever,  which  after  i»«8i»K  tiiis 
the  passing  of  this  act,  shall  be  built  or  erected  within  the  ^'^^^ 
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S£Si''nut*bi;  ®^^^  ^^tj'  t^^*  ^  ^  s*y>  within  that  part  of  the  said  city, 
1S^'*£2  ee?-  situate  between  the  above-mentioned  line  and  a  line  begin- 
ning at  the  North  river,  at  a  place  called  Dekleyne*s  feny, 
ExtendM  a  little  to  the  northward  of  the  State  prison,  and  running 

by  the  acn  f  ,  r  '  O 

f^>  ^^*'  thence,  easterly,  in  front  of  the  new  banking-houses,  to  the 
road,  commonly  called  the  Sandy  Hill  road  ;  and  through 
the  said  road  to  the  northward  of  the  Potter's  field  and  the 
house  of  William  Neilson,  to  the  Bowery ;  and  across  the 
Bowery,  to  a  street  commonly  called  Stuy vesant  street,  and 
through  the  middle  thereof,  to  the  East  river  (and  which 
shall  not  be  included  within  the  first  section  of  this  act); 
and  which,  from  the  surface  or  level  of  the  street  or  ground 
to  which  such  building  shall  adjoin,  either  in  the  firont  or 
in  the  rear,  to  the  foot  of  the  rafter,  shall  be  more  than 
thirty  feet,  or  of  more  than  two  stories,  shall  be  made  or 
constructed  of  stone  or  brick,  with  party  or  fire-walls,  ri§- 
ing  at  least  six  inches  above  the  roof,  and  shall  be  covered, 
except  the  flat  roof  thereof,  with  tile  or  slate,  or  other  safe 
materials  against  fire,  and  not  with  boards  or  shingles ;  pro- 

provtoo.  vided  such  flat  do  not  exceed  two  equal  fifth  parts  of  the 
space  of  such  roof,  and  that  there  be  erected  around  the 
same  a  substantial  balcony  or  balustrade. 

BuiidingB      §  4.  And  be  it  further  enacted^  That  if  any  dwellinir-houBe, 

erected   oou-  i 

trary  to  the  gtore-housc,  or  other  buildinff  whatsoever,  shall  be  erected 
JJ2*r*'for7eii  ^^  roofed,  contrary  to  the  last  preceding  section  of  this  act, 
dSlkST'*'^*^  the  proprietor  or  proprietors  thereof  shall,  for  every  such 
oflense,  forfeit  and  pay  the  sum  of  four  hundred  dollars ; 
and  every  builder  who  shall  build  or  roof,  or  assist  in 
building  or  roofing  such  dwelling-house,  store-house,  or 
other  building,  contrary  to  the  last  preceding  section, 
whether  he  be  the  proprietor  or  not,  shall,  for  every  such 
oflense,  forfeit  and  pay  the  sum  of  two  hundred  dollars ;  to 
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be  recovered,  with  coets  of  suit,  in  any  court  of  record 
within  this  State,  by  the  treasurer  or  chamberlain  of  the 
said  city,  for  the  use  of  the  poor  thereof;  and  when  re- 
covered, shall  be  appropriated  by  the  Common  Council  of 
the  said  city,  in  the  manner  aforesaid ;  and  no  such  action 
or  suit  shall  be  abated  or  discontinued  by  the  death,  resig- 
nation, removal  from  office,  or  other  change  of  such 
treasurer  or  chamberlain,  but  shall  and  may  be  continued 
and  prosecuted  to  eflfect  by  his  successor. 

And  the  more  effisctually  to  prevent  the  erection  of  any 
dwelling-house,  store-house,  or  other  building  within  the 
said  city,  contrary  to  this  act, 

^  6.  And  be  it  further  eruicted^  That  every  such  dwelling-      Baudtngs 
house,   store-house,   or  other  buildincr,  which   after  the  tnury  to  this 

act    daemed 

passing  of  this  act,  shall  be  erected  or  roofed  within  the  nutaai¥». 
said  city  contrary  to  this  act,  shall  be  deemed  a  common 
nuisance ;  and  the  Justices  of  the  Supreme  Court,  and  the 
Justices  of  the  Court  of  Oyer  and  Terminer  and  General 
Jail  Delivery,  and  the  Justices  of  the  Courts  of  General 
Sessions  of  the  Peace,  shall,  within  the  said  city,  have  cog- 
nizance of  such  offenses,  and  are  hereby  enjoined  and  re- 
quired, in  all  and  every  of  the  charges  hereafter  to  be  made 
and  given  by  them  to  the  grand  juries  in  their  respective 
courts,  strictly  to  charge  such  grand  jiuries  diligently  to 
inqure  into,  and  to  prevent  all  offenses  against  this  act ; 
and  the  court  to  which  an  indictment  or  presentment  shall 
be  preferred  for  such  offense,  shall  be,  and  hereby  is 
empowered  and  enjoined  to  prosecute  such  indictment,  or 
cause  the  same  to  be  prosecuted,  in  the  usual  manner  of 
prosecutions  ;  and  upon  conviction,  to  adjudge  such  fines 
and  penalties  as  they,  in  their  discretion,  shall  think  fit  and 

3 
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proper;  and  also  in  their  discretion,  to  cause  such 
nuisance  to  be  abated  and  removed. 

bafldiSr**"  ^  ^'  •'^'^  ^  itjurther  enacted^  That  if  any  dwelling-houfle, 
JJPJ^JJ^  store-house,  or  other  building  already  erected,  and  now 
•""^  covered  with  boards  or  shingles,  within  the  said  city, 

southwM'd  and  westward  of  the  line  last  mentioned,  shall 
at  any  time  hereafter  require  to  be  new  roofed,  it  shall 
and  may  be  lavirful  for  the  proprietor  to  roof  the  same  with 
boards  or  shingles,  or  in  such  other  manner  as  was  cus- 
tomary before  the  passing  of  this  act ;  any  thing  herein 
contained  to  the  contrary  notwithstanding. 

steeples      ^  7.  Afid  he  it  further  enacted^  That  all  roofs,  steeples, 

Mid  oapolMy  ^  ^ 

*«•  cupolas,  and  spires  of  churches,  and  other  public  buildings, 

may  be  covered  with  boards  and  shingles  ;  and  all  privies, 
not  exceeding  ten  feet  square,  and  fifteen  feet  in  height ; 
and  all  fire-engine  houses  of  the  Corporation,  and  all  lime- 
houses  which  shall  be  erected  by  the  express  permission  of 
the  Corporation,  may  be  built  of  wood  and  boards,  and 
covered  with  boards  or  shingles ;  any  thing  in  this  act  to 
the  contrary  notwithstanding. 

p^^  ^  ^  ^8.  And  be  it  further  enacted^  That  the  fifty-ninth,  six- 
J5^2tod.  ^"^  tieth,  sixty-first,  sixty-second,  sixty-third,  sixty-fourth,  and 
sixty-fifth  sections  of  the'  act,  entitled  "  An  act  to  reduce 
several  laws  relating  particularly  to  the  city  of  New  York 
in  one  act,"  passed  April  9, 1813,  be,  and  the  same  hereby 
^  are  repealed ;  provided,  however,  that  such  repeal  shall  not 
afiect  any  suit  or  prosecution  commenced,  or  penalty  or 
ofiense  incurred  or  committed  previous  to  the  passing  of 
this  act,  but  every  such  suit  or  prosecution  may  lawftilly 
proceed,  and  every  such  penalty  or  ofiense  be  demanded, 
prosecuted,  recovered,  or  punished,  as  the  case  may  be,  as 
if  the  said  sections  of  the  said  act  had  remained  in  full 
force. 
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38th  SESSIOir. 

CHAP.   104. 

AN  ACT  granting  privileges  to  the  Firemen  of  the  city 

New  York. 

Passed  April  12, 1816. 

• 

§  1.  Be  it  enacted  by  the  people  of  the  State  of  New  2?"*JSiiS; 
York,  represented  in  Senate  and  Assembly :  That  every 
person,  who  on  the  first  day  of  May  next,  shall  have  been 
a  fireman  of  the  city  of  New  York  during  twenty  years, 
and  who  shall  serve  as  such  one  year  thereafter ;  and  every 
person  who,  on  the  first  day  of  May  next,  shall  have  been 
such  fireman  during  fifteen  years,  and  who  shall  serve  as 
such  three  years  thereaftier ;  and  every  person  who,  on  the 
first  day  of  May  next,  shall  have  been  such  fireman  twelve 
years,  and  who  shall  serve  as  such  four  years  thereafter ; 
and  every  person  who,  on  the  first  day  of  May  next,  shall 
have  been  such  fireman  ten  years,  and  who  shall  serve  as 
such  five  years  thereafter ;  and  every  person  who,  on  the 
first  day  of  May  next,  shall  have  been  such  fireman  eight 
years,  and  shall  serve  as  such  six  years  thereafter ;  and 
every  person  who,  on  the  first  day  of  May  next,  shall  have 
been  such  fireman  six  years,  and  who  shall  serve  as  such 
seven  years  thereafter ;  and  every  person  who,  on  the  first 
day  of  May  next,  shall  have  been  such  fireman  four  years, 
and  shall  serve  as  such  eight  years  thereaft^er ;  and  every 
person  who,  on  the  first  day  of  May  next,  shall  have  been 
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such  fireman  two  years,  and  shall  serve  as  such  nine  yean 
thereafter ;  and  every  person  who  may  become  a  fireman 
after  the  first  day  of  May,  and  shall  serve  as  such  ten  yean 
thereafter,  shall  be  forever  after  such  services  exempted 
from  serving  as  a  juror,  in  any  of  the  courts  of  this  State, 
and  firom  all  militia  duty,  except  in  case  where  the  militia 
are  ordered  into  actual  service* 

(The  first  section  was  repealed  by  the  act  of  4th  of 
April,  1829.) 

oertiflcatcfl      ^  2.  And  be  it  further  enacudf   That  certificates  of  the 

by  ^  ^rk  time  that  such  persons  as  aforesaid  have  served  as  firemen, 

SffcScft!-  signed  by  the  Clerk  of  the  Common  Council  of  the  said 

^^^°^-        city,  and  by  the  Chief  Engineer,  shall  be  sufficient  evidence 

thereof. 

Fire  Depart-      And  be  it  further  enacted^  That  the  Fire  Department  of 

ment  oontin- 

ned    ae   a  the  Citv  of  Ncw  York  and  their  successors,  shall  continue 

body   oorpo-  '' 

»^-  to  be  a  body  corporate  and  politic,  in  fact  and  in  name, 

until  the  first  day  of  May,  in  the  year  of  our  Lord  one- 
thousand  eight  hundred  and  thirty-eight,  with  all  the  rights 
powers,  and  privileges,  and  subject  to  all  the  provisions, 
restrictions,  limitations,  and  conditions  mentioned  and  con* 
tained,  in  the  act  entitled,  <*  An  act  to  incorporate  the  fire- 
men of  the  city  of  New  York." 
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40tfa8ESSI(ni. 

FIRE   DEPARTMENT. 

CHAP.  69. 

AN  ACT  Concerning  the  Fire  Department  of  the  City  of  New 

Y(yrk. 

Passed,  February  28,  1817. 

^  1.  Be  it  enacted  by  the  people  of  the  State  of  New  York, 
represented  in  Senate  and  Assembly :  That  all  persons  who  fi?  Dopvt- 
now  are,  or  hereafter  may  be,  appointed  firefnen  by  the 
Mayor,  Aldermen,  and  Commonalty  of  the  City  of  New 
York,  in  Common  Council  convened,  shall,  while  they  con- 
tinue suoh  firemen,  be,  and  they  are  hereby  declared  to  be, 
members  of  the  Fire  Department  of  the  City  of  New 
York. 

^  2.  And  he  it  further  enacted.  That  the  fines  and  pen-  Finm,  bow 
idties  imposed  by  so  much  of  the  law,  passed  9th  of  April,  ^^^^ 
1813,  entitled  '^  An  act  to  reduce  several  laws,  relating 
particularly  to  the  city  of  New  York,  into  one  act,"  as  re- 
lates to  the  more  efiectual  prevention  of  fires,  shall  and 
may  be  recovered  with  costs  of  suit,  in  any  court  of  record 
within  this  State,  by  the  Fire  Department  of  the  City  of 
New  York,  for  their  own  use. 

(Repealed  by  the  act  of  15th  of  January,  1819.) 

§  3.  And  be  it  further  enacted^  That  any   fireman  of  the       jiromen 
city  of  New  York,  who  shall,  while  in  the  performance  of  "*t;?"®**  how 
his  duty  as  such,  so  maim  or  injure  himself  as  to  render  p"*^*^*^  '°' 
him  thereafter  unable  to  perform  the  said  duties  of  fireman, 
or  who  shall  have  so  maimed  himself  since  the  fifth  of  May 
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last,  shall  be,  and  hereby  is  entitled  to  the  benefit  of  the 
law  passed  the  12th  of  April,  1816,  entitled  **  An  act  grant- 
ing privileges  to  the  firemen  of  the  city  of  New  York," 
Prortao.  and  fixing  the  time  of  their  service :  provided  however, 
that  he  shall  not  receive  the  certificate  granting  him  the 
privileges  of  that  act,  until  the  expiration  of  the  time  he 
would  have  been  compelled  to  serve  if  he  had  not  been  so 
maimed  or  injured,  in  order  to  obtain  such  certificate. 

§  4.  And  be  it  further  enacted,  That   when   any   doubt 

^  tode-  exists  in  the  mind*  of  the  Chief  Engineer,  as  to  the  claim 

of  any  fireman  to.  the  privileges  of  the  foregoing  section, 

it  shall  be  his  business  to  examine  into  such  claim,  and  his 

decision  shall  be  final* 

privatM     The  dSth  section  of  the  act  passed  by  the  Lecdslature, 

not    Allowed  .  ,     1         A 

to^^^^^™«  April  21,  1818,  entitled  "  An  act  to  orgamze  the  Militia," 
«**»*«•  reads  as  follows :  •  •  •  "  And  be  it  further 
enacted,  that  no  non-commissioned  officer  or  private,  be- 
longing to  any  company  of  cavalry,  artillery,  grenadiers, 
riflemen,  or  light  infantry,  shall  be  permitted,  hereafter,  to 
leave  the  troop  or  company  to  which  he  belongs,  to  engage 
to  serve  as  a  fireman  in  any  fire  company,  in  any  city  (Ht 
county,  which  is  now  raised,  or  hereafter  to  be  raised, 
or  to  leave  such  troop  or  company  and  enlist  in  any 
other,  without  the  written  consent  of  the  captain  or 
commandant  of  the  troop  or  company  to  which  he  belongs, 
except  in  cases  of  removal  from  and  out  of  the  beat  of 
such  troop  or  company  ;  and  it  shall  be  the  duty  of  the 
officers  commanding  any  uniformed  company,  who  by  law 
are  exempted  from  serving  on  juries,  to  return  as  a  delin- 
quent every  non-commissioned  officer  and  private  who  shall 
not  appear  on  parade  in  the  complete  uniform  of  his  corps; 
and  for  each  offense  he  shall  be  liable  to  pay  a  fine  not 
exceeding  five  dollars. 
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42d  SESSIOV. 

CHAP  6. 

AN  ACT  to  amend,  ^^An  act  concerning  the  Fire  Department 
of  the  City  of  New  York ;"  passed  February  28th,  1817. 

Passed  January  15,  1819. 

Whereas,  The  reference  in  the  second  section  of  the 
above-mentioned  act  is  to  the  act  of  1813,  instead  of  the 
act  entitled  "  An  act  for  the  more  effectual  prevention  of 
fires  in  the  city  of  New  York,"  passed  April  11th,  1816 ; 
therefore, 

§  1.  Be  it  enacted  by  the  People  of  the  State  of  New    Finos.how 

'  ^  A  reooverwi. 

York,  represented  in  Senate  and  Assembly :  That  the  fines 
and  penalties  imposed  by  so  much  of  the  law  passed  April 
11th,  1815,  entitled,  "  An  act  for  the  more  effectual  pre- 
vention of  fires  in  the  city  of  New  York,"  as  relates  to  the 
more  effectual  prevention  of  fires,  shall  and  may  be  recov- 
ered, with  costs  of  suit,  in  any  court  of  record  within  this 
State,  by  the  Fire  Department  of  the  City  of  New  York, 
for  their  own  use,  and  that  the  second  section  of  the  act 
hereby  amended,  be,  and  the  same  is  hereby  repealed. 


4fi  0TATB  L4W9. 
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CHAP.  181. 

AN  ACT  relating  to  the  Are  Department  in  the  City  of  New 

^^ork. 

Passed  April  1,  1820. 

mom  f.  ^  1.  Be  it  enacted  by  the  People  of  the  State  of  New 
withooMs.  York,  represented  in  Senate  and  Assembly :  That  the  fine* 
aiid  penalties  imposed  by  so  much  of  the  law,  passed  the 
ninth  of  April,  in  the  year  one  thousand  eight  hundred  and 
thirteen,  entitled  '*  An  act  to  reduce  several  laws,  relating 
particularly  to  the  city  of  New  York,  into  one  act,**  as  re- 
lates to  the  more  effectual  prevention  of  fires,  shall  and 
may  be  recovered,  with  costs  of  suit,  in  any  court  of  record 
within  this  State,  by  the  Fire  Department  of  the  City  of 
New  York,  for  their  own  use. 
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4Mh  sEssnni. 

CHAP.  SOS. 

AN  ACT  in  addition  to  the  Act  for  the  more  effectual  prevention 

offiret  in  the  city  of  New  York. 

Passed  April  12,  1822. 

^1.  Be  it  enacted  by  the  People  of  the  State  of  New     Boiidingt 

fronting     on 

York,  represented  in  Senate  and  Assembly :  That  all  dwell-  Harman 
ing-houses,  store-houses,  and  other  buildings,  which  from^j^^"*** 
and  after  the  passing  of  this  act,  shall  be  built  or  erected  '^®' 
fronting  on  Harman  street,  and  on  that  part  of  Clinton 
street  which  lies  between  Harman  street  and  Cherry  street, 
and  also  within  that  part  of  the  said  city  which  lies  between 
Harman  street  and  Cherry  street,  and  between  Clinton 
street  and  Catharine  street,  shall  be  made  or  constructed  of 
stone  or  brick,  with  party  or  fire-walls,  rising  at  least  six 
inches  above  the  roof,  and  shall  be  covered,  except  the  flat 
roof  thereof,  with  tile  or  slate,  or  other  safe  materials 
against  fire,  and  not  with  boards  or  shingles  ;  provided  such  proviso 
flat  do  not  exceed  two  fifth  parts  of  such  roof,  and  that 
there  be  erected  around  the  same  fiat,  a  substantial  bal- 
cony or  balustrade. 

^2.  And  be  it  further  enacted^  That  the  said   provisions    gi^dprovi- 
and  regulations  shall  not  extend  or  apply  to  any  building  ^pi^  °^^  ^ 
whatsoever,  that  shall  be  erected  or  built  upon  any  lands,  i^Lsehoid  es. 
tenements,  or  hereditaments,  fronting  upon  the  said  streets, 
or  within  the  said  limits,  by  any  lessee  or  lessees,  or  any  other 
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person  or  persons  possessed  of  a  leasehold  estate,  or  interest 
of  and  in  such  lands,  tenements,  or  hereditaments,  for  any 
term  of  years,  whereof  not  more  than  twenty  years  shall  be 
unexpired  at  the  passage  of  this  act;  provided,  neverthe- 
less, that  every  such  lot  of  land  so  being  under  any  such 
lease  shall  not  be  exempted  from  the  operation  of  this  act 
any  longer  than  until  such  lease  shall  have  expired. 

^  3.  And  be  it  further  enacted^  That  if  any  dwelling-house, 
store-house,  or  other  building  whatsoever,  shall  be  erected 
or  roofed  contrary  to  the  preceding  section,  the  proprietor 
or  proprietors  thereof  shall,  for  every  such  offense,  forfeit 
and  pay  the  sum  of  five  hundred  dollars  ;  and  every  builder 
who  shall  build  or  roof,  or  assist  in  building  or  roofing  such 
dwelling-house,  store-house,  or  other  building,  contrary  to 
the  said  section,  whether  he  be  proprietor  or  not,  shall,  for 
every  such  offense,  forfeit  and  pay  the  sum  of  two  hundred 
and  fifty  dollars  ;  to  be  recovered,  with  costs  of  suit,  in  any 
court  of  record  within  this  State,  by  the  Fire  Department 
of  the  City  of  New  York,  in  their  own  name,  and  for  their 
own  use. 

BoiMtogB      ^  4.  And  be  it  further  enacted,  That  every  such  dwell  ing- 

^S7  to  ^he  liouse,  store-house,  or  other  building,  which,  after  tlie  pass- 

mST*^  ^'  ^^8  ^^  *^^^  *^*'  ^^^^^  ^^  erected  or  roofed  within  the  fire 

■■■"•         limits  of  said  city,  contrary  to  this  act,  shall  be  deemed  a 

common  nuisance ;  and  the  Justices  of  the  Supreme  Court, 

and  the  Justices  of  the  Courts  of  Oyer  and  Terminer  and 

General  Jail  Delivery,  and  the  Justices  of  the  Courts  of 

General  Sessions  of  the  Peace,  shall,  within  the  said  city, 

have  cognizance  of  such  offenses ;  and  the  court  to  which 

an  indictment  or  presentment  shall  be  preferred  for  such 

offense,  shall  be,  and  hereby  is  empowered  and  enjoined  to 

prosecute  such  indictment,  or  cause  the  same  to  be  prose- 
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cutedy  in  the  usual  manner  of  prosecutions,  and  upon  con- 
viction, to  adjudge  such  fines  and  penalties  as  they,  in  their 
discretion,  shall  think  fit  and  proper,  and  also,  in  their  dis- 
cretion, to  cause  such  nuisance  to  be  abated  and  removed. 

^  5.  And  be  it  further  enacted^  That  if  any  dwelling-house,  AMto  boM- 
store-house,  or  other  building  already  erected,  and  now  cov-  w«etaii. 
ered  with  boards  and  shingles,  fronting  on  the  said  streets, 
or  within  the  said  limits,  shall,  at  anytime  hereafter,  require 
to  be  roofed,  it  shall  and  may  be  lawful  for  the  proprietor 
to  roof  the  same  with  boards  or  shingles,  or  in  such  other 
manner  as  was  customary  before  the  passing  of  this  act; 
any  thing  herein  contained  to  the  contrary  notwithstanding. 

^  6.  And  be  it  Jurthtr  enacted^  That  all   roofs,  steeples,         PobUD 
cupolas,  and  spires  of  churches  and  other  public  buildings,  J^^J^JJ 
may  be  covered  with  boards  and  shingles,  and  all  privies  not  JSJJjJ^  ** 
exceeding  ten  feet  square  and  fifteen  feet  in  height,  and  all 
fire-engine  houses  of  the  Corporation,  and  all  lime-houses, 
which  shall  be  erected  by  the  express  permission  of  the  Cor- 
poration, may  be  built  of  wood  or  boards,  and  covered  with 
boards  or  shingles;  anything  in  this  act  to  the  contrary 
notwithstanding. 
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4eiii  sEssicnr. 

CHAP.  122. 

AN  ACT  to  emend  an  act  entitled  **An  act  fin'  the  mare  effe^ 
tnal  prevention  tf  fireM  in  the  city  rf  New  Tork^*^  pami 
April  11,  1815. 

Passed  April  9, 1823. 
OBrtato     ^1.  Bo  it  enacted  by  the  People  of  the  State  of  New 

boUdingi  re-  <f  m. 

mdrad  to  be  York,  represented  in  Senate  and  Assembly :  That  all  dwell- 
ing-houses, store-houses,  and  other  buildings,  which,  from 
and  after  the  passing  of  this  act,  shall  be  built  or  erected 
in  the  city  of  New  York,  that  is  to  say,  within  that  part 
of  the  city  to  the  northward  of  the  point  of  the  Battery, 
and  included  between  the  said  point  of  the  Battery  and  a 
line  beginning  upon  the  East  river,  opposite  Montgomeiy 
street,  to  Cherry  street;  thence  down  Cherry  street  to 
Catharine  street;  thence  through  Catharine  street  to  Chat- 
ham street ;  thence  down  Chatham  street  to  Pearl  street ; 
thence  through  Pearl  street  to  Elm  street ;  thence  through 
Elm  street  to  Canal  street ;  thence  through  Canal  street  to 
Broadway;  thence  up  Broadway  to  Art  street;  thence 
commencing  again  at  Canal  street,  and  running  to  Hudson's 
river ;  including  all  lots  of  ground  to  the  depth  of  one  hun- 
dred feet,  on  the  northerly  and  easterly  sides  of  said  streets, 
through  which  the  above-mentioned  line  runs,  excepting  as 
hereinafter  excepted  ;  and  including,  also,  the  lots  of  ground 
to  the  depth  of  one  hundred  feet,  fronting  on  both  sides  of 
Broadway,  between  Canal  street  and  Art  street ;  excepting. 
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ywever,  the  lots  on  Ihe  easteily  side  ef  BIm  streeti  shall 
3  made  and  oonstracted  of  stone  and  brick,  with  party  or 
-e-wallsy  rising  at  least  six  inches  above  the  roof,  and 
tail  be  covered,  except  the  flat  roof  thereof^  with  tile  or 
ftte,  or  other  safe  materials  against  fire,  and  not  with 
^ards  or  shingles ;  provided  such  flat  do  not  exceed  two  ptotim. 
\h  parts  of  such  roof,  and  that  there  be  erected  around 
le  same  flat  a  substantial  balcony  or  balustrade. 

^  2.  And  be  k  further  enacted^  That  the  first  section  of  the  ^^J^J*'^^*'^ 
at  hereby  amended,  be,  and  the  same  is  hereby  repealed,  p**'^- 
id  that  all  the  other  provisions  and  penalties  in  the  said 
^  shall  have  the  same  force  and  effect,  to  all  intents 
id  purposes,  which  they  would  have  had,  provided  the 
"ovisions  of  this  act  had  been  incorporated  vdth,  and  made 
urt  of  the  act  hereby  amended,  at  the  time  the  same  was 
issed ;  provided,  however,  that  the  repeal  of  the  said  sec-  ivotim. 
dm  shall  not  in  any  wise  afiect  any  suit  or  prosecution 
»mmenced,  or  penalty  or  oflense  incurred  or  committed 
-evious  to  the  passing  of  this  act ;  but  every  such  suit  or 
'osecution  may  lawfully  proceed,  and  every  such  penalty 
'  offense  be  demanded,  prosecuted,  recovered,  or  punished, 
i  the  case  may  be,  as  if  the  said  section  of  the  said  act 
id  remained  in  full  force ;  nor  shall  any  thing  herein  con- 
ined  in  any  wise  afiect  the  provisions  of  the  act  entitled. 
An  act  in  addition  to  the  act  for  the  more  efiectual  pre- 
mtion  of  fires  in  the  city  of  New  York,"  passed  April  12, 
)22. 

The  sixty-first  section  of  chap.  244  of  the  forty-sixth  ses- 
on,  being  "  An  act  to  organize  the  Militia,"  passed  April 
),  1823,  contains  the  following  clause : 

And  be  it  further  enacted,  That  no  non-commissioned  offi-     Miutianot 

.    ,  perniltted  to 

ar,  musician,  or  private,  belonging .  to  any  company  ofjjgjl    ■• 
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cayalrj,  artillery,  grenadiers,  riflemen,  or  light  in&ntry, 
shall  be  permitted  hereafter  to  leave  the  troop  or  company 
to  which  he  belongs,  to  engage  to  serve  as  a  fireman  in 
any  fire  company,  in  any  city  or  county,  which  is  now 
iBtsed  or  hereafter  to  be  raised. 
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47th  SESSIOV. 

CHAP.  84. 

AN  ACT  aUawing  testimcmy  m  certain  cases  relating  to  the 
Fire  Department  in  the  city  of  New  York. 

Passed  February  6,  1824. 

%  1.  Be  it  enacted  by  the  People  of  the  State  of  New  ^ 
York,  represented  in  Senate  and  Assembly :  That  in  any  XSHm 
action,  suit,  or  other  proceedmg  which  now  is,  or  hereafter 
may  be  instituted,  commenced,  or  prosecuted,  for  the 
recovery  or  collection  of  any  fine,  penalty,  or  forfeiture 
imposed  by  any  existing  or  future  law  of  this  State,  or  by 
any  existing  or  future  law  or  ordinance  of  the  Mayor, 
Aldermen,  and  Commonalty  of  the  City  of  New  York,  and 
appropriated  to  the  use  of  the  Fire  Department  of  the  City 
of  New  York,  or  of  any  of  the  fire  companies  in  said  city, 
it  shall  be  no  objection  to  the  competency  of  any  witness 
in  any  such  action,  suit,  or  other  proceeding,  for  the  recov- 
ery or  collection  of  any  such  fine,  penalty,  or  forfeiture,  so 
imposed  and  appropriated  to  the  use  of  the  Fire  Depart- 
ment of  the  said  city,  or  of  any  of  the  fire  companies  in 
said  city,  that  he,  the  said  witness,  is  or  has  been  a  fireman 
of  said  city,  or  a  member  of  the  said  Fire  Department,  or  is 
or  may  become  entitled  to  the  benefit  of  the  Fire  Depart- 
ment Fund  of  the  City  of  New  York. 
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CHAP.  98. 

AN  ACT  in  addition  to  the  act  entitled  *^An  act  in  addition  to 
the  act  for  the  more  effectual  pretention  qfjires  in  the  city  rf 
New  York,''  passed  AprU  12,  1822. 

Passed  March  21,  1827. 

Mauriate  ^1*  Be  it  enacted  by  the  People  of  the  State  of  New 
in  certain  Tork,  represented  in  Senate  and  Assembly :  That  all  dwell- 
wervtMA,  Ing-houses,  store-houses,  and  other  buildings,  which,  from 
and  after  the  first  of  August  next,  shall  be  built  or  erected 
without  the  limits  prescribed  in  and  by  the  act  entitled 
^*An  act  to  amend  the  act  entitled  an  act  for  the  more 
effectual  prevention  of  fires  in  the  city  of  New  York," 
passed  April  9th,  1823,  and  to  the  west  and  south  of  .the 
limits  following,  that  is  to  say :  beginning  at  a  point  in  the 
centre  of  the  Bowery  and  Chatham  street,  where  it  is  inter- 
sected by  a  line  drawn  through  the  centre  of  Catharine 
street,  and  running  thence  up  the  Bowery  to  Grand  street ; 
thence  through  Grand  street  to  Broadway;  comprehend- 
ing, also,  and  including  the  lots,  to  the  depth  of  one  hun- 
dred feet,  on  each  side  of  the  streets  through  which  the 
same  line  runs,  shall  be  made  and  constructed  of  stone  or 
brick,  with  party  or  fire-walls,  rising  at  least  six  inches 
above  the  roof,  and  shall  be  covered,  except  the  flat  roof 
thereof,  with  tile  or  slate,  or  other  safe  materials  against 
fire,  and  not  vnth  boards  and  shingles ;  provided  such  flat 
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do  not  exceed  two  fifth  parts  of  such  roof,  and  that  there  be 
erected  around  the  same  flat  a  substantial  balcony  or  bal- 
ustrade. 

%  2.  And  be  it  further  enacted^  That  all  the  provisions  and  ^^^T**" 
penalties  in  the  said  act,  entitled  "An  act  in  addition  to  the 
act  for  the  more  efiectual  prevention  of  fires  in  the  city  of 
New  York/'  passed  April  12th,  1822,  shall  have  the  same 
force  and  effect,  to  all  intents  and  purposes,  with  respect 
to  the  district  embraced  in  this  act,  which  they  would  have 
had,  provided  the  provisions  of  that  act  had  been  incorpo- 
rated and  made  a  part  of  this  act. 


so  STATE  LAWS. 


62d  SESSIOH . 

CHAP.  100. 

AN  ACT  to  amend  an  act  entitled  ^^An  act  granting  priviUges 
to  thejiremen  of  the  city  if  New  York. 

Passed  April  4,  1829. 

The  People  of  the  State  of  New  Torkj  repretented  in  Senate 
and  Assembly,  do  enact  asfollotos: 

What  term      ^1.  Evciy  persoD  who,  on  the  first  day  of  February,  in 

Sn  SflST''  *^®  y®^  ^^  ^^^  Lord  one  thousand  eight  hundred  and 
twenty-nine,  had  been  a  fireman  of  the  city  of  New  York, 
during  seven,  eight,  or  nine  years,  and  who  shall  serve  as 
such  one  year  thereafter ;  and  every  person  who,  on  the 
said  first  day  of  February,  had  been  such  fireman  for  six 
years,  or  a  less  period  of  time,  and  who  shall  serve  as  such 
for  so  long  a  time  thereafter  as  shall  make  the  whole  term 
of  his  services  eight  years ;  and  every  person  who  may  have 
become  such  fireman  after  the  said  first  day  of  Februaiy, 
and  who  shall  serve  as  such  for  seven  years,  shall  be  for- 
ever, after  such  service,  exempted  from  serving  as  a  juror 
in  any  of  the  courts  of  this  State,  and  fi*om  all  militia  duty, 
except  in  cases  where  the  militia  are  ordered  into  actual 
service. 

^  2.  The  first  section  of  the  act  hereby  amended  is  re- 
pealed. 
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62d  SBSSIOlf . 

FIBE  LIMITS  EXTENDED. 
CHAP.  84. 

1.   BmLDIirGfl  WXTHIN  ClRTAnf  LnHTB  TO  BB  or  ROin  OB  BRICK. 

2.  Act  op  Apbil  11, 1815,  bxtebdbd. 

8.   FiBB  LOfm  DSnBKD. 

AN  Ad  further  to  extend  the  act  passed  April  IIM,  1816, 
entitled  ^^  An  a^ctfor  the  more  effecttud  prevention  of  fires  in 
the  city  of  New  YorkJ*^ 

Passed  May  1,  1829. 

The  People  of  the  State  of  New  Torkj  represented  in  Senate 
and  Assembly  f  do  enact  as  follows : 

^  1.  All  dwelling-liouses,  store-houses,  and  other  build-    BuiiaingB, 

bow    to     b© 

ings,  which,  from  and  after  the  first  day  of  May  next,  shall  erected  wub- 
he  built  or  erected  without  the  limits  prescribed  in  and  by  "°^*^- 
the  act  entitled  "  An  act  in  addition  to  the  act  for  the  more 
effectual  prevention  of  fires  in  the  city  of  New  York," 
passed  April  12th,  1822,  and  to  the  west  and  south  of  the 
limits  following,  that  is  to  say^  beginning  upon  the  East 
riyer,  opposite  Gouvemeur  sti;eet,  and  running  thence 
through  Gouvemeur  street  to  Division  street ;  and  thence 
through  Division  street  to  Catharine  street ;  including,  also, 
the  lots,  to  the  depth  of  one  hundred  feet,  on  each  side  of 
Gouvemeur  street,  and  on  the  south  side  of  Division  street, 
through  which  the  said  line  runs  (or  so  much  of  said 
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lots  on  Division  street,  as  are  not  embraced  in  the  proyi- 
sions  of  any  existing  law  for  the  prevention  of  fires  in  the 
said  city) ;  also,  all  dwelling-houses,  store-houses,  and  other 
buildings,  which,  fi*om  and  after  the  first  day  of  May  next, 
shall  be  built  or  erected  without  the  limits  prescribed  in 
and  by  the  act  passed  April  9,  1823,  entitled  **  An  act  for 
the  more  effectual  prevention  of  fires  in  the  city  of  New 
York,"  passed  April  11,  1815,  and  to  the  west  and  south 
of  the  limits  following,  that  is  to  say  :  beginning  upon  the 
North  or  Hudson's  river,  opposite  Spring  street,  and  running 
thence  through  Spring  street  to  Broadway;  and  thence 
through  Broadway  to  Canal  street ;  including,  also,  the  loti 
of  ground,  to  the  depth  of  one  hundred  feet,  on  the  north* 
erly  side  of  Spring  street,  between  Broadway  and  the  North 
or  Hudson's  river;  and  also  all  dwelling-houses,  stwe- 
houses,  and  other  buildings,  which,  from  and  after  the  first 
day  of  May  next,  shall  be  built  or  erected  without  the  lim- 
its prescribed  in  and  by  the  act  passed  March  21,  1827, 
entitled  ''  An  act  in  addition  to  the  act  entitled  an  act  in 
addition  to  the  act  for  the  more  effectual  prevention  of 
fires  in  the  city  of  New  York,"  passed  April  12th,  1822 ; 
and  to  the  west  and  south  of  the  limits  following,  that  is  to 
say :  beginning  at  a  point  in  the  centre  of  the  Bowery, 
where  it  is  intersected  by  Grand  street,  and  running  thenoe 
through  the  Bowery,  to  Houston  street ;  and  thence  throngh 
Houston  street  to  Broadway  ;  including,  also,  the  lots  of 
ground,  to  the  depth  of  one  hundred  feet,  on  each  side  of 
those  parts  of  the  Bowery  and  Houston  street,  through 
orstooeor  which  the  said  line  runs ;  shall  be  made  and  constructed  of 
stone  or  brick,  with  party  or  fire-walls,  rising  at  least  nx 
inches  above  the  roof,  and  shall  be  covered,  except  the  flat 
roof  thereof,  with  tile  or  slate,  or  other  safe  material  agaimt 
ProTtoo.      fire,  and  not  with  boards  and  shingles;  provided  such  flst 
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roof  do  not  exceed  two  fifth  parts  of  such  roof,  and  that 
there  be  erected  around  the  same  fiat  a  substantial  balcony 
or  balustrade. 

^  2.  All  the  provisions  and  penalties  in  the  said  act  enti- 
tled "  An  act  for  the  more  efiectual  prevention  of  fires  in 
the  city  of  New  York,"  passed  April  11,  1815,  shall  have 
the  some  force  and  eSect,  to  all  intents  and  purposes,  with 
with  respect  to  the  districts  embraced  in  the  first  section  of 
this  act,  which  they  would  have  had  if  the  provisions  of  that 
act  had  been  incorporated  with  and  made  part  of  this  act. 
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AN  ACT  to  amend  the  acts  heretofore  passed  for  the  prevenium 

of  fires  in  the  city  of  New  York* 

Passed  April  20,  1^30. 

The  People  of  the  State  of  New  Torkj  represented  in  Senate 
and  Assembly f  do  enact  asfollom : 

BaiMingfl      ^  1.  The  outside  and  party-walls  of  all  dwellinir-hoiistt, 

to  beoT  stone  '  .      .  D  ' 

or  brick.  gtore-houses,  and  other  buildings,  hereafter  to  be  erected  or 
built  within  the  fire  limits  of  the  city  of  New  York,  as  the 
same  now  exist,  or  may  hereafter  be  extended,  shall  be  con- 
structed of  stone  or  brick. 

outuHcan'i  §  2.  The  outsidc  and  party-walls  of  such  buildinirs  shall 
not  be  less  than  eight  inches  thick,  except  flues  of  chim- 
neys, in  any  part  thereof;  and  the  party  or  end  walls  of 
such  buildings  shall  rise  and  be  extended  to  the  roof,  and 
so  far  through  the  same  as  to  meet  and  be  joined  to  the 
slate,  tile,  or  other  covering  thereof,  by  a  layer  of  mortar 
or  cement. 

Roof.  §  3.  The  planking  or  sheeting  of  the  roof  of  any  such 

building  shall,  in  no  case,  be  extended  across  the  party  or 
end  walls  thereof;  and  all  such  buildings,  and  to  the  top 
and  sides  of  all  dormer-windows  therein,  shall  be  roofed  or 
covered  with  tile,  slate,  or  other  fire-proof  material. 

TimboTf.  ^  4.  All  beams  and  other  timbers  in  the  party-walls  of 

such  buildings  shall  be  separated  from  each  other,  at  least 
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four  inches,  by  brick  or  mortar ;  and  all  plate  pieces  in  the 
front  and  rear  walls  thereof,  shall  recede  from  the  outside 
of  the  walls  at  least  four  inches ;  and  such  wall  shall  be 
built  up  and  extended  to  the  slate,  or  other  fire-proof  cov- 
ering of  the  roof. 

^  5.  All  discharging  or  arch  pieces  .used  in  the  chimneys  chiBHi«yi. 
of  any  such  buildings,  shall  recede  from  any  flue  in  any 
such  chimney  at  least  four  inches ;  no  such  chimney  shall 
be  started  or  built  upon  the  floor  of  the  building,  or  be  cut 
off,  to  be  supported  below  by  wood  ;  and  all  hearths  shall 
be  supported  with  arches  of  stone  or  brick. 

§  6.  No  timber  shall  be  used  in  the  front  or  rear  of  any     ^«oj.«hi 

'  "^     NAT  Willi. 

building  within  such  fire  limits,  where  stone  is  now  com- 
monly used ;  each  lintel  on  the  inside  of  the  front  or  rear 
wall  of  every  such  building  shall  have  a  secure  brick  arch 
over  it ;  and  no  bond  timber  in  any  wall  thereof  shall  in 
width  and  thickness  exceed  the  width  and  thickness  of  a 
course  of  brick ;  and  such  bond  timbers  shall  be  laid  at 
least  eighteen  inches  apart  from  each  other,  on  either  side 
of  any  wall  respectively. 

^  7.  All  wooden  gutters  of  any  such  building  over  thirty  outtert . 
feet  in  height,  from  the  level  of  the  sidewalk  to  the  foot  of 
the  rafters,  shall  be  lined  or  covered,  on  the  upper  surface 
thereof,  with  copper,  zinc,  or  other  fire-proof  material. 

^  8.  All  scuttles  on  any  such  building  shall  be  made  or  scutues. 
covered  with  copper,  zinc,  iron,  or  other  fire-proof  mate- 
rial ;  and  all  window-shutters  and  doors  in  the  rear  of  any 
such  building  (if  such  building  be  over  thirty  feet  in 
height,  as  aforesaid),  which  shall  be  used  as  a  warehouse, 
or  store-house,  for  goods,  shall  be  made  of  iron  or  copper. 

^  9.  All  plate  pieces  in  any  such  building  as  is  described  "»••  p****^ 
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or  mentioned  in  the  first  section  of  this  act,  shall  be  firmly 
secured  with  iron  anchors ;  and  the  cornice  of  eveiy  such 
building  shall  be  hung  in  iron  anchors. 

^'»***°^  ^  10.  The  anchors  so  to  be  used  at  each  end  of  any  such 

cornice,  shall  be  at  least  four  feet  long,  including  an  angle 
of  at  least  one  foot,  and  shall  be  worked  or  built  into  the 
side  or  end  walls  of  the  building  ;  and  such  anchors,  used 
for  supporting  the  centre  of  the  cornice,  shall  return  down 
the  fi*ont  of  the  building  on  the  inner  side,  and  shall  be 
firmly  secured  to  the  front  beam. 

Bj^iidtags     ^11.  Every  building  of  more  than  thirty  feet  in  height, 

SSriSr  ^  ^^™  *^®  ^®^®^  ^^  ^^®  sidewalk  to  the  foot  of  the  rafters, 
which  shall  hereafter  be  erected  or  built  to  the  southward 
of  a  line  distant  one  hundred  feet  northward  of  the  north- 
erly side  of  Fourteenth  street,  shall  be  subject  to  all  the 
provisions  of  this  act. 

^^Mings  ^  12.  Every  building  within  the  fire  limits,  as  the  same 
how  wpair-  jjq^  exist,  or  may  hereafter  be  extended,  which  may  here- 
after be  damaged  by  fire,  to  an  amount  equal  to  two-thirds 
of  the  whole  value  thereof,  after  the  lapse  of  at  least  fifteen 
years  from  the  time  of  its  first  erection,  shall  be  repaired 
or  rebuilt  according  to  the  provisions  of  this  act. 

§  13.  The  amount  or  extent  of  such  damage  may  be  de- 
termined by  three  indifferent  persons  residing  in  the  said 
city ;  one  of  whom  shall  be  appointed  by  the  owner  or 
owners  of  the  building,  another  by  the  Fire  Wardens  of 
the  ward  in  which  such  building  is  situated,  and  the  third 
by  the  two  persons  so  appointed ;  and  the  decision,  in 
writing,  of  such  three  persons,  or  of  any  two  of  them,  shall 
be  final  and  conclusive,  in  all  cases  where  such  mode  of 
determining  the  extent  of  any  such  damage  shall  have  be& 
agreed  upon. 
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^14.  All  roofs,  steeples,  cupolas,  and  spires  of  churches  .teeptoi  w. 
and  other  public  buildings  (where  such  public  building '*'^**^ 
shall  stand  at  least  ten  feet  distant  from  any  and  every 
other  building),  may  be  covered  with  boards  or  shingles. 

^  15.  Public  buildings,  as  mentioned  in  the  last  pre-         Pubue 
ceding  section,  are  hereby  defined  to  be  such  buildings  as 
shall  be  owned  or  occupied,  for  public  purposes,  by  this 
State,  the  United  States,  or  the  Corporation  of  the  City  of 
New  York,  or  the  Public  School  Society. 

^  16.  All  privies,  not  exceeding  ten  feet  square  and  fif-  Tnwm. 
teen  feet  in  height,  and  all  fire-engine  houses  belonging  to 
the  Corporation  of  the  said  city,  and  all  lime  and  ferry- 
houses  which  shall  be  erected  with  the  express  permission 
of  the  said  Corporation,  may  be  built  and  covered  with 
wood,  boards,  or  shingles. 

%  17.  The  owner  or  owners  of  any  building  who  shall  Fwaitj . 
violate  any  of  the  foregoing  provisions  of  this  act,  shall,  for 
every  such  ofiense,  forfeit  and  pay  the  sum  of  five  hundred 
dollars  ;  and  every  builder  who  shall  be  employed,  or  assist 
in  so  doing,  whether  he  be  an  owner  of  such  building  or 
not,  shall,  for  every  such  ofiense,  forfeit  and  pay  the  addi- 
tional sum  of  two  hundred  and  fifty  dollars. 

§  18.  The  foregoing  provisions  of  this  act  shall  not  apply        OMain 
to  any  building  heretofore  erected  by  any  lessee  or  lessees,  empt    frcm 
or  other  persons  possessed  of  a  leasehold  interest  in  any*>>*«»<^ 
lands,  tenements,  or  hereditaments,  and  which,  by  any  ex- 
press exception,  in  any  law  heretofore  passed,  relative  to 
the  prevention  of  fires  in  the  city  of  New  York,  would  be 
exempt  from  the  provisions  of  such  law. 

§  19.  All  ash-holes  or  ash-houses  within  the  said  city  A«h-i»i« 
shall  be  built  of  stone  or  brick,  without  the  use  of  wood 
in  any  part  thereof. 
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Wooden  ^  20.  No  wooden  shed  exceeding  twelve  feet  in  height,  at 
the  peak,  or  highest  part  thereof,  shall  he  erected  within 
the  fire  limits  of  the  said  city,  as  the  same  now  exist  or  may 
hereafter  be  extended. 

Wooden  ^  21.  No  woodcn  building  shall  be  raised,  enlarged,  or 
built  upon,  or  removed  from  one  lot  to  any  other  lot  within 
such  fire  limits,  as  the  same  now  exist  or  may  here^ifter  be 
extended. 

'**^*5^-  ^  22.  The  owner  or  owners  of  any  ash-house  or  ash-hole, 

wooden  shed  or  wooden  building,  who  shall  violate  any  of 
the  provisions  of  the  nineteenth,  twentieth,  or  twenty-first 
sections  of  this  act,  and  every  master-builder  who  may  be 
employed  or  assist  therein,  shall,  for  every  such  ofiense, 
severally  forfeit  and  pay  the  sum  of  two  hundred  and  fifty 
dollars ;  and  such  owner  or  owners  shall  forfeit  and  pay 
the  additional  sum  of  fifty  dollars  for  every  twenty-four 
hours  during  which  such  ash-house  or  hole,  wooden  shed 
or  wooden  building  shall  remain  in  violation  of  any  such 
provision,  after  due  notice  shall  have  been  given  to  remove 
the  same. 

oommoD  ^  23.  Every  house,  shed,  or  other  building,  of  any  de- 
scription whatsoever,  hereinbefore  mentioned,  which  shall 
hereafter  be  erected,  built,  roofed,  repaired,  altered,  en- 
larged, built  upon  or  removed,  contrary  to  any  of  the  fore- 
going provisions  of  this  act,  shall  be  deemed  a  common 
nuisance. 

chmpowder.  §  24.  It  shall  not  be  lawful  for  any  person  or  persons  to 
have  or  keep  any  quantity  of  gunpowder,  exceeding  twenty- 
eight  pounds  in  weight,  in  any  one  house,  store,  building,  or 
other  place  in  the  city  of  New  York,  to  the  southward  of  a 
line  running  through  the  centre  of  Fourteenth  street,  from 
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the  North  to  the  East  river ;  or  to  lade,  receive,  have,  or 
keep  any  greater  quantity  of  gunpowder  than  as  aforesaid, 
on  board  of  any  ship,  vessel,  boat,  or  other  water  craft 
whatever,  within  three  hundred  yards  from  any  wharf, 
pier,  or  slip,  in  that  part  of  the  city  lying  southward  of  the 
same  line. 

§  25.  All  gunpowder,  which  maybe  kept  in  the  said  city,     how  to  be 
or  on  board  of  any  ship,  vessel,  boat,  or  other  water  craft, 
to  the  southward  of  the  line  mentioned  in  the  last  section, 
shall  be  kept  in  stone  jugs  or  tin  canisters,  which  shall  not 
contain  more  than  seven  pounds  each. 

§  26.  If  any  person  or  persons  shall  have  or  keep  any  Pen»ity- 
gunpowder  in  the  city  of  New  York,  or  on  board  of  any 
ship,  vessel,  boat,  or  water  craft  to  the  southward  of  the 
said  line,  in  any  manner  contrary  to  the  foregoing  provisions 
of  this  act,  either  as  to  quantity  or  as  to  the  manner  of 
keeping  the  same,  he,  she,  or  they  shall  forfeit  and  pay  the 
sum  of  one  hundred  and  twenty-five  dollars  fur  every 
hundred  pounds  of  gunpowder  so  had  or  kept,  and  in  that 
proportion  for  a  greater  or  less  quantity ;  and  all  such  gun- 
powder shall  be  forfeited  to  the  Fire  Department  of  the 
said  city. 

§  27.  The  commander  or  owner  or  owners  of  every  ship  be''*'^|lJdid 
or  other  vessel  arriving  in  the  harbor  of  New  York,  and  ^'^™  ^*****"" 
having  more  than  twenty-eight  pounds  of  gunpowder  on 
board,  shall  within  forty-eight  hours  after  such  arrival,  and 
before  such  ship  or  vessel  shall  approach  within  three 
hundred  yards  of  any  wharf,  pier,  or  slip,  to  the  south- 
ward of  a  line  drawn  through  the  centre  of  Fourteenth 
street,  as  aforesaid,  cause  the  said  gunpowder  to  be  landed 
by  means  of  a  boat  or  boats,  or  other  small  craft,  at  any 
place  without  the  said  limits,  which  may  be  most  coutigu- 
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ous  to  any  magazine  for  storing  gunpowder,  and  shall 
cause  the  said  gunpowder  to  be  stored  in  such  magazine, 
on  pain  of  forfeiting  the  same  to  the  Fire  Department  of 
the  City  of  New  York. 

f^„^^l^.      ^  28.  It  shall  be  lawful  to  proceed  with  any  such  ship  or 
^'  vessel  to  sea,  within  forty-eight  hours  after  her  arrival,  or  to 

tranship  such  gunpowder  from  one  ship  or  vessel  to  another, 
for  the  purpose  of  immediate  exportation,  without  landing 
such  gunpowder,  as  in  the  last  section  is  directed ;  but  in 
neither  case  shall  it  be  lawful  to  keep  such  gunpowder  for  a 
longer  time  than  forty-eight  hours  in  the  harbor  of  New  York, 
or  to  approach  with  the  same  within  three  hundred  yards  of 
any  wharf,  pier,  or  slip  in  the  said  city,  to  the  southward  of 
the  line  specified  in  the  last  section,  on  pain  of  forfeiture,  as 
therein  mentioned. 

Our  lobe  ^  29.  All  gunpowdcr  which  shall  be  conveyed  or  carried 
throofh  um  through  any  of  the  streets  of  the  city  of  New  York,  in  any 
cart,  carriage,  wagon,  wheelbarrow,  or  otherwise,  shall  be 
secured  in  tight  casks  or  kegs,  well  headed  and  hooped,  each 
of  which  shall  be  put  into  and  entirely  covered  with  a  leather 
bag  or  case,  sufficient  to  prevent  any  such  gunpowder  from 
being  spilled  or  scattered ;  and  all  gunpowder  which  shall  be 
conveyed  or  carried  through  any  of  the  said  streets,  in  any 
other  manner  than  as  above  directed,  shall  be  forfeited  to  the 
Fire  Department  of  the  said  city. 

whwj^  ^  30.  In  every  case  of  a  violation  of  any  provision  of  this 
jj«  ibrfcit-  act,  where  the  penalty  prescibed  thereby,  for  such  violation, 
is  the  forfeiture  of  any  gunpowder  to  the  said  Fire  Depart- 
ment, it  shall  be  lawful  for  any  Fire  Warden  of  the  said  city 
to  seize  such  gunpowder,  in  the  day-time,  and  to  cause  the 
same  to  be  conveyed  to  any  magazine  used  for  the  purpose 
of  storing  gunpowder. 
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^  31.  It  sliall  be  the  duty  of  every  person  who  shall  make  Notice  to 
any  such  seizure,  forthwith  to  inform  the  Mayor  or  Recorder,  »»««• 
and  any  two  Aldermen  of  the  said  city  thereof;  and  the  said 
Mayor,  or  Recorder,  and  Aldermen  shall  thereupon  inquire 
into  the  facts  and  circumstances  of  such  alleged  violation 
and  seizure;  for  which  purpose  they  may  summon  any 
person  or  persons  to  testify  before  them,  and  they  shall 
have  power,  in  there  discretion,  to  order  any  gunpowder 
so  seized  to  be  restored. 


^  32.  Whenever  any  inhabitant  of  the  said  city  shall 

*  'f  J  rani  m^y  be 
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make  oath,  before  the  Mayor  or  Recorder,  or  any  two  Alder- 
men, or  any  two  special  justices  thereof,  of  any  fact  or  cu^ 
cumstances  which,  in  the  opinion  of  the  said  Mayor,  Recorder, 
Aldermen,  or  special  justices,  shall  affi>rd  a  reasonable  cause 
of  suspicion  that  any  gunpowder  has  been  brought  or  is  kept 
within  the  said  city,  or  in  the  harbor  thereof,  contrary  to  any 
provision  contained  in  this  act,  it  shall  be  lawful  for  the  said 
Mayor,  Recorder,  Aldermen,  or  special  justices  to  issue  his  or 
their  warrant  or  warrants,  under  his  or  their  hand  and  seals, 
to  any  sheriff,  marshal,  constable,  or  fit  person  or  persons, 
commanding  him  or  them  to  search  for  such  gunpowder,  in 
the  day-time,  wheresoever  the  same  be  in  violation  of  this  act, 
and  to  seize  and  take  possession  of  the  same,  if  found ;  but 
no  person  having  or  acting  under  any  such  search-warrant 
shall  take  advantage  thereof  to  serve  any  civil  process 
whatever. 

%  33.  It  shall  be  lawful  for  any  person  or  persons  who,  And 
by  virtue  of  any  such  warrant,  shall  have  seized  any 
gunpowder,  to  cause  the  same,  within  twelve  hours,  in  the 
day-time,  after  such  seizure,  to  be  conveyed  to  any  magazine 
used  for  storing  gunpowder,  unless  the  said  Mayor  or  Record- 
er, or  any  two  Aldermen  of  the  said  city,  should,  in  the 
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manner  directed  hj  the  thirty-first  section  of  this  act,  order 
the  same  to  be  restored ;  such  gunpowder  shall  be  detained 
in  such  magazine,  until  it  shall  be  determined,  by  due 
course  of  law,  whether  the  same  may  have  become  forfeited 
by  virtue  of  this  act. 

A«***»»  ^  §  34.  All  actions  or  suits  for  the  recovery  of  any  ffun- 
^Si^*be  powder  which  may  have  been  seized  and  stored  in  any  mag- 
'*"*•*'*•  azine,  by  virtue  of  this  act,  or  for  the  value  thereof,  or  for 
damage  sustained  by  the  seizure  or  detention  thereof,  shall 
be  brought  against  the  Fire  Department  of  the  City  ot 
New  York,  and  shall  be  commenced  within  three  calendar 
months  next  after  such  seizure  shall  have  been  actually 
made ;  and  in  case  no  such  action  or  suit  shall  have  been 
commenced  within  such  period,  such  gunpowder  shall  be 
deemed  absolutely  forfeited  to  the  said  Fire  Department, 
and  may  be  immediately  delivered  to  the  proper  officers 
thereof,  for  its  use.  No  penal  damages  shall  be  recovered 
in  any  such  action  or  suit,  and  such  gunpowder  may,  at  any 
time  during  the  pendency  of  any  such  action  or  suit,  by 
consent  of  the  parties  thereto,  be  removed  from  any  maga- 
zine where  the  same  may  have  been  stored  ;  or  may  be  sold, 
and  the  moneys  arising  from  such  sale  may  be  paid  into 
the  court  where  such  suit  or  action  may  be  pending,  to 
abide  the  event  thereof. 

This  let      ^  35.  Nothing  contained  in  this  act  shall  be  construed 

not  to   Kpfij  in  .1  •  /»      1 ' 

to  ihipB  of  to  apply  to  any  ship  or  vessel  of  war  m  the  service  of  the 


war 


United  States,  or  of  any  foreign  government,  while  lying 
distant  three  hundred  yards  or  upwards  from  the  wharves, 
piers,  or  slips  of  the  said  city. 

seixure  of     §  36.  If  any  gunpowder,  exceeding  twenty-eight  pounds 
tog  any  Are.  Jn  quantity,  shall  be  found  in  the  possession  or  custody  of 
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any  person,  by  any  fireman  of  the  said  city,  during  any  fire 
or  alarm  of  fire  therein,  it  shall  be  lawAil  for  such  fireman 
to  seize  the  same  without  any  warrant,  and  to  report  such 
seizure,  without  delay,  to  the  Mayor  or  Recorder  of  the 
said  city  ;  and  it  shall  be  determined  by  the  Mayor  or  Re- 
corder, or  any  two  Aldermen  of  the  said  city,  in  the  man- 
ner directed  by  the  thirty-first  section  of  this  act,  whether 
such  gunpowder  should  be  restored,  or  the  same  shall  be 
conveyed  to  a  magazine  for  storing  gunpowder,  and  there 
detained,  until  it  be  decided  by  the  course  of  law,  whether 
such  gunpowder  be  forfeited  by  virtue  of  this  act. 

^  37.  No  quantity  of  sulphur  more  than  ten  hundred  saiphor, 
weight ;  or  of  hemp  or  flax,  than  twenty  hundred  weight ;  JJ^**  ^ 
or  of  pitch,  tar,  turpentine,  rosin,  spirits  of  turpentine, 
varnish,  linseed  oil,  oil  of  vitriol,  aqua  fortis,  ether,  or 
shingles,  than  shall  be  allowed  by  the  Conmion  Council  of 
the  City  of  New  York,  shall  be  put,  kept,  or  stored  in  any 
one  place  in  the  said  city,  to  the  southward  of  a  line 
drawn  through  the  centre  of  Fourteenth  street,  unless  with 
the  permission  of  the  said  Common  Council. 

^  38.  Every  person  who  shall  violate  either  of  the  provi-  Pw^itj. 
sions  of  the  last  section,  shall,  for  every  such  ofiense,  forfeit 
and  pay  the  sum  of  twenty-five  dollars ;  and  in  case  any 
such  person  or  persons  shall  neglect  or  refuse  to  remove 
any  of  the  articles  prohibited  by  the  said  section,  within 
such  time  as  may  be  allowed  for  that  purpose  by  the  Mayor 
or  Recorder,  or  any  two  Aldermen  of  the  said  city,  he, 
she,  or  they  shall,  for  every  such  neglect  or  refusal,  forfeit 
and  pay  an  additional  sum  of  twenty-five  dollars. 

%  39.  Nothing  hereinbefore  contained,  shall  be  construed    pj^^  ^ 
to  prohibit  any  ship  chandler  from  keeping,  at  any  time,  ^' 
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'  in  any  inclosure  in  the  said  city,  any  quantity  of  pitch,  tar, 
rosin,  or  turpentine,  not  exceeding  twenty  barrels  in  the 
whole. 

aaiii  to !«.     ^40.  All  pecuniary  penalties  imposed  by  this  act  may 

^*^  be  sued  for  and  recovered,  with  costs  of  suit,  in  any  court 

having  cognizance  thereof,  by  the  proper  officers  of  the 

Fire  Department  of  the  said  city,  for  the  ujse  of  the  said 

Fire  Department. 

Jib  b«  §  41.  All  actions  for  any  forfeiture  or  penalty  incurred 
under  this  act,  shall  be  commenced  within  one  year  next 
after  the  time  of  incurring  such  forfeiture  or  penalty. 

^  42.  All  laws  or  parts  of  laws  heretofore  passed,  incon- 
sistent with  the  provisions  of  this  act,  are  hereby  declared 
to  be  repealed,  but  such  repeal  shall  not  affect  any  suit  or 
prosecution  already  commenced,  or  any  penalty,  forfeiture, 
or  offense,  already  incurred  or  committed,  under  any  such 
law,  or  part  of  a  law. 
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CHAP.  189. 

AN  ACT  to  extend  the  charter  of  the  firemen  of  the  cky  t^ 

New  York. 

Passed  April  16,  1831. 

The  People  of  the  State  of  New  Tork^  represented  in  SencUe 
and  Assembly  i  do  enact  as  follows : 

^  1.  The  act  entitled  "  An  act  to  incorporate  the  fire-  ^j^^  ^  ^ 
men  of  the  city  of  New  York,"  passed  March  the  20th,  SSt*^**^ 
1798,  and  ail  acts  and  parts  of  acts  relating  to  the  said 
corporation,  and  which  are  now  in  force,  shall  be  continued 
in  force  until  the  first  day  of  May,  one  thousand  eight  hunr 
dred  and  sixty,  unless  sooner  altered,  modified,  or  repealed 
by  the  Legislature. 

§  2.  The  said  corporation  shall  have  power  to  purchase,  ^^^^J^^^^  ^ 
hold,  and  convey  any  estate,  real  or  personal,  for  the  use  ^^- 
and  objects  for  which  the  said  corporation  was  instituted  ; 
but  such  real  or  personal  estate  shall  not  exceed  the  sum  of 
fifty  thousand  dollars. 
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MtthSESSICUI. 

CHAP.  212. 

AN  ACT  to  extend  ike  fire  hmiu  in  the  city  of  New  TerL 

Passed  April  21,  1831. 

The  People  of  the  State  of  New  York^  repreeented  in  SenaU 
and  AMsenMyf  do  enact  as  fi>Uow$ : 

^JSr'^^.  §  1.  All  dwelling-houses,  store-houses,  and  other  build- 
^^i  Ira  ings,  which,  after  tiie  first  day  of  July  next,  shall  be.  built 
or  erected  in  the  city  of  New  York,  without  the  fire  limits 
of  the  said  ciiy,  as  the  same  may  have  been  defined  or 
extended  by  any  act  or  acts  heretofore  jmssed,  and  witbiii 
the  following  boundaries,  that  is  to  say : 

1.  Beginning  on  the  East  river,  opposite  Rivingtoii 
street,  and  running  thence  through  Rivington  street  to  the 
Bowery ;  thence  through  the  Bowery  to  Division  street ; 
thence  thifough  Division  street  to  Gouvemeur  street; 
fihence  thrcugh  Oouvemeur  street  to  the  East  river ;  and 
thence  along  the  East  river  to  the  place  of  b^inning; 
including  all  the  lots,  to  the  depth  of  one  hundred  feet, 
on  the  northerly  side  of  such  part  of  the  Bowery  as  are 
comprised  in  the  foregoing  description. 

2.  Beginning  at  the  intersection  of  Broadway  and  Spring 
street,  and  running  thence  through  Spring  street  to  a  line 
drawn  one  hundred  feet  distant,  westerly,  from  the  west- 
erly side  of  Greene  street,  and  parallel  thereto ;  thence 
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through  Amity  street  to  the  Sixth  avenue ;  thence  along 
said  line  to  Amity  street  through  the  Sixth  avenue,  to 
Eighth  street;  thence  through  Eighth  street  to  a  line 
drawn  two  hundred  feet  distant,  westerly,  from  the  west- 
erly side  of  Broadway,  and  parallel  thereto ;  thence  along 
the  last-mentioned  line  to  the  centre  of  Tenth  street; 
thence  along  a  line  parallel  to  the  Bloomingdale  road,  and 
two  hundred  feet  distant,  westerly,  from  the  westerly  side 
thereof,  to  Fourteenth  street ;  thence  through  Fourteenth 
street  to  the  Bowery;  thence  through  the  Bowery  to 
Houston  street ;  thence  through  Houston  street  to  Broad- 
way ;  and  thence  through  Broadway  to  the  place  of  begin- 
ning;  tokd  including  all  the  lots,  to  the  depth  of  one 
hundred  feet,  on  the  southerly  side  of  such  part  of  Amity 
street,  and  on  the  northerly  side  of  such  part  of  Eighth 
street)  as  are  mentioned  in  the  foregoing  description ;  and, 

S.  'Beginning  at  the  intersection  of  the  Bowery  and 
Fourteenth  street;  and-  running  thence  through  Fourteentii 
street  to  the  FiiBt  avenue;  thence  through  the  First  avenue 
to  North  street ;  thence  though  North  street  to  the  Bow- 
ery ;  and  thence  through  the  Bowery  to  Fourteenth  street, 
at  i;he  place  of  beginning ;  and  including  all  the  lots,  to 
the  depth  of  one  hundred  feet,  on  the  northerly  side  of  such 
part  of  Fourteenth  street,  the  easterly  side  of  such  part  of 
the  First  avenue,  and  the  southernmost  side  of  such  part 
of  North  street,  as  are  mentioned  in  the  foregoing  descrip- 
tion, Bhall  be  deemed  to  be  within  the  fire  limits  of  the 
said  city ;  and  shall  be  subject  to  all  the  provisions  of  the 
act  for  the  more  effectual  prevention  of  fires  in  the  city  of 
New  York,  passed  April  11th,  1815,  and  of  the  several 
acts  to  amend,  or  in  addition  to  the  same. 
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SethSESSIOV. 
AN  ACT  to  extend  the  fire  limits  in  the  city  of  New  York. 

Passed  April  30,  1833. 

The  People  of  the  State  of  New  Yorkt  rq^resenied  in  Senate 
and  Assembly  i  do  enact  as  foUows : 

9xutad9d,  ^  1.  AH  dwelling-houses,  store-houses,  and  other  build- 
ings which,  after  the  first  day  of  August  next,  shall  be  built 
or  erected  in  the  city  of  New  York,  without  the  fire  limits 
of  the  said  city,  as  the  same  may  have  been  defined  or  ex- 
tended by  any  act  or  acts  heretofore  passed,  and  within  the 
following  boundaries,  that  is  to  say :  beginning  on  Orchard 
street,  at  a  point  distant  one  hundred  feet  northerly  from 
the  northerly  line  of  Rivington  street,  and  running  thence, 
northerly,  through  Orchard  street  to  North  street;  thence, 
westerly,  through  North  street  to  a  line  drawn  one  hun- 
dred feet  distant  easterly,  from  th^  easterly  side  of  the  First 
avenue,  and  parallel  thereto  ;  thence,  northerly,  along  the 
said  line  to  Second  street ;  thence,  easterly ,  through  Second 
street  to  North  street ;  thence,  still  easterly,  through  North 
street  to  the  easterly  side  of  Lewis  street ;  thence,  south- 
erly, along  the  easterly  side  of  Lewis  street,  to  aline  drawn 
one  hundred  feet  distant,  northerly,  from  the  northerly  side 
of  Rivington  street,  and  parallel  thereto ;  and  thence,  west- 
erly, along  the  said  line  to  the  place  of  beginning,  shall  be 
deemed  to  be  within  the  fire  limits  of  the  said  city,  and 
shall  be  subject  to  all  the  provisions  of  the  act  for  the  more 
efiectual  prevention  of  fires  in  the  city  of  New  York,  passed 
April  11,  1815,  and  of  the  several  acts  to  amend,  or  in 
addition  to  the  same. 
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67tlL  SESSIOV. 

CHAP.  166. 

AN  ACT  to  extend  the  fire  limits  of  the  city  of  New  York. 

Passed  April  23,  1834. 

The  People  of  the  SfxUe  of  New  York^  represented  in  Senate 
and  Ajuembly^  do  enact  as  follows : 

^  1.  All  dwellinff-houses,  store-houses,  and  other  build-     Dweuio^, 

°  Itc.,  how   U) 

ings  which,  after  the  first  day  of  August  next,  shall  be  built  Jj,^,^^*** 
or  erected  in  the  city  of  New  York,  without  the  fire  limits 
of  the  said  city,  as  the  same  have  been  defined  or  extended 
by  any  act  or  acts  heretofore  passed,  and  within  the  follow- 
ing line  or  boundary,  that  is  to  say  :  beginning  at  a  point 
in  the  centre  of  Goerck  street,  distant  one  hundred  feet, 
northerly,  from  the  northerly  side  of  Rivington  street ;  and 
running  thence,  northerly,  through  the  centre  of  Goerck 
street  to  the  centre  of  Third  street ;  thence,  westerly,  through 
the  centre  of  Third  street  to  the  centre  of  Lewis  street ; 
thence,  northerly,  through  the  centre  of  Lewis  street  to  the 
centre  of  Eighth  street ;  thence,  westerly,  through  the  cen- 
tre of  Eighth  street  to  the  centre  of  Avenue  D ;  thence, 
northerly,  through  the  centre  of  Avenue  D  to  the  centre  of 
Tenth  street ;  thence,  westerly,  through  the  centre  of 
Tenth  street  to  the  centre  of  Avenue  C  ;  thence,  northerly, 
through  the  centre  of  Avenue  C  to  a  line  distant  one  him- 
dred  feet,  northerly,  from  the  northerly  side  of  Fourteenth 
street ;    thence,  westerly,   and  parallel  with  Fourteenth 
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street,  to  a  line  distant  one  hundred  feet,  easterly,  from  the 
easterly  side  of  Second  avenue ;  thence,  northerly,  and 
parallel  with  the  Second  avenue,  to  a  line  distant  one  hun- 
dred feet,  northerly,  from  the  northerly  side  of  Twenty- 
first  street ;  thence,  westerly,  and  parallel  with  Twenty- 
first  street,  to  a  line  distant  one  hundred  feet,  westerly,  firom 
the  westerly  side  of  the  Sixth  avenue  ;  thence,  southerly, 
and  parallel  with  the  Sixth  avenue,  to  a  line  distant  one 
hundred  feet,  northerly,  from  the  northerly  side  of  Four- 
teenth street ;  thence,  westerly,  and  parallel  with  Fourteenth 
street,  to  the  centre  of  the  Ninth  avenue;  thence,  south- 
erly, through  the  centre  of  the  Ninth  avenue  to  the  centre 
of  Greenwich  street ;  thence,  still  southerly,  through  the 
centre  of  Greenwich  street,  to  the  centre  of  Bethune  street ; 
thence,  westerly,  through  the  centre  of  Bethune  street  to 
the  centre  of  Washington  street ;  thence,  southerly,  throu^ 
tiie  centre  of  Washington  street  to  the  centre  of  Hamer^ 
sley  street ;  and  thence,  westerly,  through  the  centre  of 
Hamersley  street  to  the  Hudson  river,  shall  be  deemed 
to  be  within  the  fire  limits  of  the  said  city,  and  shall  be 
subject  to  ail  the  provisions  of  the  act  for  the  more  efiee- 
tual  prevention  of  fires  in  the  city  of  New  York,  passed 
April  11,  1815,  and  of  the  several  acts  amending,  modify- 
ing, or  in  addition  to  the  same. 
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57th  SBSSian. 

CHAP.  220. 

AN  AC^  to  amend  and  modify  the  acts  now  in  force Jbr  the  prt- 
vention  offiree  in  the  city  of  New  York. 

Passed  April  30,  1884. 

•  t    ..... 

The  People  of  the  Stale  of  New  Yorkf  reprefented  in  Senate 
and  Auemblyi  do  enact  asJbUotos : 

^  1.  The  outside  and  party-walls  of  all  dwelling-hqases,  purty 
store-faousesy  and  other  buildings,  hereafter  to  be  erected  or 
built  within  the  fire  limits  of  the  city  of  New  York,  as  the 
same  now  exist  and  may  hereafter  be  extended,  which  shall 
exceed  thirty  feet  in  height,  from  the  level  of  the  sidewalk 
to  the  foot  of  the  rafler,  shall  not  be  less  than  twelve  inches 
thick. 

^  2.  No  chimney,  in  any  building  now  built,  or  hereafter  Ghimn^yB. 
to  be  built  in  the  said  city,  shall  be  started  or  built  upon 
the  floor  of  the  building,  or  be  cut  off,  to  be  supported  by 
any  manner  of  wood, 

^  3.  All  wooden  gutters  or  cornices  of  any  such  building 
shall  be  firmly  secured  by  irons,  which  shall  not  be  more 
than  seven  feet  and  a  half  apart  from  each  other,  in  any 
case.  And  for  all  such  gutters,  not  exceeding  twelve  inches 
in  width,  the  said  irons  shall  be  at  least  two  inches  wide, 
and  half  of  an  inch  thick ;  and  for  all  such  gutters  exceed- 
ing twelve  inches' in  width,  the  said  irons  shall  be  at  least 
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two  inches  and  a  half  wide  and  five  eighths  of  an  inch  thick. 
The  said  irons,  except  those  at  the  end  of  the  cornice  or 
gutter,  shall  be  fastened  or  secured  to  the  floor-beam,  and 
the  end  irons  shall  be  fastened,  with  nuts  and  screws,  to 
the  plate  irons.  . 

FUto  man  ^  4.  All  plate  irons  shall  be  built  into  the  end  or  party- 
walls,  and  the  iron  anchors  used  to  secure  plate  pieoei 
shall  be  at  least  two  inches  wide  by  half  of  an  inch  thicL 
The  anchors  so  to  be  used  at  each  end  of  any  such  plate 
piece  shall  be  at  least  four  feet  long,  and  shall  be  woriLed 
or  built  into  the  side  or  end  walls  of  the  building,  and  the 
end  of  said  anchor  shall  turn  down  not  less  than  four  indies. 

seatti^  ^  ^'  ^^  scuttle-frames  and  doors  on  any  such  building 
shall  be  made  or  covered  with  copper,  zinc,  iron,  or  other 
fire-proof  material ;  and  all  windows  and  entrances  in  the 
rear  of  any  such  building,  above  the  first  story  over  thirty 
feet  in  height,  as  aforesaid,  which  shall  be  used  for  any 
other  purpose  than  that  of  a  dwelling-house,  shall  hare 
shutters  and  doors  to  be  made  of  iron  or  copper. 


^  6.  No  wooden  shed  shall  be  erected  or  permitted  with- 
in the  fire  limits  of  the  said  city,  as  aforesaid,  unless  one 
whole  side  of  the  same  be  left  entirely  and  constantly  open, 
in  addition  to  its  not  exceeding  twelve  feet  in  height  at  the 
peak  or  highest  part  thereof. 

woodM  ^  7.  No  wooden  building  shall  be  raised,  enlarged,  or 
built  upon  within  the  said  fire  limits,  otherwise  than  by 
putting  dormer-windows,  not  to  exceed  two  in  numbert 
thereon ;  and  no  such  dormer-window  shall  exceed  fiT6 
feet  in  width. 

ivnaitifli      §  8.  Every  penalty  or  forfeiture  which  may  be  incurred 
by  the  owner  or  builder  of  any  building,  either  under  the 
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seventh  section  or  the  twenty-second  section  of  the  act  en- 
titled '*  An  act  to  amend  the  acts  heretofore  passed  for 
the  prevention  of  fires  in  the  city  of  New  York,"  passed 
April  20th,  1830,  shall  be  a  lien  upon  such  building  until 
the  same  shall  have  been  satisfied,  notwithstanding  any 
sale  or  conveyance  thereof,  before  judgment  may  have 
been  obtained  for  such  penalty  or  forfeiture. 

§  9.  All  such  parts  of  the  second,  fifth,  eighth,  ninth,  "•****• 
tenth,  twentieth,  and  twenty-first  sections  of  the  above- 
mentioned  act,  or  of  any  other  section  thereof,  as  may  be 
contrary  to  or  inconsistent  with  the  provisions  of  this 
act,  but  not  otherwise,  are  hereby  repealed;  and  the  thirty- 
first  section  of  said  act  is  also  hereby  repealed. 

^  10.  This  act  shall  not  take  efiect  until  the  first  dav  of     aciwImd 

'  -^  to    Uke    cf- 

August  next,  or  operate  upon  dwelling-houses  which  shall  be  '^^*- 
built  under  contracts  entered  into  previously  to  the  passage 
of  this  act;   and  the  Common  Council  shall  publish  this 
act,  once  a  week,  in  every  paper  employed  by  them,  firom 
the  passage  thereof  until  that  day. 
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68thSBS8I0V. 

AN   ACT  extending  Jwrther  prknlegei  to  thejivemm  ^f  ik 

respective  cities  within  this  State. 

Passed  May  8, 1835. 

The  Peapleo/the  Suoe  of  New  York  representeJLin  SmaU^ 
Assembly^  do  enact  as/oUows: 

of     ^1.  The  firemen  of  the  different  cities  within  this  State, 

to         ' 

eity-  in  case  of  removal  from  one  city  to  anotiier,  shall  he  allow- 
ed the  time  which  they  may  have  served  as  such  firemen  in 
the  city  they  left,  in  the  city  to  which  tiiey  have  removed, 
upon  producing  a  certificate  of  such  service,  signed  by  the 
Chief  Engineer  of  the  city  so  left,  and  being  reappointed  a 
fireman  in  the  city  to  which  they  have  removed. 

TBTin  or  ^2.  When  every  such  fireman  shall  have  served  as  sucb 
for  so  long  a  time  thereafter  as  shall  make  the  whole  tern 
of  service  the  same  as  required  by  law  of  firemen  residing  is 
the  city  removed  to,  they  shall  be  entitled  to  all  the  privi- 
leges and  exemptions  now  secured  by  law  to  the  firemen  of 
the  cities  of  Albany  and  New  York* 
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eirt  8ESSI0V. 

kN  ACT  tQ  authorize  the  appointment  of  Cofnmiuionen  to  invcttir 
gate  the  causes  of Jires  in  the  city  of  New  York. 

Passed  April  6,  1838. 

The  People  of  the  State  of  New  Yorkt  represeniedias  Senate^amd 
Auembly^  do  enact  aefoUofws : 

%  1.  It  shall  be  lawful  for  the  Common  Coimcil  of  the       <^  « 

«  mora     oooi- 

City  of  New  York  to  appoint  one  or  more  Commissioners,  S*"*5JIi£ 
not  to^xeeed  three  in  number,  to  investigate  the  causes  of  ^ 
Kres  in  the  city  of  New  York,  who  shall,  hold  their  offices 
daring  the  pleasure  of  the  said  Common  Council,  and  shall 
receive  such  compensation  as  the  Mayor,  Aldermen,  and 
Commonalty  shall  by  ordinance  direct. 

%  2.  It  shall  be  the  duty  of  such  Commissioner  or  Com-  nMirdnty. 
missioners  to  inquire  into  and  investigate  the  causes  of  all 
fires  which  may  occur  in  the  city  of  New  York,  as  soon  as 
may  be  after  they  occur,  and  to  keep  a  record  of  their  pro- 
ceedings, and  of  the  evidence  in  each  case,  and  to  file  the 
same,  or  a  copy  thereof,  in  the  office  of  the  Clerk  of  the 
Common  Council  of  the  said  city. 

^3.  It  shall  be  lawful  for  the  Mayor,  Aldermen,  and  ^  Jj^ 
Commonalty  of  the  City  of  New  York,  to  summon  and  com-  5Sy  JJ^oT 
Pd  the  attendance  of  any  person  being  in  the  city  of  New 
York,  before  the  said  Commissioner  or  Commissioners,  to 
testify  upon  oath  concerning  any  fire  in  said  city,  under 
8^ch  penalty  for  non-attendance  or  refusal  to  testify,  as  the 
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said  Mayor,  Aldermen,  and  Commonalty  shall  by  ordinance 
provide  and  direct :  and  the  said  Commissioner  or  Commis- 
sioners are  hereby  authorized  to  administer  such  oath. 

^j^^J*™«>«  ^  4.  Nothing  in  this  act  contained  shall  be  construed  u 
whMi  to  Mt.  compelling  the  said  Mayor,  Aldermen,  and  Commonalty,  or 
the  said  Conmion  Council,  to  exercise  the  powers  conferred 
by  this  act,  except  at  such  time  and  for  such  period  or 
periods  as  they,  in  their  discretion,  shall  deem  proper ;  and 
no  such  Commissioners  shall  be  appointed  until  one  or 
more  of  the  insurance  companies  in  the  said  city  shall 
agree  to  pay  to  the  said  Commissioners  such  sum  or  sams 
as  the  said  Common  Council  shall  fix  for  their  compensa- 
tion, and  all  expenses  attending  and  consequent  thereupon. 

Proceed-      ^  5.  The  proceedings  of  said  Commissioners  shall  at  all 
public.        times  be  public,  as  those  of  the  courts  of  justice  of  this 
State. 
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etthSESSIOV. 

kN  ACT  to  amend  the  act  to  incorporate  the  firemen  of  the  city 
of  New  York^  poMed  20th  day  of  March^  1798. 

Passed  March  1,  1841,  by  a  two-third  vote. 

The  People  (^  the  State  of  New  Yorkj  repre»ented  in  Senate 
vnd  AseenMyf  do  enact  cufoUows: 

%  1.  All  persons  who  shall  have  served  as  firemen  in  the       Emnpi 
rity  of  New  York,  "  the  full  time  required  by  law  to  bie  to  oooe 
exempt  them  from  serving  as  a  juror  in  any  of  the  courts  pvtment. 
Df  this  State,  and  from  all  militia  duty,  except  in  case 
where  the  militia  are  ordered  into  actual  service,"   are 
hereby  declared  to  be  eligible  to  the  office  of  president, 
vice-president,  secretary,  treasurer,  collector,  or  trustee  of 
the  New  York  Fire  Department. 

S  2.  In  case  of  a  vacancy  in  the  office  of  president,  vice-  ^vacancy, 
president,  secretary,  treasurer,   collector,  or  any  of  the 
trustees,  such  vacancy  shall  be  filled  up  by  the  represent- 
atives, for  the  remainder  of  the  term,  by  a  special  election 
to  be  held  for  that  purpose. 

S  3.  Such  parts  of  the  act  hereby  amended  as  conflict 
^th  this  act,  are  repealed. 

S  4.  This  act  shall  take  efiect  immediately. 
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67th  8ESSICUI. 


CHAP.  816. 


AN  ACT  for  the  establishment  and  regidatian  of  the  Police  ef 

the  city  of  New  York. 

Passed  May  7,  1844,  by  a  two-third  vote. 

The  People  of  the  State  of  New  YorJcy  represented  in  Senak 
and  Assembly^  do  eiuict  as  follows  : 


la  MM  of 
•yunnofflre. 


^  11.  At  any  alaim  of  fire,  it  shall  be  the  duty  of  th» 
Captain  of  Patrol  nearest  the  scene  of  conflagration,  ferth- 
with  to  proceed  to  the  same,  with  one  half  of  the  rnunber 
of  poUcemen  off  duty,  to  be  diligent  in  preserving  order 
and  protecting  property.  In  case  of  any  riot,  oranyofii^ 
sudden  emergency,  requiring  the  services  of  the  police,  on 
notice  being  given,  the  Captain  of  Police  shall  forthwith 
proceed  to  the  scene  of  riot,  with  the  whole  police  offdutfr 
or  any  part  thereof,  and  be  vigilant  in  repressing  the  same. 

The  remaining  sections  relate  exclusively  to  the  polioei 
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CELAP.  808. 

AN  ACT  to  amend  an  act  entitled  ^^An  actfarihe  esuMUkmeni 
and  regtdation  rf  ike  Police  ^  the  city  (^  New  Torkf** 
foued  May  7,  1844. 

Pabseb  May  13,  1846. 

Tht  People  of  the  State  of  New  Tori,  represented  in  Senate 
and  Assembly  f  do  enact  as  follows : 

ARTICLE  I. 

OF  POLICE. 

%  1.  The  Watch  Department,  as  at  present  organized,  is  pire^i^ 
hereby  abolished,  together  with  the  office  of  Marshals,  Street  ^^""^ 
Inspectors,  Health  Wardens,  Fire  Wardens,  Dock  Masters, 
day  Police  officers,  Sunday  officers,  inspectors  of  pawn- 
brokers' and  junk-shops,  and  of  the  officers  to  attend  the 
polls  at  the  several  election  districts  of  the  city  and  county 
of  New  York,  and  Superintendent  of  Beads  of  the  Twelfth 
Ward  of  said  city;  except  the  office  of  Mayor's  or  First 
Uushal. 

The  remaining  sections  relate  exclusively  to  the  police. 
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TOthSESBiaH. 

CHAP.  869. 

AN  ACT  to  amend  an  act  entitled  **An  act  granii$tg  prwiUga 
to  ike  Firemen  of  the  City  <^  New  York^  paued  AprH  4| 
1829. 

Passed  November  16,  1847. 

The  People  of  the  State  of  New  Tork^  represented  in  Senate 
and  Assembly  J  do  enact  as  follows : 

^  oj  ^1.  Every  person  who,  on  the  first  day  of  January,  one 
thousand  eight  hundred  and  forty-eight,  shall  have  served 
as  a  fireman  of  the  city  of  New  York  during  five  yean, 
and  who  shall  serve  as  such  one  year  thereafter,  and  evelry 
person  who,  on  the  said  first  day  of  January,  one  thousand 
eight  hundred  and  forty-eight,  shall  have  served  four  yean, 
or  a  less  period  of  time,  and  who  shall  serve  as  such  for  so 
long  a  time  thereafter  as  shall  make  the  whole  term  of  his 
service  six  years ;  and  every  person  who  shall  serve  as  a 
fireman  of  the  city  of  New  York,  after  the  first  day  of 
January,  one  thousand  eight  hundred  and  forty-eight,  for 
the  period  of  five  years,  shall  be,  forever  after  such  service, 
exempted  from  serving  as  a  juror  in  any  of  the  courts  of 
this  State,  and  from  all  militia  duty,  except  in  cases  when 
the  militia  are  ordered  into  actual  service. 

Repwi.  ^  2.  The  first  section  of  the  act  amended  is  hereby  re- 

pealed* 
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70th  SESSIOH. 

CHAP.  495. 

AN  ACT  in  relation  to  Jurors  in  the  city  of  New  York. 

Passed  December  15th,  1S47. 

The  People  of  the  State  of  New  York^  represented  in  Senate 
and  Assembly^  do  enact  as  follows : 


§13.  No  fireman  of  said  city  shall  be  exempted  from  ^^^  ""JjJJJJJJJ 
jury  duty,  unless  he  actually  performs  all  the  duty  of  a  fromjulrydu! 
fireman  in  his  company  ;  and  to  entitle  him  to  such  ex-  ^^' 
emption,  he  shall  produce  a  certificate  of  the  foreman  or 
other  chief  officer  of  his  company,  that  he  is  a  faithful  and 
acting  member  thereof. 

This  provision,  however,  is  not  to  affect  those  who  are 
exempt  firom  serving  as  jurors,  by  reason  of  having  served 
as  firemen  for  the  period  required  by  law. 
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Tilt  SESSION. 

CHAP.  100. 

AN  ACT  in  relation  to  Firemen  in  the  seteral  cities  and  viUaga 

of  the  State. 

Passed  March  18,  1848. 

The  People  of  the  State  of  New  York^  repretenud  in  SemU 
and  Assembly  i  do  enact  as  follows : 

rriviiegi«      §  !•   The  firemen   now  or  hereafter  to   be  regularly 
«rareiiieii.    g^j-^jigj  j^jjj  recognized  by  the  constituted  authorities  of 

the  several  cities  and  villages  of  this  State,  shall  be  exempt 
during  the  time  of  their  ser\uce,  and  after  ha\dng  served 
five  years,  consecutively,  shall,  forever  thereafter,  be  ex- 
empted from  service  on  any  jury,  and  also  from  serving  in 
n»jury.    the  militia,  except  in  cases  of  invasion  or  insurrection. 

^  2.  This  act  shall  t^ke  effect  immediately. 
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71st  SESSIOH. 

CHAP.  188. 

S  ACT  to  amend  an  act  entitled  "  An  a>ct  in  relation  to  fire- 
mtn  in  the  several  cities  and  villages  of  this  Stute^^^  passed 
March  18,  1848. 

Passed  April  5,  1848. 

The  People  of  the  State  of  New  York^  represented  in  Senate 
id  Assembly  f  do  enact  as  follows  : 

^  1.  Every  person  who,  on  the  first  day  of  May  next,  ^  ^^^j^* 
lall  have  been  a  fireman  in  any  of  the  cities  or  villages  of 
lis  State,  for  the  term  of  four,  five,  or  six  years,  and  who 
tiall  serve  as  such  one  year  thereafter ;  and  every  person 
^ho,  on  the  first  day  of  May  next,  shall  have  been  such 
reman  for  a  less  period  of  time  than  four  years,  and  who 
ball  serve  as  such  for  so  long  a  time  thereafter  as  shall 
[lake  the  whole  term  of  his  service  five  years ;  and  every 
person  who  may  become  such  fireman  after  the  passage  of 
Ws  act,  and  shall  serve  as  such  for  five  years  thereafter, 
hall,  during  and  forever  after  such  service,  be  exempted 
fODi  serving  as  a  juror  in  any  of  the  courts  of  this  State, 
^d  from  militia  duty,  except  in  cases  of  insurrection  or 
^▼aaion. 

^  2.  The  act  entitled  *'  An  act  in  relation  to  firemen  in  BapMi. 
he  several  cities  and  villages  of  this  State,"  passed  March 
^8»  1848,  is  hereby  repealed. 

^  3.  This  act  shall  take  effect  immediately. 


i 
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72d  SESSIOH. 

CHAP.  W. 

AN  ACT  for  the  more  *]ff('ctual  prevention  of  fires  in  the  city  (f 
New  York  J  and  to  amend  the  acts  heretofore  passed  for  thai 
purpose. 

Passed  March  7,  1849. 

The  People  of  the   State  of  New  Yorlc^  represented  in  Soh 
cUe  and  Assembly^  do  enact  as  follows  : 


Fire  limits. 


^  1.  The  fire  limits  of  the  city  of  New  York  are  hereby 
extended,  so  as  to  embrace  all  of  said  city  situate  to  the 
southward  of  a  line  drawn  one  hundred  feet  north  of 
Thirty-second  street,  extending  from  East  to  Hudson  river. 

erwuJ"'u"i'S      §  2.  All  dwelling-houses,  stores,  store-houses,  and    all 
^  other  buildings,  which,  from  and  after  the  passage  of  this 

act,  shall  be  built  or  erected  in  the  said  city,  that  is  to  jsay, 
within  all  that  part  of  the  said  city  situate  to  the  soutli- 
ward  of  said  line,  drawn  one  hundred  feet  north  of  Thirty- 
second  street,  shall  be  made  and  constructed  as  hereinafter 
provided,  of  stone  or  brick,  or  other  fire-poof  materials, 
and  shall  be  constructed  with  party  or  outside  walls. 

2lto  wlllto!"''  ^  3.  The  outride  and  party  walls  of  all  dwelling-houses, 
stores,  store-houses,  and  other  buildings  hereafter  to  be 
erected  or  built  within  the  fire  limits  of  the  said  city,  as 
the  same  are  extended  by  this  act,  or  mav  hereafter  be  ex- 
tended,  shall  be  constructed  of  stone  or  brick ;  and  every 
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euch  dwelling-house,  store,  or  store-house,  shall  have  at 
least  two  side  or  end  walls  (in  addition  to  the  front  and 
rear  walls),  whether  such  side  or  end  walls  be  outside  or 
party  walls. 

§  4.  Every  such  dwelling-house,  store,  or  store-house,  remSlSg**" 
being  more  than  thirty  feet  in  width,  shall  be  erected  and  ISSSTtSirt? 
built  with  an  additional  wall,  or  partition  walls,  of  stone  ^^  ^ 
or  brick,  not  less  than  eight  inches  thick,  running  from 
front  to  rear,  so  that  the  walls  of  such  dwelling-house, 
store,  or  store-house  (except  the  front  and  rear  walls),  shall 
not  be  distant  from  each  other  more  than  thirty  feet,  and 
all  such  partition  walls  which  shall  exceed  thirty-five  feet 
in  height  from  the  level  of  the  sidewalk  to  the  peak  or  high- 
est point  thereof,  shall  not  be  less  than  twelve  inches  thick. 

§  5.  The  outside  and  party  walls  of  all  dwelling-houses,  ^^^^ 
stores,  store-houses,  and  other  buildings  hereafter  to  be 
erected  or  built  within  the  fire  limits  of  the  city  of  New 
York,  as  the  same  are  extended  as  aforesaid,  or  hereafter 
may  be  extended,  shall  not  be  less  than  eight  inches  thick ; 
and  all  such  walls,  which  shall  exceed  thirty-five  feet  in 
height,  from  the  level  of  the  sidewalk  to  the  peak  or  high- 
est point  thereof,  shall  not  be  less  than  twelve  inches  thick. 

§  6.  All  discharging  or  arch-pieces  used  in  the  chimneys  ,^  ^f^lJcS" 
of  any  such  dwelling-house,  store-house,  or  other  building,  KSeys.  ^ 
shall  recede  from  any  fine  in  every  such  chimney  at  least 
four  inches ;  and  no  such  chimney  shall  be  started  or  built 
upon  the  floor  or  beams  of  such  dwelling-house,  store, 
store-house,  or  other  building ;  but  shall  be  started  at  the 
foundation  of  such  dwelling-house,  store,  store-house,  or 
other  building ;  and  all  hearths  shall  be  supported  by  arches 
of  stone  or  brick,  and  no  chinmey  in  any  dwelling-house, 
store,  or  store-house,  or  other  building  now  erected  or  here- 
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after  to  be  erected  within  the  fire  limits,  as  the  same  are 
extended  by  this  act,  or  may  hereafter  be  extended,  shall  be 
cut  off,  to  be  supported  below  in  any  manner  whatever. 

»niieni"***o?  ^  ^'  ^^^  woodeu  guttors  of  any  such  dwelling-house, 
**™*'*^  store,  store-house,  or  other  building,  so  to  be  built  or 
erected  as  aforesaid,  shall  be  firmly  secured  by  u'ons,  which 
shall  not  be  more  than  seven  and  one  half  feet  from  each 
other,  and  on  all  such  gutters,  not  exceeding  twelve  inches 
in  width,  the  said  irons  shall  be  at  least  two  inches  in 
width,  and  half  an  inch  thick ;  and  on  all  such  gutters, 
exceeding  twelve  inches  in  width,  the  said  irons  shall  be  at 
least  two  and  a  half  inches  in  width  and  five  eighths  of  an 
inch  thick ;  and  the  said  irons,  except  those  at  the  end  of 
the  cornice  or  gutter,  shall  be  fastened  to  the  floor,  or  roof 
beams,  and  the  end  irons  .shall  be  constructed  so  as  to 
fasten  in  the  side  or  end  walls. 

piftteirooa.  ^  g,  ^11  plutc  irons  sliall  be  built  into  the  side,  end,  or 
party  walls ;  and  the  iron  anchors,  used  to  secure  the  plate 
pieces,  shall  be  at  least  two  inches  wide,  and  half  an  inch 
thick ;  the  anchors  to  be  used  at  each  end  of  ever)'  such 
plate  piece  sliall  be  worked  or  built  into  the  side,  end,  or 
party  wall  of  the  building,  and  the  ends  of  such  anchors 
shall  turn  down  at  least  four  inches. 


fram 


.♦^'"Md  ^  ^'  -^'^  scuttle-frames  and  doors  on  every  such  dwelling- 
house,  store,  store-house,  or  other  building  so  to  be  built  or 
erected  as  aforesaid,  shall  be  made  of,  or  covered  with, 
copper,  zinc,  tin,  or  iron,  and  every  window  or  entrance 
above  the  first  story,  in  the  rear  of  every  such  store,  store- 
house, or  other  buildhig,  used  for  any  purpose  other  than 
that  of  a  dwelling,  over  thirty  feet  in  height,  from  the  level 
of  the  sidewalk,  shall  have  shutters  and  doors  thereoDi 
made  of  iron  or  copper. 
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^  10.  The  plankingfor  sheathing  of  the  roof  of  every  such  „  ^^^ 
dwelling-house,  store,  store-house,  or  other  building  so  to  **^  ''** 
be  erected  or  built  as  aforesaid,  shall,  in  no  case,  be  extended 
across  the  party,  side,  or  end  walls  thereof;  and  every  such 
dwelling-house,  store,  store-house,  or  other  building,  and 
the  top  and  side  of  dormer-windows  thereon,  shall  be 
looped  and  covered  with  slate,  tin,  iron,  copper,  or  zinc. 

§  !!•  All  beams  and  other  timbers  in  the  party  or  other  „thc^*?ii2i 
walls  of  every  such  dwelling-house,  store,  store-house,  or  ^ "' 
other  building  hereafter  to  be  built  or  erected  as  aforesaid, 
shall  be  separated  from  the  beam  or  timber  entering  in  the 
opposite  side  of  the  wall,  at  least  four  inches  (measuring 
from  the  nearest  points  of  the  beams  or  timbers),  by  solid 
mason-work ;  and  all  plate  pieces  in  the  front  or  rear  walls 
thereof  shall  recede  from  the  outside  of  the  wall  at  least 
four  inches,  and  auch  end,  side,  party,  or  partition  walls 
shall  be  built  up  and  extended  at  least  twelve  inches  aboVe 
the  plank  or  roofing,  and  shall  be  coping  of  stone  or  iron. 

%  12-  No  timber  shall  be  used  in  front  or  rear  wall  of  R^trjctico. 
any  dwelling-house,  store,  store-house,  or  other  building  so 
to  be  built  or  erected  as  aforesaid,  where  stone,  brick,  or  iron 
is  commonly  used ;  each  lintel  on  the  side  of  the  front  or  rear 
wall  shall  have  a  secure  brick  arch  over  it,  and  no  bond  timber 
in  any  wall  thereof  shall,  in  width  and  thickness,  exceed 
the  width  and  thickness  of  a  course  of  brick  ;  and  no  bond 
timber  shallbe  more  than  three  feet  in  length ;  and  such  bond 
timbers  shall  be  laid  at  least  eighteen  inches  apart  from 
each  other,  longitudinally,  on  either  side  of  any  wall ;  and 
the  continuous  line  thereof  shall  be  broken  every  three  feet, 
by  inserting  a  brick  of  eight  inches  ;  and  no  front  or  rear 
or  other  wall  of  any  such  dwelling-house,  store,  store-house, 
or  other  building  now  erected  or  hereafter  to  be  erected,  or 
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built  as  aforesaid,  or  as  they  may  hereafter  be  extended,  shall 
be  cut  off  or  altered  below,  to  be  supported  in  any  manner, 
in  whole  or  in  part,  by  wood,  but  shall  be  wholly  supportr 
ed  by  brick,  stone,  or  iron,  and  no  wood  or  timber  shall  be 
used  between  such  wall  and  such  supporters. 

Guttoni  to  ^  13,  AH  wooden  gutters  of  every  dwelling-house,  store, 
ooppor.fcc.  store-house,  or  other  building  hereafter  to  be  erected  or 
built  within  the  fire  limits,  as  extended  as  aforesaid,  or  as 
the  same  may  be  hereafter  extended,  shall  be  lined  and 
covered,  on  the  upper  surface  thereof,  with  copper,  zinc, 
tin,  or  iron. 

New  roofing.  ^14.  If  any  brick  front,  frame,  or  wooden  dwelling- 
house  already  erected  within  the  fire  limits,  as  the  same 
are  extended  by  this  act,  or  may  hereafter  be  extended, 
shall  require  new  roofing,  it  shall  and  may  be  lawful  for  the 
proprietor  or  proprietors  thereof  to  raise  the  same  for  the 
purpose  of  making  a  tlat  roof  thereon  ;  provided  that  such 
new  roofing  shall  be  made  of  copper,  slate,  tin,  zinc,  or 
iron ;  and  also,  provided  that  such  dwelling-house,  when 
so  raised,  shall  not  exceed  thirty-five  feet  in  height,  from 
the  level  of  the  sidewalk  to  the  peak  or  highest  point 
thereof. 

stwpipfi,  §  15.  All  steeples,  cupolas,  and  spires  of  churches,  or 
■i*if.8. '  "  other  public  buildings,  may  be  covered  with  boards  or 
shingles;  and  churches  and  said  other  public  buildings, 
shall  be  excepted  from  the  operation  of  so  much  of  the 
ninth  section  of  this  act  as  relates  to  iron  and  copper  shut- 
ters. 

p  Mir      ^  16.  Public  buildings  mentioned  in  preceding  sections, 

uo/i.      '    are  hereby  defined  to  be  such  buildings  as  shall  be  owned 

and  occupied  for  public  purposes  by  this  State,  the  United 
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States,  the  Corporation  of  the  City  of  New  York,  or  the 
Public  School  Society. 

§  17.  All  privies,  not  exceeding  ten  feet  square  and  ^^"i^^;^ 
fifteen  in  height,  and  all  fire-engine  houses,  belonging  to 
the  Corporation  of  the  said  city,  and  all  ferry-houses  which 
shall  be  erected  with  the  express  permission  of  the  said 
Corporation,  may  be  built  and  covered  with  wood,  board,  or 
shingles. 

§  18.  All  ash-holes  or  ash-houses  within  the  said  city,  ^^^^^ 
shall  be  built  of  stone  or  brick,  without  the  use  of  wood  in 
any  part  thereof. 

^19.  No  wooden  shed  shall  be  erected  or  permitted  shodi. 
within  the  fire  limits  of  the  said  city,  as  the  same  are  ex- 
tended as  aforesaid,  or  may  hereafter  be  extended,  unless 
one  whole  side  of  the  same  shall  be  left  entirely  and  con- 
stantly open,  in  addition  to  its  not  exceeding  twelve  feet 
in  height  at  the  peak,  or  at  the  highest  part  thereof. 

^  20.  No  wooden  or  frame  buildinff  whatever,  whether  ^^«x>«« 
the  same  may  have  a  brick  front  or  otherwise,  within  *'^k«- 
the  fire  limits,  as  extended  as  aforesaid,  or  as  the  same 
may  hereafter  be  extended,  shall  be  raised,  enlarged, 
or  built  upon,  or  removed  from  one  lot  to  another  with- 
in the  fire  limits  of  the  said  city,  as  the  same  are  ex- 
tended as  aforesaid,  or  may  hereafter  be  extended  ;  pro- 
vided, however,  that  brick  front,  frame  dwelling-houses, 
and  wooden  dwelling-houses,  only,  may  be  raised  under  the 
circumstances  and  in  the  manner  specially  provided  for  in 
the  fourteenth  section  of  this  act. 

^21.  Every  wooden  buildinff  or.  frame  buildinff  with  a,    rroriiitoo 

3  J  0»  o  ill     ca»u     of 

brick  front,  or  otherwise,  within  the  fire  limits  of  the  said  'tjl'?"**    ^^ 
city,  as  the  same  are  extended  as  aforesaid,  or  may  hereafter 
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be  extended,  which  may  hereafter  be  damaged  by  fire  to 
an  amount  not  greater  than  two  thirds  of  the  valae  ther^* 
of,  exclusive  of  the  foundation,  before  such  fire,  may  be 
repaired  or  rebuilt,  pursuant  to  the  provisions  of  the 
twenty-second  section  of  this  act;  but  if  such  damage 
shall  amount  to  more  than  two  thirds  of  such  value,  ex- 
clusive of  the  foundation,  then  such  building  shall  not  be 
repaired  or  rebuilt,  but  shall  be  taken  down  and  removed. 

Amount  of  ^  22.  The  amouut  or  extent  of  such  damage  by  fire, 
determined,  mentioned  in  the  foregoing  section  of  this  act,  shall  be  de- 
termined by  two  disinterested  persons  residing  in  the  said 
city,  one  of  whom  shall  be  appointed  by  the  owner  or  own- 
ers of  such  building,  and  the  other  by  the  Board  of  Assist- 
ant Engineers  of  the  Fire  Department  of  the  said  city ; 
and  in  case  such  two  persons  disagree,  they  are  to  select  a 
third  disinterested  person,  and  the  decision,  in  writing,  of 
any  two  of  them,  shall  be  final  and  conclusive  in  the  pre- 
mises ;  and  such  building  shall  not  be  repaired  or  rebuilt 
until  after  the  appointment  of  such  persons  as  aforesaid,  nor 
until  after  their  decision  shall  be  made  in  writing,  as  afore^ 
said,  finding  tliut  such  damage  does  not  exceed  two-thirds 
of  the  value  of  such  building,  as  it  existed  before  such  fire, 
exclusive  of  the  foundation. 

Altering.  §  23.  No  brick  or  stone  dwelling-house,  store,  store-house, 
e-A]J^^K'iig  or  other  building,  now  erected  or  hereafter  to  be  erected, 
within  the  fire  limits,  as  extended  as  aforesaid,  or  as  they 
may  hereafter  be  extended,  shall  be  altered,  raised,  enlarged, 
or  built  upon,  in  such  manner  that  such  dwelling-house, 
store,  store-house,  or  other  building,  were  it  wholly  built 
or  constructed  after  the  passage  of  this  act,  would  be  in 
violation  of  any  of  the  provisions  of  this  act. 


FIBE  DEPABTHENT.  91 

§  24.  The  owner  or  owners  of  any  dwelling-house,  store,  ^kSg^uU^ 
store-house,  or  any  other  building,  or  of  any  frame  building,  SiiTiJcu***  *^ 
with  or  without  a  brick  front,  or  of  any  wooden  building, 
or  of  any  ash-house,  ash-hole,  or  wooden  shed,  who  shall 
violate  any  provisions  of  this  act,  and  every  master  builder 
or  master  carpenter  w^ho  may  be  employed  or  asssist  there- 
in, shall,  for  every  such  violation,  respectively  forfeit  and 
pay  the  sum  of  five  hundred  dollars  ;  and  such  owner  or 
owners  shall  forfeit  and  pay,  in  addition  thereto,  the  sum  of 
fifty  dollars  for  every  twenty-four  hours  such  violation  shall 
remain,  after  notice  to  remove  the  same  shall  have  been 
given  ;  such  notice  may  be-  signed  by  any  of  the  Trustees 
or  Assistant  Engineers  of  the  Fire  Department  of  the  City 
of  New  York ;  such  notice  may  be  given  by  leaving  the 
same  at  the  residence  or  place  of  business  of  such  owner  or 
owners,  or  builder  or  carpenter,  or  by  serving  the  same 
personally,  or  by  serving  the  same  in  the  manner  provided 
for  by  and  in  the  twenty-ninth  section  of  this  act ;  and 
such  additional  penalty  shall  be  computed  and  recovered 
up  to  the  time  of  the  trial  of  any  suit  for  the  recovery 
thereof;  and  in  case  such  violation  shall  continue  after  the 
trial  of  such  suit,  for  such  continuing  additional  penalty, 
computing  from  the  time  of  such  trial,  may  be  recovered  in 
any  other  suit  or  suits  to  be  brought  by  the  Fire  Depart- 
ment of  the  City  of  New  York  for  that  purpose. 

^  25.  All  pecuniary  penalties  imposed  by  this  act  may  be     r^^naiti-s, 
sued  for  and  recovered,  with  costs  of  suit,  in  any  court  of  ~^'*'^- 
record  within  this  State,  by  the  Fire  Department  of  the  City 
of  New  York,  in  their  own  name  and  for  their  own  use. 

§  26.  Every  dwelling-house,  store,  store-house,  ash-hole,  ^p^'JJ^J^S 
ash-liouse,  shed,  or  other  building  of  any  description  wliat-  SJJi'™^  Jj 
ever,  herein  before  mentioned,  wliich  shall  hereafter  be  erect-  nuaJ^Sr*^ 
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ed,  built,  roofed,  repaired,  altered,  enlarged,  built  upon,  or 
removed,  contrary  to  any  of  the  foregoing  provisions  of 
this  act,  shall  be  deemed  a  common  nuisance,  and  the 
Justices  of  the  Supreme  Court,  and  the  Justices  of  the 
Court  of  Oyer  and  Terminer  and  General  Jail  Delivery,  and 
the  Justices  of  the  Court  of  General  Sessions  of  the  Peace 
within  said  city,  shall  have  cognizance  of  such  offenses ; 
and  the  court  to  which  an  indictment  or  presentment 
shall  be  preferred  for  such  offense,  shall  be,  and  hereby  is, 
empowered  and  enjoined  to  prosecute  such  indictment,  or 
cause  the  same  to  be  prosecuted,  in  the  usual  manner  of 
prosecutions,  and  upon  conviction,  to  adjudge  such  fines 
and  penalties  as  they,  in  their  discretion,  shall  think  fit  and 
proper ;  and  also,  in  their  discretion,  to  cause  such  nui- 
sances to  be  abated  and  removed. 

wbeo^*^'*^-      ^  ^^*  ^^^  actions  for  any  forfeiture  or  penalty  incurred 
°**°****        under  this  act,  shall  be  commenced  within  eighteen  months 
next  after  the  time  of  incurring  such  forfeiture  or  penalty. 

r«JJSli?ii^o  ^  ^^'  ^^^  duties  and  powers  that  were  by  law  conferred 
gSSni"^  %  upon  the  Fire  Wardens  in  the  City  of  New  York,  prior  to 
Ibis  act.  ^jjg  passage  of  an  act,  entitled  "An  act  for  the  establish- 
ment and  regulation  of  the  police  of  the  city  of  New  York," 
passed  May  7,  1844,  as  well  as  the  duties  and  powers  of 
Fire  Wardens  conferred  upon  the  police  by  the  said  act, 
and  by  the  act  to  amend  the  same,  passed  May  13,  1846, 
are  hereby  conferred  upon  the  Assistant  Engineers  of  the 
Fire  Department  of  the  City  of  New  York,  and  upon  their 
successors  in  office. 

They  are  to      ^  2^-  It  shall  also  be  the  duty  of  the   said  Assistant 

iDqiiii»    into  t^        •  ^*       i         ^        •  •  t  •         •    ^ 

▼:outi«n  of  l!in(]^meers  respectively,  to  mciuire  ana  examme  into  any 

ilie  UwR  for         f  .    ,      .  n  ..     ,  .   .  «     ,  L 

tiie  pr,v<>ii  and  every  violation  of  any  ot  the   provisions  of  the  acti 


FntE  DEPABTMSNT.  93 

heretofore  passed  for  the  prevention  of  fires  in  the  city  of 
New  Yorky  and  of  the  several  acts  amending  or  modifying 
the  same,  or  in  addition  thereto,  or  extending  the  fire 
limits  in  said  city,  and  of  this  act ;  and  it  shall  also  be  the 
duty  of  the  said  Assistant  Engineers  respectively,  to  give, 
or  cause  to  be  given,  a  notice,  in  writing,  signed  by  at  least 
one  of  them,  to  the  owner  and  builder  respectively,  of  any 
such  dwelling-house,  store,  store-house,  building,  ash-hole, 
ash-house,  wooden  shed,  wooden  building,  or  frame  build- 
ing in  said  city,  which  shall  after  the  passage  of  this  act,  be 
erected,  built,  raised,  altered,  enlarged,  or  built  upon,  or 
removed  from  one  lot  to  another,  or  which  shall,  alter  the 
passage  of  this  act,  be  in  the  course  of  erection,  building, 
raising,  alt-ering,  enlarging,  or  being  built  upon,  or  being 
removed  from  one  lot  to  another,  in  violation  of  any  of 
the  provisions  of  the  acts,  or  of  any  of  them,  mentioned  or 
referred  to  in  this  section,  or  of  this  act,  requiring  such 
cause  of  violation  to  be  removed  within  t^n  days  after 
service  of  such  notice;  such  service  shall  be  made  by 
leaving  such  notice  with  auy  person  of  suitable  age,  at 
such  dwelling-house,  store,  store-house,  building,  ash- 
house,  ash-hole,  wooden  shed,  wooden  building,  or  frame 
building,  or  by  posting  the  same  in  a  conspicuous  place 
on  such  dwelling-house,  store,  store-house,  building,  ash- 
hole,  ash-house,  wooden  building,  wooden  shed,  or  frame 
building. 

^  30.  If  any  such  cause  of  violation  shall  not  be  re-  ,f  {JTSUJe 
moved,  within  the  time  limited  in  such  notice,  the  Supreme  illtiJUt^  0*^1 
Court  of  the  State  of  New  York,  and  the  Court  of  Com-  ~*^' 
mon  Pleas  for  the  City  and  County  of  New  York,  shall, 
respectively,   in  addition  to  the  power  of  enforcing  the 
penalties  as  now  provided  by  law,  and  as  provided  by  this 
act  for  such  violation,  have  power  and  jurisdiction  in  an 
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action  to  be  brought  by  said  Fire  Department,  to  restrain 
by  injunction  the  further  erection,  building,  raising,  alter- 
ing, enlarging,  or  building  upon  such  dwelling-house, 
store,  store-house,  building,  ash-hole,  ash-house,  wooden 
shed,  wooden  building,  or  frame  building ;  and  also  to 
adjudge  and  decree  that  such  dwelling-house,  store,  store- 
house, building,  ash-hole,  ash-house,  wooden  shed,  wooden 
building,  or  frame  building,  whether  erected,  built,  raised, 
altered,  enlarged,  removed,  or  built  upon,  or  in  the  course 
of  erection,  building,  raising,  altering,  enlarging,  removing,' 
or  of  being  built  upon,  shall  be  taken  down  and  removed 

Duty  of  ^  31.  It  shall  be  the  duty  of  the  Sheriff  of  the  city  and 
county  of  New  York  to  execute  such  decree,  upon  re- 
ceiving a  certified  copy  thereof. 

Eir.iAWB.  ^  ^^'  l^he  said  Assistant  Engineers  shall  have  power  to 

make  such  by-laws  for  their  own  government  as  shall  not 
be  contrary  to  law,  or  to  the  ordinances  of  the  Corporation 
of  said  city. 

Pkj  or  A8-  ^  33.  The  compensation  of  the  said  Assistant  Engineers 
Isen.  shall  be  fixed  by  the  Common  Council  of  said  city,  and 
shall  not  exceed  the  sum  of  five  hundred  dollars  per  annum 
to  each  Assistant  Engineer,  and  shall  be  paid  by  the  Comp- 
troller of  said  city,  by  warrants,  quarterly,  and  the  Board 
of  Supervisors  of  the  City  and  County  of  New  York  shall 
have  power  to  raise,  by  tax,  a  sum  necessary  to  defiray 
such  salaries. 


RepeaL 


^  34.  All  laws  and  parts  of  laws  heretofore  passed, 
inconsistent  with  the  provisions  of  this  act,  are  hereby 
declared  to  be  repealed,  but  such  repeal  shall  not  aflect 
any  suit  or  prosecution  commenced,  or  penalty  or  offense 
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'  committed  previous  to  the  first  day  of  June 
every  such  suit  or  prosecution  may  lawfully 
ad  every  such  penalty  or  offense  be  demandedi 
recovered,  or  punished,  as  the  same  may  be, 
id  laws  and  parts  of  laws,  hereby  repealed,  had 
L  full  force. 

is  act  shall  take  effect  on  the  first  day  of  June    Jf* «;  ^ 
;he  Common  Council  shall  publish  this  act  once 
ivery  paper  employed  by  them,  firom  thirty  days 
ssage  thereof,  until  that  day. 
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78d  SESSION. 

CHAP.  178. 

AN  ACT*  further  to  amend  the  acts  in  relation  to  inturonmim 
property  in  this  State^  made  by  individuals  and  ossoaatumM 
unauthorized  by  law. 

Passed  March  30,  1S49,  *'  three-fifths  being  present" 

The  People  of  the  State  of  New  Yorky  represaited  in  Senate 
and  Assembly  J  dc  enact  as  follows : 

Monejsto      §1,  Thcrc  shall  be  paid  to  the  Treasurer  of  the  Fire 

be   pahl    to         '  -'- 

""•R;»^'  Department  of  the  City  of  New  York,  for  the  use  and  ben- 
efit  of  said  Fire  Department,  on  the  first  day  of  February 
in  each  year,  by  every  person  who  shall  act  in  the  city  and 
county  of  New  York,  as  agent  for  or  on  behalf  of  any 
individual,  or  association  of  individuals,  not  incorporated 
by  the  laws  of  this  State,  to  efiect  insurances  against  losses 
or  injuries  by  fire  in  the  city  and  county  of  New  York, 
although  such  individuals  or  association  may  be  incorpo* 
rated  for  that  purpose  by  any  State  or  county,  the  sum  of 
two  dollars  upon  the  one  hundred  dollars,  and  at  that  rate 
upon  the  amount  of  all  premiums  which,  during  the  year, 
or  part  of  the  year,  ending  on  the  next  preceding  first  day 
of  September,  shall  have  been  received  by  such  agent  ex 

^  The  above  act,  although  not  referring  directly  to  the  reg^ulation  of  tbe 
Fire  Department,  yet  appertains  to  its  finances,  and  is  deemed  by  tbe  000* 
piler  to  be  worthy  of  insertion  here. 
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m,  or  received  by  any  other  person  for  him,  or  shall 
been  agreed  to  be  paid  for  any  insurance  effected  or 
id  to  be  effected,  or  promised  by  him,  as  such  agent, 
herwise,  against  loss  or  injury  by  fire,  in  the  city  and 
ty  of  New  York. 

^  No  person  shall,  in  the  city  and  county  of  New  York, .  ^^JJJJJJ 
5ent  or  otherwise,  for  any  individual,  individuals,  orJfJJ»j£S 
iation,  effect,  or  agree  to  efiect,  any  insurance,  upon  *** 
h  the  duty  above  mentioned  is  required  to  be  paid,  or 
ent  or  otherwise,  procure  such  insurance  to  be  effect- 
ntil  he  shall  have  executed  and  delivered  to  the  said 
surer,  a  bond  to  the  Fire  Department  of  the  City  of 
York,  in  the  penal  sum  of  one  thousand  dollars,  with 
sureties  as  the  said  Treasurer  shall  approve,  with  a 
ition  that  he  will  annually  render  to  the  said  Treasurer, 
le  first  day  of  February,  in  each  year,  a  just  and  true 
ant,  verified  by  his  oath,  that  the  same  is  just  and  true, 
[  premiums  which,  during  the  year  ending  on  the  first  * 
>f  September  preceding  such  report,  shall  have  been 
ved  by  him,  or  by  any  other  person  for  him,  or  agreed 
i  paid  for  any  insurance  against  loss  or  injury  by  fire, 
e  city  and  county  of  New  York,  which  shall  have  been 
bed,  or  promised  by  him  to  be  effected,  from  any  indi- 
sil,  or  individuals,  or  association,  not  incorporated  by 
aws  of  this  State,  as  aforesaid ;  and  he  will  annually, 
le  first  day  of  February  in  each  year,  pay  to  the  said 
urer  two  dollars  upon  every  hundred,  and  at  that  rate 
L  the  amount  of  any  premiums. 

)•    Every  person  who   shall  effect,  agree  to  effect,    Pcaaitjtor 
lise,  or  procure  any  insiirance  specified  in  the  pre-  ing  bond. 
ig  sections  of  this  act,  without  having  executed  and 
ered  the  bond  required  by  the  preceding  section,  shall, 
7 
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for  each  offense,  forfeit  one  thousand  dollars,  for  the  nse  of 
the  said  Fire  Department ;  such  penalty  of  one  thoussnd 
dollars  shall  be  collected  in  the  name  of  the  Fire  Depart- 
ment of  the  City  of  New  York. 

Agnta  10  ^4.  Every  person  who,  at  any  time  hereafter,  as  agent 
oc^^'bwtaSI  ^^  otherwise,  for  any  individual,  or  individuals,  or  associa- 
Mj^hi  V9W  ^Qji^  may,  in  the  city  and  county  of  New  York,  effect,  or 
agree  to  effect,  any  insurance  specified  in  the  precedii^ 
sections  of  this  act,*  shall,  on  the  first  day  of  February,  in 
each  year,  or  within  ten  days  thereafter,  and  as  often  in 
each  year  as  he  shall  alter  or  change  his  place  of  doing 
business  in  the  said  city,  report  in  writing,  under  his 
proper  signature,  to  the  Comptroller  of  this  State,  and 
also  to  the  Treasurer  of  the  Fire  Department  in  the  City  of 
New  York,  the  street  and  number  thereof,  in  the  said  city, 
of  his  place  of  doing  business  as  such  agent  or  otherwise, 
designating  in  such  report  the  individual  or  individuals,  and 
association  or  associations  for  which  he  may  be  such  agent 
or  otherwise.  And  in  case  of  default  in  any  of  these  par- 
ticulars, such  person  shall  forfeit,  for  every  offense,  the  sum 
of  one  thousand  dollars,  to  be  recovered  and  collected  in 
the  name  of  the  people  of  this  State,  for  the  use  of  the  Fire 
Department  of  the  City  of  New  York. 

aactioM  1,      ^  5.  Sections  one,  two,  and  three  of  this  act  shall  apply 

SandStoap-  **  * 

ply  to  eTery  to  cvcry  city  or  incorporated  village  in  this  State,  where  a 
^^9^  treasurer  of  a  Fire  Department  exists,  and  where  no  officer 

is  known  by  the  laws  of  such  city  or  village,  the  treasurer 
of  such  city  or  incorporated  village  shall  exercise  all  the 
powers  and  perform  all  the  duties  for  the  purposes  of  this 
act,  of  the  Treasurer  of  the  Fire  Department  of  the  City  rf 
New  York,  as  far  as  relates  to  the  city  or  village  of  which 
he  is  the  treasurer,  and  he  shall,  under  the  direction  of  the 
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Common  Council  of  the  city,  or  the  trustees  of  the  village, 
pay  over  all  moneys  received  or  recovered  under  the  first, 
second,  and  third  sections  of  this  act,  to  the  Fire  Depart- 
ment of  such  city  or  incorporated  village ;  provided,  how- 
ever, that  the  penalty  of  the  bond  required  by  the  second 
section  of  this  act  shall  not  exceed  the  sum  of  two  hundred 
dollars,  in  any  city  or  village  of  this  State,  excepting  the 
dty  of  New  York. 

^  6.  All  the  provisions  of  sections  three,  four,  five,  six, 
seven,  of  title  twenty-one,  chapter  twenty,  of  the  first  part 
of  the  Revised  Statutes,  as  amended  by  the  act  of  the  21st 
February,  1837,  as  far  as  they  relate  to  fire  insurance,  are 
hereby  repealed* 


J'  f    J     1     ' • ' >  4 
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CHAP.  187. 

AN  ACT  to  amend  the  Charter  of  the  City  qf  New  York. 

Passed  April  2d,  1849. 


The  People  qfthe  State  qf  New  Torkf  represemed  in  Senate 
and  Assembly  i  do  eruict  as  follows : 


Deptftmeni     ^  13.  There  shall  be  an  Executive  Department,  to  be 

of      Repairs         ^  ^ 

andteppUM.  denominated  the  Department  of  "Repairs  and  Supplies," 
which  shall  have  cognizance  of  all  repairs  and  supplies  of 
and  for  roads  and  avenues,  public  pavements,  repairs  to 
public  buildings,  to  fire-engines  and  apparatus  of  Fire 
Department,  and  the  chief  officer  thereof  shall  be  called 
the  Commissioner  of  Repairs  and  Supplies.  There  shall  be 
four  bureaux  or  branches  in  this  department,  and  the  chief 
officers  shall  be  respectively  denominated  the  "Superin- 
tendent of  Roads,"  "  Superintendent  of  Repairs  to  Public 
Buildings,"  "  Superintendent  of  Pavements,"  and  "  Chief 
Engineer  of  the  Fire  Department."        #         •         # 
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72dSB8SIQV. 

CHAP.  196. 

AN  ACT  to  ommi  ^^An  act  for  the  more  effectual  preventum 
qfjires  in  the  city  of  New  Yorkj^  and  to  amend  the  acte  here- 
t^ore  pasted  for  that  purpose* 

Pas&ed  April  4,  1849. 

The  People  of  the  State  of  New  Yorkj  represented  in  Senate 
and  Assembly^  do  enact  as  follows: 

%  1.  Section  four  of  an  act  "  For  the  more  efiectual  pre- 
vention of  fires  in  the  city  of  New  York,"  and  to  amend 
the  acts  heretofore  passed  for  that  purpose,  passed  March 
7th,  1849,  is  hereby  amended,  and  shall  read  as  follows : 

«« Every  such  store  or  store-house,  being  more  than  thirty  sumi  ud 
feet  in  width,  shall  be  erected  and  built  in  such  manner  how^  to""^ 
that  all  the  floors  thereof,  throughout  their  whole  extent, 
shall  be  supported  by  and  rest  upon  one  or  more  additional 
partition  wall  or  walls,  built  of  brick  or  stone,  not  less  than 
eight  inches  thick,  or  upon  iron  girders,  sustained  by 
proper  and  sufficient  posts  or  pillars  of  iron,  brick,  or  stone, 
and  so  that  through  the  whole  extent  of  said  floors,  and 
each  of  them,  the  walls  of  such  store  or  store-house  (ex- 
cept the  front  and  rear  walls),  and  such  intermediate  sup- 
port or  supports  of  brick,  stone,  or  iron,  shall  not  be  distant 
from  each  other  more  than  thirty  feet,  and  all  such  parti- 
tion walls,  which  shall  exceed  thirty-five  feet  in  height. 
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from  the  level  of  the  sidewalk  to  the  peak  or  highest  put 
thereof)  shall  not  be  less  than  twelve  inches  thick ;  provided, 
however,  that  in  case  said  floors,  or  any  of  them,  shall, 
throughout  their  whole  extent,  be  supported  upon  inm 
beams  or  girders  of  proper  size  and  strength,  resting  upon 
the  lateral  walls  of  such  store  or  store-house,  and  distant 
from  each  other  not  more  tlum  fifteen  feet,  then  such  store 
or  store-house  may  be  so  built  and  erected  as  that  in  tlis 
story  or  stories  beneath  each  floor  so  supported,  the  latenJ 
walls  may  be  distant  from  each  other,  or  from  any  partition 
wall  of  brick  or  stone,  or  any  intermediate  support  of  inm 
as  herein  before  required,  a  distance  of  more  than  thirty, 
but  not  more  than  forty  feet/' 

^  2.  Section  ten  of  said  act  is  hereby  amended,  and  shall 
read  as  follows : 

■Dd'lSeluif  "The  planking  or  sheathing  of  a  roof  of  every  such 
logorroote.  j^elling,  store,  store-house,  or  other  building  so  to  be 
erected  or  built  as  aforesaid,  shall  in  no  case  be  extended 
across  the  party,  side,  or  ends  walls  thereof;  and  every 
such  dwelling-house,  store,  store-house,  or  other  building, 
and  the  top  and  side  of  dormer-windows  thereon,  shall  be 
roofed  and  covered  with  slate,  tin,  iron,  copper,  zinc,  or 
other  fire-proof  material  or  composition,  to  be  approved 
of  by  the  Chief  Engineer  of  the  Fire  Department  c^  the 
City  and  County  of  New  York,  and  be  equally  capable  d 
withstanding  the  influence  of  fire/' 

^  3.  Section  fourteen  of  said  act  is  hereby  amended,  and 
shall  read  as  follows : 

^Rooft  of  "If  any  brick  front,  frame  dwelling-house,  or  wooden 
J^,,^'^  dwelling-house,  already  erected  within  the  fire  limits,  aa 
°^''         the  same  are  extended  by  this  act,  or  may  hereafter  be  ex- 
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tended,  shall  require  new  roofing,  it  shall  and  may  be  law- 
ful for  the  proprieter  or  proprietors  thereof  to  raise  the  same, 
for  the  purpose  of  making  a  flat  roof  thereon ;  provided 
that  such  new  roofing  shall  be  made  of  copper,  slate,  tin, 
zinc,  or  iron,  or  other  fire-proof  material  or  composition ; 
the  same  to  be  approved  by  the  Chief  Engineer  of  the  Fire 
Department  of  the  City  and  County  of  New  York,  and  be 
equally  capable  of  withstanding  the  influence  of  fire ;  and 
also,  provided  that  such  dwtlling-house,  when  so  raised, 
shall  not  exceed  thirty-five  feet  in  height,  from  the  level  of 
the  sidewalk  to  the  peak  or  highest  part  thereof. 
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73d  SE8SI0S. 

AN  ACT  to  amend  an  act  entitled  *^An  act  for  the  man 
effectual  prevention  of  Jires  in  the  city  of  New  Yorkf  ami 
to  amend  the  acts  heretofore  passed  for  that  purpose^" 
passed  March  Ithj  1849. 

Passed  March  29th,  1850,  "three-fifths  being  present.** 

The   People   of  the   Stale   of  New  York^   represented  is 
Senate  and  Assembly^  do  enact  as  foUoios : 

fk-uISr^^rf  §  1.  Section  twenty-eight  of  the  act  entitled  "An  act 
e^'*  iSrSS^'  for  the  more  efiectual  prevention  of  fires  in  the  city  of  New 
iH4».  York,  and  to  amend  the  acts  heretofore  passed  for  that  pur- 

pose," passed  March  7,  1849,  is  hereby  amended,  and  shall 
read  as  follows: 

The  duties  and  powers  that  were  by  law  conferred  upon 
the  Fire  Wardens  in  the  city  of  New  York,  prior  to  the 
passage  of  an  act  entitled  "  An  act  for  the  establishment 
of  the  Police  of  the  city  of  New  York,"  passed  May  7th, 
1844,  as  well  as  the  duties  and  powers  of  Fire  Wardens, 
conferred  upon  the  police  by  the  said  act,  and  by  the  act 
to  amend  the  same,  passed  May  13, 1846,  are  hereby  con- 
ferred and  imposed  upon  the  officers  to  be  appointed,  as 
Ftreward.  hereinafter  in  this  section  mentioned,  who  shall  be  known 
and  designated  by  the  name  of  Fire  Wardens  of  the  City 
of  New  York. 

Numbw.  That  such  Fire  Wardens  shall  be  twelve  in  number,  and 
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shall  be  selected  from  firemen  of  the  city  of  New  Tork, 
exempted  by  law  from  duty,  at  the  time  of  such  selection, 
whether  then  in  active  duty  or  not,  and  shall  be  appointed  ^  ^gj^ 
by  the  Common  Council,  upon  the  nomination  of  the  R©-5^"iSS5l 
presentatives  of  the  Fire  Department  of  the  City  of  New  JJJlSStar  '*' 
York,  by  a  majority  of  the  votes  cast  by  them  for  that  pmLi^t.^ 
purpose. 

That  the  said  Fire  Wardens  shall,  within  ten  days  after    rtreward- 

•^  eiui     to     be 

their  appointment,  be  classified  into  three  classes  (four  in  ^uuxi, 
each  class),  by  lot,  to  be  drawn  by  the  President  of  the 
said  Fire  Department,  or  in  case  of  his  absence,  by  the 
Vice-President,  or  by  one  of  the  Trustees  of  the  said  Fire 
Department,  at  a  time  and  place  to  be  notified  to  said  Fire 
Wardens  ;  and  a  certificate  of  such  drawing  and  classifica- 
tion shall  be  signed  by  such  President,  Vice-President,  or 
Trustee,  and  filed  in  the  office  of  the  Clerk  of  the  City  and 
County  of  New  York.  The  classes  shall  be  respectively 
numbered  one,  two,  and  three,  according  to  the  term  of 
service  of  each.  Class  one  shall  serve  one  year ;  class  two 
shall  serve  two  years ;  class  three  shall  serve  three  years, 
and  until  their  successors  in  office  shall  be  appointed.  The 
first  nomination  and  appointment  of  twelve  Fire  Wardens 
shall  be  made  as  soon  after  the  passage  of  this  act  as  prac- 
ticable, and  thereafter  the  nomination  and  appointment  in 
place  of  those  whose  term  of  office  shall  expire,  shall  be 
made  annually,  on  or  about  the  second  Tuesday  of  April, 
in  each  succeeding  year ;  the  term  of  office  of  said  Fire 
Wardens,  who  shall  be  first  appointed  as  aforesaid,  shall 
end  as  follows :  class  one  on  the  second  Tuesday  of  April, 
1851 ;  class  two,  on  the  second  Tuesday  of  April,  1862  ; 
and  class  three,  on  the  second  Tuesday  of  April,  1853,  and 
imtil  their  successors  in  office  shall  be  appointed  as  afore- 
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Yacanciee,  gaid.  All  vacaiicies  happening  during  any  tenn  or  tenni 
of  office,  shall  be  fiUed,  as  often  as  they  shall  occur,  by  a 
like  nomination  and  appointment. 

^2.  Section  twenty-nine  of  the  said  act  hereby  amended, 
is  hereby  amended,  and  shall  read  as  follows : 

i^ei""  ^*  ®^*^'  ^^^^  ^®  ^^^  ^^*y  ^^  ^^^  ®^^  ^^®  Wardens  re- 
spectively, to  inquire  and  examine  into  any  and  every  vio- 
lation of  any  of  the  provisions  of  the  acts  heretofore  passed 
for  the  prevention  of  fires  in  the  city  of  New  York,  and  of 
the  several  acts  amending  or  modifying  the  same,  or  in  ad- 
dition thereto,  or  extending  the  fire  limits  in  said  dty,  and 
of  this  act ;  and  it  shall  also  be  the  duty  of  the  said  Fire 
Wardens  respectively,  to  give,  or  cause  to  be  given*  a  nO' 
tice,  in  writing,  signed  by  at  least  one  of  them,  to  the 
owner  and  builder  respectively,  of  any  such  dwelling-house, 
store,  store-house,  building,  ash-hole,  ash-house,  wooden 
shed,  wooden  building,  or  frame  building  in  said  dty, 
which  shall,  after  the  passage  of  this  act,  be  erected,  built,  . 
raised,  altered,  enlarged,  built  upon,  or  removed  fixim  one 
lot  to  another ;  or  which  shall,  after  the  passage  of  this  act, 
be  in  the  course  of  erection,  building,  raising,  altering,  en- 
larging, or  being  built  upon,  or  being  removed  firom  one 
lot  to  another,  in  violation  of  any  of  the  provisions  of  the 
acts,  or  of  any  of  them,  mentioned  or  referred  to  in  this  sec* 
tion,  or  of  this  act,  requiring  such  cause  of  violation  to  be 
removed  within  ten  days  after  service  of  such  notice ;  such 
service  shall  be  made  by  leaving  such  notice  with  any  pe^ 
son  of  suitable  age,  at  such  dwelling-house,  store,  stoie- 
house,  building,  ash-house,  ash-hole,  wooden  shed,  wooden 
building,  or  frame  building,  or  by  posting  the  same  in  > 
conspicuous  place  on  such  dwelling-house,  store,  store-hornet 


FIBS  DBPAJETXENT.  107 

building,  aflh-hole,  ash-houset  wooden  shed,  wooden  build* 
ing,  or  frame  building. 

It  shall  also  be  the  duty  of  the  said  Fire  Wardens  re- 
spectively, to  report  to  the  said  Chief  Engineer  the  loca- 
tion of  and  particular  circumstances  attending  any  building 
constructed,  6t  in  the  course  of  construction,  deemed  un- 
safe ;  and  also  to  report,  as  aforesaid,  all  cases  where  goods 
shall  be  improperly  stored  in  any  building,  so  as  to  hazard 
the  lives  of  firemen,  or  where  such  goods  shall  be  too 
heavily  laden  in  a  building,  or  where  any  building  shall 
firom  any  cause  have  become  unsafe. 

It  shall  also  be  the  duty  of  said  Fire  Wardens,  respec- 
tively, to  attend  all  fires  in  the  fire  districts  respectively  to 
which  they  may  be  allotted,  and  to  report  themselves  to 
the  engineer  in  command,  and  to  wear  at  such  fires  the 
usual  fire-cap,  with  the  words  '*  Fire  Warden,"  and  the 
number  of  such  district,  conspicuously  painted  thereon,  in 
white,  on  a  black  ground. 

That  the  said  Fire  Wardens  shall  report  all  their  pro-    to  report 

1    '    n  *tothe  Com- 

ceedings,  and  such  facts  and  information  as  they,  shall  ac-  ^  ^^' 
quire  in  respect  to  the  subject-matter  of  their  duties,  to  *y- 
the  Common  Council  of  the  City  of  New  York,  and  to  the 
said   representatives,  annually,  on  or  before  the   second 
Tuesday  of  April,  and  oflener,  if  required  so  to  do. 

That  the  said  Fire  Wardens  shall  be  provided  by  the  J^  ^^p** 
Common  Council  of  said  city  with  an  office,  and  with 
necessary  fuel  and  stationery  for  the  same,  which  office 
shall  be  kept  open  daily  (Sundays  and  holidays  excepted) 
from  8  o'clock,  A.M.,  until  five  o'clock,  P.M.    That  said  ^  ««*  ibr 

'  Fire     Wttrd- 

Common  Council  shall,  upon  the  nomination  of  a  majority  *°*' 
of  said  Fire  Wardens,  appoint  a  suitable  person  as  clerk  to 
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said  Fire  Wardensy  at  a  salary  not  exceeding  five  hundred 
dollars  per  annum,  subject  to  removal  at  any  time  by  tht 
Common  Council,  upon  the  request  of  a  majority  of  the* 
l^ire  Wardens,  for  incapacity  or  neglect  of  duty  preaeiibed 
to  him  by  said  Fire  Wardens ;  and  upon  any  such  removal, 
another  clerk  shall,  upon  like  nomination,  be  appointed  ai 
aforesaid ;  and  it  shall  be  the  duty  of  the  said  clei:k  to 
attend  at  such  office  during  said  office  hours. 

BemovaL  Thc  Commou  Couucil,  at  the  request  of  a  majority  of 
the  whole  number  of  the  representatives  of  said  Fire  De- 
partment, may  remove  any  of  said  Fire  Wardens  finm 
office,  for  incapacity  or  neglect  of  duty. 

^  3.  Section  thirty-two  of  said  act,  hereby  amended,  ii 
hereby  amended,  and  shall  read  as  follows : 

Fire  Ward-  The  Said  Fire  Wardens  shall  have  power  to  make  such 
by-laws  for  their  own  government  as  shall  not  be  contrary 
to  law,  or  to  the  ordinances  of  the  Corporation  of  the  said 
city,  and  as  shall  be  approved  of  by  said  representatives. 

^  4.  The  thirty-third  section  of  said  act,  hereby  amended, 
is  hereby  amended,  and' shall  read  as  follows : 

onnponsa-  The  Compensation  of  said  Fire  Wardens  shall  be  fixed 
wardeiA  by  the  Common  Council  of  said  city  of  New  York,  at  the 
sum  of  two  hundred  and  fifty  dollars  per  aimum  to  each 
Fire  Warden ;  and  shall,  as  well  as  the  salary  of  said  clerk, 
and  the  rent  of  said  office,  and  the  expense  of  fuel  and  sta- 
tionery, be  paid  by  the  Comptroller  of  said  city,  by  war- 
rants, quarterly ;  and  the  Board  of  Supervisors  of  the  City 
and  County  of  New  York  shall  have  power  to  Tsiae^  by  tax, 
a  sum  necessary  to  defray  the  same. 
Anistant      The  Dowers  and  duties  of  Assistant  Enirineers,  as  pro- 

BtfrinetTB  to  *   .  .  o        ,        '  * 

perform  duty  yldcd  for  iu  the  said  act  hereby  amended,  shall  continue, 
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y  thing  herein  contained  to  the  contrary,  nntil  the  first  JfilJIieM^ 
pointment  of  twelve  Fire  Wardens  shall  be  made,  as  *pp^***- 
reinbefore  provided,  and  no  longer,  and  the  salaries  of 
ch  engineers  shall  be  paid  up  to  that  time. 

§  5.  The  notice  mentioned  in  the  twenty-fourth  section  ^^^^^^ 
the  said  act  hereby  amended,  may  be  signed  by  any  of  2l^   ^*"' 

e  said  Wardens,  with  the  same  force,  validity,  and  efiect, 
if  the  same  were  signed  by  any  of  the  trustees  of  the 

id  Fire  Department,  as  provided  for  in  said  last-men- 

med  section. 

^  6.  Nothing  in  this  act  contained  shall  be  so  construed 
to  repeal  the  act  passed  March  25,  1850,. entitled  ''An 
t  to  authorize  Alexander  T.  Stewart  to  continue  and 
»mplete  his  present  store  in  Broadway,  in  the  city  of  New 
ork." 

^  7.  This  act  shall  take  efiect  immediately. 
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7tth  SBssnnr. 

CHAP.  62. 

AN  ACT  to  amend  an  act  entitled  ^*An  act  to  extend  the  duaUf 
of  the  firemen  of  the  city  of  New  York^^  paned  April  16, 
1831. 

Passed  March  25,  1851. 

The  People  of  the  State  of  New  York^  represented  in  Senate 
and  AuenMi/f  do  enact  aifoUowt: 

AeL  of 

tS^^     ^i'     ^1*  Section  two  of  an  act  entitled  **An  act  to  extend 
**•  the  charter  of  the  city  of  New  York,"  passed  April  16, 

1831,  is  hereby  amended,  and  shall  read  as  follows : 

ptre  Depart.  The  Said  corporation  shall  have  power  to  purchase,  hold, 
and  convey  any  estate,  real  and  personal,  for  the  use  and 
objects  for  which  the  said  corporation  was  instituted ;  but 

to^!!eed°^  such  real  or  personal  estate  shall  not  exceed  the  somof 

•100,000.     ^^^  hundred  thousand  dollars. 
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7«h  eOBSSIOT. 

CHAP.  66. 

AN  ACT  to  repeal  an  ad  entitled^  *^An  act  to  amend  an  'act 
for  the  mare  effectual  prevention  of  firei  in  the  city  of  New 
YorJcf  and  to  amend  the  acts  heretofore  passed  for  that  pur- 
posCf*^  passed  April  4, 1849  ;  and  to  amend  an  act  entitled 
**An  act  for  the  more  effectual  prevention  of  fires  in  the  city 
(f  New  Yorkj  and  to  amend  the  acts  heretofore  passed  for  that 
purposCf**  passed  March  7,  1849. 

Passed  March  28,  1851. 

The  People  of  the  State  of  New  York,  represented  in 
Senate  and  Assembly^  do  enact  asfoUotos: 

^  1.  The  act  entitled  '*  An  act  to  amend  an  act  for  the 
more  effectual  prevention  of  fires  in  the  city  of  New 
York,  and  to  amend  the  acts  heretofore  passed  for  that 
purpose,"  passed  April  4,  1849,  is  hereby  repealed. 

^  2.  Section  four  of  "  An  act  for  the  more  effectual  pre- 
vention of  fires  in  the  city  of  New  York,  and  to  amend 
the  acts  heretofore  passed  for  that  purpose,"  passed  March 
*^,  1849,  is  hereby  amended,  and  shall  read  as  follows  : 

Every  such  store,  or  store-house,  being  more  than  thirty      node  or 
feet  in  width,  shall  be  erected  and  built  in  such  manner  11^^ 
that  all  the  floors  thereof,  throughout  their  whole  extent, 
%hall  be  supported  by,  and  rest  upon  one  more  additional 
partition  wall  or  walls,  built  of  brick  or  stone,  not  less 
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than  eight  inches  thick,  or  upon  girders,  sustained  by  proper 
and  sufficient  posts  or  pillars,  of  iron,  brick,  or  stone,  and 
so  that  through  the  whole  extent  of  said  floors,  and 
each  of  them,  the  walls  of  such  store  or  store-house  (ex- 
cept the  front  and  rear  walls),  and  such  intermediate  sup- 
port or  supports  of  brick,  stone,  or  iron,  shall  not  be  dis- 
tant from  each  other  more  than  thirty  feet,  and  all  such 
partition  walls  which  exceed  thirty-five  feet  in  height*  from 
the  level  of  the  sidewalk  to  the  peak  or  highest  part  them- 
of,  shall  not  be  less  than  twelve  inches  thick ;  provided, 
however,  that  in  case  said  floors,  or  any  of  them,  shsU 
throughout  their  whole  extent,  be  supported  upon  iron 
beams  or  girders,  of  proper  size  and  strength,  resting  upon 
the  lateral  walls  of  such  store  or  store-house,  and  distant 
from  each  other  not  more  than  fifteen  feet,  then  such  ston 
or  store-house  may  be  so  built  and  erected  as  that  in  the  stray 
or  stories  beneath  such  floor  so  supported,  the  lateral  walli 
may  be  distant  from  each  other,  or  from  any  partition  wad 
of  brick  or  stone,  or  any  intermediate  support  of  brick, 
stone,  or  iron,  as  hereinbefore  required,  a  distance  of  more 
than  thirty,  but  not  more  than  forty  feet. 

^  3.  Section  twenty-four  of  the  said  last-mentioned  act 
is  hereby  amended,  and  shall  read  as  follows : 

Pen^iiea.  The  owner  or  owners  of  any  dwelling-house,  store,  store- 
house, or  other  building,  or  of  any  frame  building,  with  or 
without  a  brick  front,  or  of  any  wooden  building,  or  of 
any  ash-house,  ash-hole,  or  wooden  shed,  whether  heorthejr 
be  the  owner  or  owners  of  the  land  in  fee,  or  be  the  lessee  or 
lessees  thereof,  or  has  or  have  a  qualified  or  contingent  in- 
terest therein,  by  virtue  of  some  agreement  or  contract  in 
writing,  or  in  any  other  manner,  who  shall  violate  any 
provision  of  this  act,  and  every  builder,  carpenter,  maaoOt 
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r,  or  other  person  who  may  be  employed  or  assist 

in,  shall,  for  every  such  violation,  respectively  forfeit 

>ay  the  sum  of  five  hundred  dollars ;  and  such  owner 

niers  shall  forfeit  and  pay,  in  addition  thereto,  the  sum 

ly  dollars  for  every  twenty-four  hours  such  violation 

remain  after  notice  to  remove  the  same  shall  have  been 

i;  such  notice  may  be  signed  by  any  of  the  trustees  of 

ire  Wardensof  the  Fire  Department  of  the  City  of  New 

^  Such  notice  may  be  given  by  leaving  the  same  at  the 

snce  or  place  of  business  of  such  owner  or  owners, 

lilder  or  carpenter,  or  by  serving  the  same  personally, 

r  serving  the  same  in  the  manner  provided  for  in  the 

ty-ninth  section  of  this  act,  and  such  additional  pen- 

iball  be  computed  and  recovered  up  to  the  time  of  the 

of  any  suit  for  the  recovery  thereof,  and  in  case  such 

ion   shall   continue   after   the   trial  of  such   suit, 

continuing,   additional   penalty,    computing   from 

le  of  such  trial,  may  be  recovered  in  any  other  suit 

\  to  \>e  brought  by  the  Fire  Department  of  the  City 

'  York  for  that  purpose. 

Actions  ten  and  fourteen  of  the  said  last-mentioned 
lereby  revived. 

his  act  shall  take  effect  imme^tely. 


8 
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CHAP.  648. 

AN  ACT  to  amei^  m  aa  eiuUled  am  ''Jn  act  fo  ammi  At 
Charter  (f  the  dig  ^Ntm  TorW' pamei  J^fHl  2,  IBi^ 


Auembb/i 


Pamkd  July  11,  1861. 

\e  State  rfNew  Tork^repreeeniei 


%  2.  Section  twenty  is  hereby  amended  io  as  to  read  m 
fellows: 

The  heads  of  Departments,  exoept  the  Croton  Aqnedact 
Board,  shall  be  elected  eveiy  three  years,  by  fhe  peopk 
In  case  of  vacancy  of  any  of  said  heads  of  DepartmsniSv^ 
removal  from  office  or  otherwise,  the  Majror,  by  and  witt 
the  consent  of  the  Board  of  Aldermen,  shall  appoint  a  pe^ 
son  to  fill  the  same,  nntil  the  vacancy  shall  be  filled  by  tiie 
electors  at  the  next  charter  election.  The  heads  of  Depart- 
ments shall  nominate,  and  by  and  with  the  consent  of  the 
Board  of  Aldermen,  appoint  the  heads  of  bureaux  in  their 
several  departments,  except  the  Chamberlain  of  the  City  of 
New  York,  the  Receiver  of  Taxes,  and  the  Chief  Engineer 
of  the  Fire  Department ;  but  in  case  the  Mayor  shall  n^ 
lect  or  refuse  to  nominate  the  chief  officer  of  a  bureau  in 
the  Police  Department,  designated  as  the  Chief  of  Police, 
for  five  days  afler  the  commencement  of  the  session  of  the 
Common  Council,  to  be  holden  in  August,  1851,  it  shall  be 
the  duty  of  the  Board  of  Aldermen  to  appoint  such  officer 
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forthwith.  And  in  case  the  Mayor  shall  make  such  nomi- 
nation,  and  it  shall  be  rejected  by  the  Board  of  Aldermen, 
the  Board  of  Aldermen  shall  have  power  at  any  regular 
session  of  the  Common  Council  to  appoint  such  officer ; 
provided  that  five  days  of  any  such  session  shall  elapse 
without  another  nomination  being  made  by  the  Mayor,  and 
that  no  appointment  of  such  officer  shall  have  been  made 
as  heretofore  provided.  The  heads  of  departments  shall 
nominate,  and  by  and  with  the  consent  of  the  Board  of 
Aldermen,  appoint  the  clerks  in  Hhm  rsiqpective  offices. 
The  heads  of  bureaux  shall  nominate,  and  with  the  consent 
of  the  Board  of  Aldermen,  appoint  all  clerks  in  their 
respective  bureaux.  The  Ibyor  dndl  nominate,  and  by 
andwitii  the  consent  of  the  Boird  of  Aldermen,  appoilittbe 
Chamberlain  of  the  City  of  New  York,  the  chief  officers  of 
ibe  Croton  Aqueduct  Department,  and  the  Receiver  of 
Yaxes.  The  Chief  of  Tire  Department  shall  be  elected  in 
ilie  same  manner  as  is  now  or  may  hereafter  be  prescribed 
bylaw. .  Tlie  number  of  officers  and  clerks  in  tibe  several 
departments  shall  be  prescribed  by  the  Common  Council ; 
the  term  of  all  charter  offices  not  prescribed  by  the  law  of 
the  State,  shall  be  fixed  by  the  Common  CounoiL 
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<-:  :i 


CHAP.  SKL 

AN  ACT  to  fnfnii/^  for  a  wgobi^  ix^^  Ike  or^ 

ijffiru  in  ike  dig  qf  Nem  Yofi. 

PiUHED  Aptfl  16,  1853. 

T%e  Peopk  qf  tke  State  of  New  Tark,  reprmtOeim  8aM 
and  AeeenMy^  do  enact  at  JMaim : 

p^^^^  §  1.  The  Chief  of  Police  of  the  City  of  New  Toik  11  barn- 
ey Qt  vo-i^j  i^uthorized  and  required  to  make  an  inTertigation  inti 
the  origin  of  eyerj  fire  occurring  in  aaid  city,  and  fivr  flit 
purpose  he  is  hereby  invested  with  the  same  powm  mi 
jurisdiction  as  are  now  possessed  by  the  Police  Josticei  d 
said  city. 

^  2.  This  act  shall  take  e£bct  immediately. 


FIBS  DSPABTKENT.  117 


TeoiSBBBunr. 

CHAP.  228. 

lN  act  in  rekuian  to  the  Police  DepartmtiU  of  the  City  and 

ComUyqf  Neio  York* 

Passed  April  18,  1868. 

The  Peopk  (fthe  SiaU  of  New  Yorkf  repmeiUei  in  Senate 
ulAuemblyj  do  enact  at  foUowi : 

m 

ARTICLE  I. 

•  •  •  •  •  • 

^  11.  At  any  alarm  of  fire,  it  shall  be  the  duty  of  the  cap- ^i^^^^ 
linB  of  police,  nearest  the  scene  of  conflagration  forthwith 
>  proceed  to  the  same,  with  the  reserve  corps  of  their 
onnmand,  to  be  diligent  in  preserving  order  and  protecting 
loperty*  In  case  of  riot,  or  any  sudden  emergency  requir- 
ig  the  service  of  the  police,  the  captains  of  police  shall 
wibwith  proceed  to  the  scene  of  riot,  with  the  whole  police 
broe  off  duty,  or  any  part  thereof,  and  be  vigilant  in  sup- 
iressing  the  same. 

•  •  •  •  •  • 

ARTICLE  n. 

^  3.  He  (the  Chief  of  Police)  shall  repair  to  the  scene     ^  ^^^^ 
of  fire,  and  with  the  assistance  of  the  police  force  use  every  ^  ""•* 
exertion  to  save  and  protect  property,  and  remove  or  cause 
to  be  removed,  all  idle  and  suspicious  persons  from  the 
^cinity  of  the  fire. 

•  ••••• 

ARTICLE  IV. 

§  B.  No  person  connected  with  the  Police  Department    Excmpuoa 
^hall  be  liable  to  military,  fire,  or  jury  duty.  uJy,    "Sre, 
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CHAP.  M2. 

AN  ACT  to  amnend  an  ad  eniiihi^  *^Am  act  to  amend  an  ad 
entitled^  An  act/or  the  more  ^ectual  preoeiaum  of  firet  in  the 
city  of  New  York^  and  to  amend  the  acti  heretofore  pasted  for 
that  purpoie,^*  paaed  March  7,  1849 ;  pami  Mar^  29, 
1850. 

PA88SD  July  18, 1863,  *«  three-fifUui  being  preflent'' 

Thfi  Feople  of  the  StaU  of  New  York,  rephseenud  in  SemUe 
and  AMeembbfi  do  enact  at  foUowt : 

Aoi  or     ^1.  Section  fourth  of  the  act  entitled,  **An  act  to  nmmd 

March       29, 

1860,  aaMiid  an  act  entitled.  An  act  for  the  more  eflfectua!  preTenticm  of 
fires  in  the  dHy  of  New  York,  and  to  amend  the  acts  hue' 
tofbre  passed  for  that  purpose,'*  passed  Iforch  7,  184f ; 
passed  March  29, 1860,  is  hereby  amended,  and  shall  resd 
as  follows: 

ODmpeiin.  The  Gompeusation  of  said  Fire  Wardens  shall  be  fixed  by 
Wantons,  ^hc  Commou  Council  of  said  city  of  New  York,  at  a  sum 
not  exceeding  five  hundred  dollars  per  annum  to  each  Fire 
Warden,  and  shall,  as  well  as  the  salary  of  said  clerk,  and 
the  rent  of  said  office,  and  the  expense  of  fuel  and  station- 
Bow  pakL  ery,  be  paid  by  the  Comptroller  of  said  city,  by  wanaiiti» 
quarterly ;  and  the  Board  of  Supervisors  of  the  City  and 
County  of  New  York  shall  have  power  to  raise,  by  tazi* 
sum  necessary  to  defray  the  same. 

^  2.  This  act  shall  take  eflfect  immediately. 
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CHAP.  166. 

AN  ACT  to  amend  the  chofrter  of  the  Fire  Department  of  the 

cky  of  New  York. 

Passed  April  6, 1864. 

The  People  of  the  State  of  New  Yorkf  r^etented  m  Senate 
md  AuenMyf  do  enact  as  foUowi : 

§  1.  No  person,  nor  his  fiBonily,  shall  be  entitled  to  re-  nqjo"^ 
lief  from  the  funds  of  the  Fiie  Department  of  the  City  of  {^  ^^ 
New  York,  who  shall  belong  to  a  Fire  Department  whose  S^^£u"re 
members  shall  receive,  or  shall  be  entitled  to  receive,  pay  t^^  obr^ 
for  their  services  as  firemen,  from  the  Corporation  of  the  *" 
City  of  New  York,  or  otherwise ;  provided,  however,  that 
thia  act  shall  not  be  held  to  deprive  any  person  of  the 
rig^t  to  such  relief  who  now  is,  or  diall  hereafter  be  en- 
titled thereto,  by  virtue  of  services  rendered  in  the  present 
or  any  other  unpaid  Fire  Department. 
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AN  ACT  for  Hit  better  refutation  of  the  Firemen  in  the  dtg 

of  New  York. 

Passbd  March  29,  1865. 

The  People  of  the  State  of  New  Tork^  repretented  m  Senate 
and  Assembly  J  do  enact  as  foUom : 

ommM      ^  1.  There  shall  be  elected  by  the  representatives  of 


the  New  York  Fire  Department,  five  CommissionfirB,  at 
the  time  and  in  the  manner  hereinafter  provided,  to  be 
denominated,  *^  The  Commissioners  of  the  New  York  "Fm 
Department." 

Qectioa.  ^  3-  The  Said  Commissioners  shall  be  elected  on  flie 

second  Tuesday  in  May,  at  such  place  and  hour  as  flie 
said  representatives  shall  designate ;  and  a  majority  of  tiie 
votes  cast  shall  be  requisite  to  a  choice. 

_.  ,   ,        ^3.  The  first  election  for  Commissioners,  under  ihi» 

First  eiec-         *  ' 

t-*Jm  of  *S?  ^^*»  ^^^^^  ^^^  place  on  the  second  Tuesday  in  May  next; 

"'^'  and  within  ten  days  after  such  election  the   persons  *> 

elected  shall,  in  the  presence  of  the  President  of  the  New 
York  Fire  Department,  draw  for  the  term  of  their  respect- 
ive offices,  say,  one  for  the  term  of  five  years ;  one  for  flw 
term  of  four  years ;  one  for  the  term  of  three  years ;  one 
for  the  term  of  two  years ;  and  one  for  the  term  of  one 
year ;  and,  annually  thereafter,  there  shall  be  elected  one 
Commissioner,  to  hold  his  office  for  the  term  of  five  yesrt* 
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^  4.  In  case  of  a  yaGancy  in  the  office  of  either  or  all  ni'^^eaafiim. 
he  said  Commiflnoners,  either  by  death,  removal,  or  rang- 
lation,  the  said  representatives  shall  proceed,  within  thirty 
ays  thereafter,  to  fill  said  vacancy  or  vacancies  ;  and  the 
erson  or  persons  so  elected  shall  hold  their  office  only  for 
lie  balance  of  the  unexpired  term. 

^  5.  In  case  of  the  refusal  or  neglect  of  either  or  all  of  daty!*^^ 
le  s^d  Commissioners  to  perform  any  of  the  duties  im- 
oaed  upon  them  by  this  act,  the  Common  Council  of  the 
lity  of  New  York  shall  have  power  to  remove  said  Com- 
lissioner  or  Commissioners;  such  removal  to  take  place 
pen  the  petition  of  the  said  representatives  therefor. 

^  6.  No  person  shall  be  eligible  as  such  Commissioner,  mtnmj 
udess  he  shall  be,  at  the  time  of  such  election,  an  exempt 
ireman,  and  shall  have  ceased  to  be  a  member  of  the  New 
Tork  Fire  Department,  for  at  least  three  years  prior  to  said 
election. 

%  7.  It  shall  be  the  duty  of  the  President  and  Secretary  jf^j,^  ^ 
of  the  New  York  Fire  Department,  to  certify  to  the  Com-  StobTS* 
mon  Council  the  names  of  the  persons  so  elected  Commis-  mon  counc'iii 
noners. 

^8.  The  said  Commissioners  shall  nominate,  and  the 
Ciommon  Council  shall  appoint,  a  clerk,  at  a  salary  not 
exceeding  five  hundred  dollars  a  year ;  and  the  Commis- 
Boners  and  clerk  shall  take  an  oath  to  well  and  faithfully 
peifonn  their  office. 

^  9.  It  shall  be  the  duty  of  the  said  Commissioners  to 
^^mre  into  all  applications  for  the  organization  of  volun-  «»p»»*«- 
^  fire  companies ;  and  the  result  of  such  inquiry,  whether 
^  favor  of  or  against  said  application,  shall  be  certified  by 
ftem,  through  the  Chief  Engineer,  to  the  Common  Council, 
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for  eonfinoatioii.  No  Tolunteer  fiio  eompaDiei  duU  be 
ocgmiiedi  uzileis  iqvprored  by  ndd  CSomnuMioMn,  wro  m 
pzoridad  for  horetfter  in  aectioii  twelve* 

^  10.  It  th&Il  be  the  duty  of  the  Chiaf  Engineer  of  ifa» 
Fire  Department,  to  preient  to  aaid  CommiMionen  tie 
names  of  all  persons  applying  to  be  Tolnnteer  firemen,  and 
of  all  persons  expelled  or  resigned  firom  the  Deparbnot ; 
and,  on  the  same  being  dnly  investigated  and  deteminel 
by  them,  they  shall  certify  ibe  result  of  action  to  Oe  CUtf 
En|^eer,  who  shall  thereupon  return  the  same  to  As 
COTunon  Council  for  their  approval. 

jurtodictioo  ^11.  The  said  Commissioners  shall  have  cognizance  <tf 
8ioo«n.  all  complaints  against  volunteer  firemen,  for  riotous  or 
disorderly  conduct  at  fires,  or  alarms  of  fire ;  or  for  viola- 
tion of  any  of  the  State  or  city  laws  respecting  the  firemen 
of  the  city  of  New  York ;  they  shall  diligently  inquire  into 
the  same,  and  if  the  parties  so  charged  shall  be  proved 
guilty,  the  said  Commissioners  are  hereby  empowered  to 
suspend  or  remove  such  firemen,  subject  to  the  approval  of 
the  Common  CounciL 


„j^  j^  ^  12.  Should  any  disagreement  arise  between  the  Coin- 
mon  Council  and  the  said  CommissionerB,  in  regard  to  any 
decision  of  the  latter,  under  the  ninth,  tenth,  and  deventt 
sections  of  this  act,  the  same  shaU  be  referred  back  to  fko 
Ccnnmissioners  for  reconsideration ;  and  should  the  mii 
Commissioners  refuse  to  recede  therefirom,  or  reconsiderilio 
same,  then  their  action  shall  be  final ;  unless  the  Common 
Council,  by  a  vote  of  three  fourths  of  all  the  memben 
elected  to  each  board,  shall,  within  thirty  days  after  said 
action  shall  have  been  certified  to  them,  overrule  such  do- 
ciaion. 
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^  la.  TI10  itid  GomnimoMiBn  may  make  Buch  rulee  and ^^^^ 
ifgnlatieM  mk  m$f  ba  neeasiary  £»  tha  pedenaaaaa  of 
their  duties,  not  incoimiatent  with  the  lawa  of  the  dtj  or 
State  of  New  York,  or  of  the  United  States. 

^  14i  The  Chainnan  of  said  Commiaionen  may  admin*  whimms. 
iitar  oatiia  and  affirmati<m8  to  witnesses  appearing  befoie 
tlisoi»  and  may  leqniie  snch  witnesses  to  testify  in  respect 
to  any  matters  pending  before  the  Commissionefs ;  and 
should  such  witness  or  witnesses,  after  being  duly  notified, 
reibse  to  attend,  the  Commissioneis  may  apply  to  one  of 
the  justices  of  the  Supreme  Court;  and,  upon  proper  proof 
being  made  of  the  service  of  notice,  the  said  justice  shall 
iasue  an  attachment,  compelling  the  attendance  of  such 
witness  or  witnesses. 

^  15.  False  swearing  before  said  Commissioners  shall  be  PBijurj. 
deemed  peijury,  and  punishable  as  such. 

%  16.  The  Common  Council  shall,  in  addition  to  the  fire-  BMigw. 
cap  now  in  use,  design  a  badge,  one  of  which  shall  be  worn 
by  every  fireman  when  on  duty  as  such,  and  by  such  exempt 
firemen  as  the  Board  of  Commissioners  may  give  permission 
to  in  writing;  and  they  shall  pass  such  ordinances  as  may 
be  requisite,  to  prevent  the  approach  of  persons  other  than 
firemen  or  policemen  to  the  vicinity  of  fires. 

§  17.  Any  person  who  shall  falsely  represent  any  of  the  ^J^^pJISJJ 
members  of  the  Fire  Department  of  the  City  of  New  York,  ■**'°"- 
or  who  shall  maliciously,  with  intent  to  deceive,  use  or  imi- 
tate lany  of  the  signs,  fire-caps,  badges,  signals,  or  devices, 
adopted  or  used  by  the  Fire  Department,  shall  be  deemed 
guilty  of  a  misdemeanor,  and  shall  be  subject  to  a  fine  of 
not  less  than  twenty-five  dollars,  or  more  than  two  hundred 
and  fifly  dollars,  and  by  imprisonment  for  a  term  not  less 
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than  ten  days,  or  more  than  three  months;  and  all  fines  lo 
collected,  to  be  paid  over  to  the  Trustees  of  the  New  Tod 
Fire  Department  Fund. 

^  18.  The  term  **  Volunteer  Fireman/'  shall  be  unde^ 
stood  as  applying  to  all  persons  who  now  are,  or  who  may 
hereafter  become  members  of  the  Fire  Department  of  tiw 
City  of  New  Yoik,  as  at  present  organized,  under  the  Iswi 
<tf  the  State  and  of  ssid  city. 

^19.  All  laws,  or  parts  of  laws,  now  existing,  the  pro- 
visions of  which  are  inconsistent  with  all  or  any  of  the 
provisions  of  this  act,  are  hereby  repealed. 

%  20.  This  act  shall  take  eflect  on  the  second  Tuesdayin 
May  next. 
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CHAP.  14S. 


AN  ACT  to  amend  an  act  etuitled  **A^  act  to  amend  am  act 
entitled^  An  act  to  extend  the  charter  of  the  fireman  rf  the 
cky  (fSew  Tork^'*  passed  April  sixteenth^  one  thousand  eight 
hundred  andfifty-one* 

Passed  April  3,  1855. 

The  People  of  the  State  qf  New  Torkf  represented  in  Senate 
and  AuenMyf  do  enact  asfiMows : 

^  1.  Section  one  of  an  act  entitled  **  An  act  to  amend  an      ActMto 
act  entitled.  An  act  to  extend  tbe  charter  of  the  firemen  nJ^DeiiMt^ 
of  tibe  city  of  New  York/'  paaied  April  nxteenth,  one  ST*  *°**°*** 
thousand  eight  hundred  and    thirty-one,  passed   March 
twenty-^Sfth,  one  thousand  eight  hundred  and  fifty-one,  is 
hereby  amended,  and  shall  read  as  follows : 

The  said  corporation  shall  have  power  to  purchase,  hold,      p^er  to 
and  convey  any  estate,  real  or  personal,  for  the  use  and  reai  wtate.  ' 
objects  for  which  the  said  corporation  was  instituted ;  but 
such  real  and  personal  estate  shall  not  exceed  the  sum  of 
One  hundred  and  fifty  thousand  dollars. 

^  2.  This  act  shall  take  effect  immediately* 
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AN  ACT  fiariher  to  amend  <m  aet  auitkd  "An  act  to  amed 
an  act  for  the  more  ^ectnal  pneattion  qf^ret  in  the  algif 
New  York,"  paued  March  7th,  1849,  fat$ed  MarA  99A, 
1800. 

Passkd  February  19tk,  1866,  «*  three-fifths  being  preieni'* 

The  Peopk  of  the  State  of  New  Torlc^  repntaitei  w  SmaU 
and  Assembly^  do  enact  as/ottaws: 

%  1.  The  fifth  Bubdiyision  of  section  two  of  the  act  fbriha 
to  amend  an  act  entitled  *'An  act  to  amend  an  act  for  the 
more  effectual  prevention  of  fires  in  the  city  of  New 
York,"  is  hereby  amended  so  as  to  read  as  follows : 

That  the  said  Fire  Waxdens  shall  be  provided  by  flie 
Oommon  Coundl  of  said  city  with  an  office,  and  wift 
necessary  fuel  and  stationery  for  the  same  $  which  oflhe 
shall  be  kept  open  daily  (Sundays  and  holidqrs  exeepts^ 
fi'om  eight  o'clock  AM^  until  five  o'dook  PJI.  Hkd 
said  Common  Council  shall,  upon  the  nomination  of  ft 
majority  of  said  Fire  Wardens,  appoint  a  suitable  person 
as  clerk  to  said  Fire  Wardens,  at  a  salary  not  exceediiv 
eight  hundred  dollars  per  annum,  subject  to  removal  it 
any  time  by  the  Common  Council,  upon  the  request  of  s 
majority  of  the  Fire  Wardens,  for  incapacity  or  neglect  of 
duty  prescribed  by  sud  Fire  Wardens ;  and  upon  any  such 
removal,  another  clerk  shall,  upon  like  nomination,  be 
appointed  as  aforesaid,  and  it  shall  be  the  duty  of  said 
clerk  to  attend  at  such  office  during  said  office  hours. 

^  2.  This  act  shall  take  effect  immediately. 
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raft 

AS  A(jr  to  ame^d  M  act  aaiUed  ** An  act  for  the  imer  f^ 
kaiom  of  the  Firemem  in  the  City  if  Now  Yorkf^  fatted 
March  29,  1866. 

PiowBD  March  10»  1866. 

The  People  of  the  State  of  New  York,  represented  in  Senate 
and  Assembly,  do  enact  asfoUows : 

%  1.  Section  eight,  of  the  act  entitled  '*  An  act  for  the 
better  regulation  of  the  firemen  in  the  city  of  New  York/' 
is  hereby  amended,  to  read  as  follows : 

The  Commissioners  shall  nominate,  and  the  Common     cierk  ap- 
Council  shall  appoint  a  clerk,  at  a  salary  not  exceeding  aaiary. 
ei^t  hundred  dollars  a  year ;  and  the  Commissioners  and 
dark  shall  take  an  oath,  to  well  and  faithfully  perform 
the  duties  of  their  office. 

^2.  Section  twelve  of  said  act  is  hereby  amended,  to  read 
as  follows : 

Whenever  the  said  Commissioners  shall  have  certified  to  oatf  or 
the  Common  Council  any  decision  made  by  them  under  council. 
the  ninth,  tenth,  and  eleventh  sections  of  this  act,  it  shall 
be  the  duty  of  the  Common  Council,  within  sixty  days 
thereafter,  either  to  confirm  such  decision,  or  refer  the  same 
back  to  the  Commissioners  for  revision ;  and  in  case  the 
Common  Council  shall  fail  either  to  confirm  or  refer  back 
such  decision  of  the  Commissioners,  within  sixty  days,  as 
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above  specified,  the  said  decinon  of  the  CommissioDen 
shall  be  deemed  final,  and  witibout  appeal ;  and  if  the  Com- 
mon Council  shall  refer  back  any  such  decision  to  fhe 
Commisdoners,  and  the  Commissionera  shall  refuse  to  re- 
cede therefirom,  or  reconsider  the  same,  the  decision  of  said 
Commissioners  shall  be  finals  unless  the  Common  Coundl} 
within  thirty  days  after  said  refusal  shall  have  been  certi- 
fied to  them,  shall,  by  a  vote  of  three-fourths  of  all  the 
members  elected  to  each  Board,  overrule  such  dedsion. 

^3.  This  act  shall  take  eflfoet  immediately. 
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AN  ACT  to  provide  against  unsafe  buUdings  in  the  city  of 

New  York. 

m 

Passbd  April  14,  1866. 

The  People  of  the  State  of  New  Torkf  represented  in  Senate 
and  Assembly^  do  enact  asfoUows: 

%  1,  All  dwelling-houses,  stores,  store-houses,  and  all  ^,"°**JJ^ 
other  buildings  hereafter  to  be  erected  or  built  in  the  city  Jj^  ^""^* 
of  New  York,  to  the  southward  of  a  line  drawn  one  hun- 
dred feet  north  of  Forty-second  street  in  said  city,  and 
extending  from  the  East  to  the  Hudson  river,  shall  have 
front  and  rear  walls,  and  side  walls  on  both  sides,  whether 
such  side  walls  be  outside  or  party  walls ;  and  all  outside 
and  party  walls  of  every  such  dwelling-house,  store,  store- 
house, or  other  building,  shall  be  constructed  of  stone, 
brick,  or  iron,  and  shall  be  started  and  built  upon  founda- 
tions of  stone  or  brick. 

%  2.  Every  such  store  or  store-house,  or  other  building  sp«ciflcar 
other  than  a  dwelling,  being  more  than  thirty  feet  in  width,  buuding. 
shall  be  erected  and  built  with  a  partition  wall,  or  with 
partition  walls,  of  stone  or  brick,  not  less  than  twelve 
inches  thick,  running  from  front  to  rear,  or  with  proper  and 
lufficient  girders,  not  less  than  ten  by  twelve  inches  square, 
running  from  front  to  rear,  sustained  by  proper  and  sufficient 
posts  or  pillars  of  stone,  brick,  or  iron,  or  of  oak,  locust,  or 
yellow  pine,  so  that  the  side  and  partition  walls  of  such 
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store  or  store-house,  or  other  building  other  than  a  dwell- 
ing, and  such  intermediate  posts  or  pillars,  shall  not  be 
distant  from  each  other  more  than  thirty  feet ;  and  said 
posts  or  pillars  shall  be  placed  at  intervals,  from  front  to 
rear,  of  not  more  than  ten  feet,  and  if  made  of  oak,  locust, 
or  yellow  pine,  shall  not  be  less  than  seven  inches  in  diam- 
eter at  any  part  thereof;  provided,  however,  that  any  such 
store  or  store-house,  or  other  building  other  than  a  dwell- 
ing, may  be  erected  and  built  so  that  the  side  and  partition 
walls  thereof,  and  such  intermediate  posts  and  pillars  may 
be  distant  from  each  other  more  than  thirty  feet,  but  not 
more  than  forty  feet ;  if  said  store  or  store-house  be  through- 
out constructed  with  iron  beams,  or  girders,  of  proper  size 
and  strength,  resting  upon  the  said  walls,  and  distant  from 
each  other  not  more  than  fifteen  feet. 

Walk,  ^3.  Every  partition  wall  in  any  such  dwelling-house, 
?o8to, '  and  store,  storc-house,  or  other  building,  shall  be  started  and 
built  upon  a  foundation  of  stone  or  brick.  And  every  post 
and  pillar  which  shall  support  any  other  post  or  pillar,  or 
any  beam  or  girder,  shall  rest  upon  a  wall  of  stone  or  brid, 
of  not  less  than  twelve  inches  thick,  or  upon  a  proper  and 
sufficient  post  or  pillar  of  oak,  locust,  or  yellow  pine,  not 
less  than  seven  inches  in  diameter,  at  any  part  theieoC 
And  every  such  wall  which  shall  form  the  support  of  any 
post  or  pillar,  shall  be  started  and  built  upon  a  foundation 
of  stone  or  brick ;  and  the  post  or  pillar,  which  shall  be 
lowest  in  the  series,  shall  rest  upon  a  foundation  of  stone 
or  brick. 

ill'Jilw!***  §  4.  In  every^sufih^d^elling-house,  store,  store-house,  or 
other  buildini^  every  cel^lr,  pier,  column,  post,  and  pillar, 
built  of  rubble^slofie^t^  brick,  shall,  at  intervals  of  not 
more  than  three  feet,  have  built  into  it  a  stone  not  lesi 
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lan  three  inches  thick,  and  of  a  diameter  each  way  equal 
I  the  diameter  of  the  pier,  column,  post,  or  pillar* 


Temporary 


^  5.  Every  temporary  support  placed  under  any  wall, 
irder,  or  beam  during  the  erection,  finishing,  alteration, 
r  repairing  of  any  such  dwelling-house,  store,  store-house, 
r  other  building,  shall  be  equal  in  strength  to  the  permar 
ent  supports  required  for  such  wall,  girder,  or  beam,  by 
lis  act.  And  until  the  roof  is  on,  the  walls  of  every  such 
BV^Iling-house,  store,  or  store-house,  and  other  building, 
lall  be  strongly  braced  from  the  beams  of  each  story,  at 
itervals  of  not  more  than  ten  feet. 

§  6.  The  outside  walls  of  all  such  dwelling-houses,  „„,wtai^*i;J 
x>res,  store-houses,  and  other  buildings,  shall  not  be  less  ^^^^  "^ 
lan  eight  inches  thick ;  and  all  such  outside  walls  as  shall 
zceed  thirty-five  feet  in  height  from  the  level  of  the  side- 
ralk  to  the  peak  or  highest  point  thereof,  and  all  party 
rails,  shall  be  not  less  than  twelve  inches  thick.  And  all 
^Is,  whether  outside,  party,  or  partition  walls,  of  any 
nch  dwelling-house,  store,  or  store-house,  or  other  build- 
ig  other  than  a  dwelling-house,  which  shall  exceed  fifty 
3et  in  height  firom  the  level  of  the  sidewalk  to  the  peak  or 
ighest  point  thereof,  shall  not  be  less  than  sixteen  inches 
hick  to  the  under  side  of  the  second  tier  of  beams  above 
be  tevel  of  the  sidewalk ;  provided  said  under  side  of  said 
eeond  tier  of  beams  be  not  less  than  twenty  feet  from  the 
Bvel  of  the  sidewalk  ;  but  should  the  under  side  of  said 
econd  tier  of  beams  be  less  than  twenty  feet  from  the 
evel  of  the  said  sidewalk,  said  walls  shall  be  sixteen  inches 
hick  to  the  under  side  of  the  third  tier  of  beams  above  the 
aid  level.  No  wall,  after  it  has  been  built,  shall  be  in- 
xeased  in  thickness  so  as  to  be  considered  under  any  pro- 
ision  of  this  act  of  any  greater  thickness  than  it  was 
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originally,  and  every  suioh  wall  shall  be  built  with  headen 
every  five  couraea* 

^'^'^^  ^  7.  The  mortar  uaed  in  the  conrtniotion  of  any  i9ch 

dwelling-houae,  atore,  atore-houae,  or  other  buildings  ahill 
be  oompoaed  of  lime  and  sand  in  the  following  proportioiia: 
mortar  uaed  for  brick-woriL,  of  one  part  of  lime  to  threa 
parta  of  sand,  and  mortar  uaed  for  atooa-worii,  one  part 
lime  and  four  parts  sand.  No  inferior  lime  ahall  be  usady 
and  all  sand  shall  be  clear,  sharp  grit,  free  fiom  kMUBik 
Nothing  shall  be  so  construed  in  this  law  aa  to  pievial 
the  use  of  cement. 

chimS?  *"*  ^  ®'  ^^  ^^  ®^^^  dwelling-house,  store,  store-house,  or 
other  building,  shall  any  wood  or  wood-work  be  placed 
within  eight  inches  of  any  flue,  and  no  chimney  ahall  be 
started  or  built  upon  any  floor  or  beam,  and  in  no  case 
where  the  breast  of  a  chimney  shall  project  more  than  four 
inches,  shall  it  be  commenced  in  any  wall,  but  ahall  be 
started  from  the  foundation,  and  all  flues,  without  reference 
to  the  purpose  for  which  they  may  be  used,  to  have  the 
joints  struck  smooth  on  the  inside.  All  hearths  shall  be 
supported  by  arches  of  stone  or  brick,  and  no  chimnef 
shall  be  entirely  cut  off  in  whole  or  part,  to  be  aupporiad 
below  in  any  manner  whatever. 

corui^!^      ^  ^'  '^^^  wooden  gutters  and  cornices  of  any  such  dwell- 


to   bo   Hii-  iiig.house,  store,  store-house,  or  other  building  so  to  be 


And  corn 
to     be 
chorod. 

built  or  erected  as  aforesaid,  shall  be  firmly  aeeured  bjr 
irons,  which  shall  not  be  more  than  seven  and  one  half  ftel 
apart  firom  each  other ;  and  in  all  such  gutters  not  exceed* 
ing  twelve  inches  in  width,  the  said  irons  shall  bo  at  lesit 
two  inches  in  width,  and  half  an  inch  thick ;  and  in  such  gat* 
ten,  exceeding  twelve  inches  in  width,  the  said  irona  ahaU  be 


\ 
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at  least  two  and  a  half  inches  in  width,  and  five-eighths  of  an 
inch  thick ;  and  the  said  irons,  except  those  at  the  end  of  the 
cornice  or  gutter,  shall  be  fastened  or  secured  to  the  floor 
or  roof  beams,  and  the  end  irons  shall  be  constructed  so  as 
to  fasten,  and  shall  be  fastened  in  the  side  or  end  walls. 
All  bracket  cornices  of  wood,  whether  used  for  a  gutter  or 
not,  shall  be  made  so  as  to  have  the  brackets  built  into  the 
wall,  and  shall  be  well  &stened  to  wall  strips  placed  in  the 
walls  for  that  purpose.  In  all  cases  the  wall  shall  be  con- 
tinued to  the  planking  of  the  roof;  and  when  the  cornices 
project  above  the  roof,  the  wall  shall  be  carried  up  to  the 
same  height  with  the  cornice  ;  and  in  no  case  shall  any 
wooden  bracket  cornice  be  extended  across  two  or  more 
buildings,  but  the  same  shall  return  against  the  front  of  the 
building  on  which  it  is  placed.  In  every  case  the  greatest 
weight  of  stone  or  iron,  of  which  the  cornice  shall  be  con- 
structed, shall  be  in  the  inside  of  the  outer  line  of  the  wall 
in  which  the  cornice  shall  rest. 

^10.  The  walls  of  every  such  dwelling-house,  store,  or^^'^^o** 
store-house,  and  other  building,  shall  be  securely  anchored, 
with  iron  anchors,  to  each  tier  of  beams,  also  in  side  walls, 
to  secure  the  front  walls  to  side  walls,  at  intervals  of  not 
more  than  eight  feet ;  all  plate  irons  shall  be  built  into  the 
side,  end,  or  party-walls,  and  the  iron  anchors  used  to  se- 
cure plate-pieces,  shall  be  at  least  two  inches  wide,  and 
half  an  inch  thick ;  the  anchors  to  be  used  at  each  end  of 
every  such  plate-piece,  shall  be  worked  or  built  into  the 
side,  end,  or  party-wall  of  the  building,  and  the  end  of 
such  anchors  shall  turn  down  at  least  four  inches. 

§  11.  All  scuttle-frames  and  doors  in  every  such  dwelling-  (nm^^^H^ 
house,   store,  store-house,  or  other  building  so  built  as"*"*®"* 
aforesaid,  shall  be  made  of,  or  covered  with  copper,  zinc, 
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tin,  or  iron ;  and  every  window  and  entrance  above  the 
first*  story,  in  the  rear,  and  on  the  side  of  every  such  store, 
store-house,  or  other  building,  over  thirty-five  feet  in  height 
from  the  level  of  the  sidewalk,  used  for  any  purpose  other 
than  that  of  a  dwelling,  shall  have  shutters  or  doors  th^eon, 
and  made  of  iron  or  copper ;  and  all  iron  or  copper  shut- 
ters and  doors  above  the  first  story,  on  the  front  of  every 
such  store,  store-house,  or  other  building,  shall  be  so  con- 
structed that  they  can  be  opened  from  the  outside,  and 
every  building  shall  have  scuttles  and  ladders  an  tiie  in- 
side. 

pumkiDff  ^  12.  The  planking  and  sheathing  of  the  roof  of  every 
ioK  roofli.  gxich  dwelling-house,  store,  store-house,  or  other  building, 
so  to  be  erected  or  built  as  aforesaid,  shall  in  no  case  be 
extended  across  the  party,  side,  or  end  walls  thereof;  and 
every  such  dwelling-house,  store,  store-house,  or  other 
building,  and  the  top  and  sides  of  dormer  windows  thereon* 
shall  be  roofed  and  covered  with  slate,  tin,  iron,  copper,  or 
zinc. 


tlmhore. 


Beams  mud  §  13.  AH  beams  and  other  timbers  in  the  party  or  other 
walls  of  every  such  dwelling-house,  store,  store-house,  or 
other  building  hereafter  to  be  erected  or  built  as  aforesaid, 
shall  be  separated  from  the  beam  or  timber  entering  in  the 
opposite  side  of  the  wall,  at  least  four  inches  (measuring 
from  the  nearest  points  of  the  beams  or  timbers),  by  solid 
mason  work ;  and  all  plate-pieces  in  the  front  or  rear  walls 
thereof,  shall  recede  from  the  outside  of  the  wall  at  least 
four  inches,  and  the  side  and  party-walls  in  all  cases,  and 
the  rear  walls,  when  no  gutter  is  required,  shall  be  built 
up  and  extended  at  least  twelve  inches  above  the  plank  or 
roofing,  and  shall  be  covered  with  coping  of  stone  or  iron. 
No  timber  shall  be  supported  upon  any  wood  partition,  bat 
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^  timber  shall  rest  at  each  end,  not  less  than  four 
18  in  the  wall,  or  on  a  girder  authorized  by  the  second 
)n  of  this  act ;  and  every  trimmer  or  header  used  in 
such  store,  or  store-house,  or  building  other  than  a 
ling,  shall  be  hung  in  stirrup-irons  of  suitable  thick- 
for  the  size  of  the  timbers. 

4.  All  openings  for  doors  and  windows,  in  such  store,  iMi^f» 
-house,  or  other  buildings,  other  than  a  dwelling- 
3,  except  as  otherwise  provided,  shall  have  each  a  lintel 
!  or  iron,  as  follows :  for  an  opening  not  more  than  six 
n  breadth,  the  lintel  shall  be  twelve  inches  in  height, 
>f  a  thickness  equal  to  half  the  thickness  of  the  wall 
^hich  it  rests ;  for  an  opening  exceeding  six  feet  in 
Ith,  the  lintel  shall  increase  in  height,  over  and  above 
welve  inches  before  provided,  one  inch  for  every  addi- 
1  foot  in  the  breadth  of  the  opening.  And  whatever 
ndth  of  the  opening,  there  shall  be  on  the  inside  of 
ntel,  a  brick  arch  of  not  less  than  eight  inches  in  thick- 
And  all  cast-iron  arched  lintels  that  shall  be  used  in 
vail  of  such  dwelling-house,  store,  or  store-house,  or 
'  building,  shall  have  a  bearing  on  the  walls,  each  side 
e  opening,  of  twenty-four  inches  in  length,  and  of  the 
e  thickness  of  the  wall  to  be  supported ;  and  the  lin- 
self  shall  be  throughout  of  a  thickness  not  less  than 
hickness  of  the  wall  to  be  supported,  and  shall  be 
)  in  the  best  manner,  and  free  from  every  defect. 
y  lintel,  in  every  such  dwelling-house,  store,  or  store- 
&,  or  other  building,  shall  have  a  secure  brick  arch 
id  over  it. 

L5.  No  timber  shall  be  used  in  any  wall  of  any  such 
ling-house,  store,  store-house,  or  other  building  so  to 
iiilt  or  erected  as  aforesaid,  where  stone,  brick,  or  iron 
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is  commonly  used;  no  bond  timber  in  any  such  wmll  ahiiil, 
in  width  and  thickness,  exceed  the  width  and  thiokness  qf 
a  course  of  brick,  and  no  bond  timber  shall  be  more  tta 
three  feet  in  length;. and. such  bond  timbers  shall  be  laid  at 
least  eighteen  inches  apart  firom  each  otiier,  longitudiniUy 
on  either  side  of  any  wall,  and  the  continuous  line  theresf 
shall  be  broken  every  three  feet,  by  inserting  a  brick  of  eight 
inches;  and  no  front  or  rear,  or  other  wall  of  any  such 
dwelling-house,  store,  store-house,  or  other  building  now 
erected,  or  hereafter  to  be  built  or  erected  in  said  city, 
southward  of  the  line  in  the  first  section  of  this  act  men- 
tioned, shall  be  cut  ofi*  or  altered  below,  to  be  supported 
in  any  manner,  in  whole  or  in  part,  by  wood,  but  shall  be 
wholly  supported  by  brick,  stone,  or  iron ;  and  no  wood 
or  timber  shall  be  used  between  such  wall  and  such  sup- 
porters. 


be  lined. 


uSSd"  ^  ^  ^^'  '^'^  wobden  gutters  of  every  such  dwelling-houss, 
store,  store-house,  or  other  building,  shall  be  lined  or 
covered  on  the  upper  surface  thereof,  with  copper,  sine, 
tin,  or  iron. 

Ratoin«     ^  17.  If  any  brick  front,  frame,  or  wooden  dwellinc- 

fjrune  dwell-  " 

tachooBeB.  house,  already  erected  in  said  city,  to  the  southward  of 
said  line,  shall  require  new  roofing,  it  shall  and  maybe 
lawful  for  the  proprietor  or  proprietors  thereof  to  raise  the 
same  for  the  purpose  of  making  a  flat  roof  thereon ;  pith 
vided,  that  such  new  roof  shall  be  made  of  copper,  slate, 
tin,  zinc,  or  iron  ;  and  also  provided,  that  such  dwelling 
house,  when  so  raised,  shall  not,  at  the  highest  point 
thereof,  exceed  the  height  of  the  peak  of  said  house  before 
the  alteration,  and  shall  not  exceed  thirty-five  feet  in 
height. 
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%  18.  Public  buildings,  mentioned  in  preceding  sectionB,  ^.^^.y"" 
•re  hereby  defined  to  be  such  buildings  as  shall  be  owned 
and  occupied  for  public  purposes  by  this  State,  tke  Umted 
Skates,  or  the  Corporation  of  the  City  of  New  York. 

§  19.  All  privies,  not  exceeding  ten  feet  square  and  fifteen  j^^ijj^ 
feet  in  height,  and  all  ferry-houses  which  shall  be  erected 
with  the  express  permission  of  the  said  Corporation,  may 
be  built  and  covered  with  wood,  boards,  or  shingles ;  and 
all  such  ferry-houses  so  erected,  shall  not  be  used  for  any 
other  purpose  than  a  ferry-house. 

^  20.  All  ash-holes  or  ash4iouses  within  the  said  city,  ^bhooaei. 
shall  be  built  of  stone  or  brick,  without  the  use  of  wood  in 
any  part  thereof. 

§  21.  No  wooden  shed  shall  be  erected  or  permitted,  to  ^,^it  '**" 
the  southward  of  said  line,  which  shall  exceed  twelve  feet 
in  height  firom  the  level  on  which  it  is  placed,  to  the  peak 
or  highest  part  thereof,  nor  unless  one  whole  side  of  the 
same  riiall  be  left  entirely  and  constantly  open.  Nothing 
in  this  section  or  in  this  act  shall  be  held  or  construed  to 
prohibit  the  erection  of  any  inclosed  piazza,  platform,  or 
balcony,  if  not  to  exceed  eight  feet  in  width,  on  a  level 
with  the  first  floor  of  any  such  dwelling-house  to  which  the 
same  shall  be  attached ;  nor  the  erection  of  any  bay-window 
on  a  level  with  the  first  floor  as  aforesaid ;  provided  that  no 
piazza,  platform,  balcony,  or  bay-window  shall  extend  above 
the  second  floor  of  any  such  dwelling-house ;  and  provided 
that  such  piazza,  platform,  or  balcony  have  end  walls  built 
of  brick,  stone,  or  other  fire-proof  material.  Nothing  in 
this  section,  or  in  this  act,  shall  be  construed  to  prohibit  the 
erection  of  a  bay-window  not  exceeding  two  stories  in 
height. 
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woodjnw     ^  22.  No  wooden  or  frame  building  whatever  in  said  city, 


<°s*-  situated  to  the  southward  of  said  line,  whether  the  same 

may  have  a  brick  front  or  otherwise,  shall  be  altered, 
raised,  enlarged,  or  built  upon,  or  removed  from  one  lot  to 
another,  southward  of  said  line,  provided,  however,  that 
brick  front  frame  dwelling-houses  and  wooden  dweUing- 
houses  only,  may  be  raised  under  the  circumstances  and  in 
the  manner  specially  provided  in  the  seventeenth  section 
of  tlus  act. 

Frame  ^  23.  Every  wooden  building  or  frame  building  with  a 
mmj  he  n-  brick,  Or  with  any  other  front,  situate  in  said  city,  to  the 
southward  of  said  line,  which  may  hereafter  be  damaged 
by  fire  to  an  amount  not  greater  than  two  thirds  of  the 
value  thereof,  exclusive  of  the  foundation,  may  be  repaired 
or  rebuilt ;  but  if  such  damage  shall  amount  to  more  than 
two-thirds  of  such  value,  exclusive  of  the  foundation,  then 
such  building  shall  not  be  repaired  or  rebuilt,  but  shall  be 
taken  down  or  removed. 

Owners  or     ^  24t.  The  amount  or  extent  of  such  damage  by  fire, 
Ftre^'^wil^  mentioned  in  the  last  preceding  section  of  this  act,  shall 

e^M  to  Affree 

be  determined  by  two  disinterested  persons  residing  in  the 
said  city,  one  of  whom  shall  be  appointed  by  the  owner 
or  owners  of  said  building,  and  the  other  by  the  Board  of 
Fire  Wardens  of  the  Fire  Department  of  the  said  city; 
and  in  case  two  such  persons  disagree,  they  are  to  select  a 
third  disinterested  person,  and  the  decision  in  writing,  of 
any  two  of  them,  shall  be  final  and  conclusive  in  the 
premises ;  and  such  building  shall  not  be  repaired  or  rebuilt 
until  afler  the  appointment  of  such  persons  as  aforesaid, 
nor  until  afler  their  decision  shall  be  made  in  writing,  as 
aforesaid,  finding  that  such  damage  docs  not  exceed  two 
thirds  of  the  value  of  such  building,  as  it  existed  bdixe 
such  fire,  exclusive  of  the  foundation. 
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K  No  brick  or  stone  dwellinff-house,  store,  store-  AUantioo 
or  other  buildiiig,  now  erected,  or  hereafter  to  be 
i,  to  the  southward  of  said  line,  shall  be  altered, 
,  enlarged,  or  built  upon,  in  such  manner  that  such 
ng-house,  store,  store-house,  or  other  building,  were 
dly  built  or  constructed  after  the  passage  of  this  act, 
be  in  violation  of  any  of  the  provisions  of  this  act. 

I.  The  sections  and  provisions  of  this  act  shall  be  ,^^'2J** 
able  to  every  brick  dwelling-house,  store,  store-house, 
er  brick  building  hereafter  to  be  erected  or  built  in 
irt  of  the  city  and  county  of  New  York. 

'.  The  owner  or  owners  of  any  dwelling-house,  store,  ^  ***°JU£ 
lOuse,  or  other  building,  or  of  any  frame  building,  "^ 
ir  without  a  brick  front,  or  of  any  wooden  building, 
my  ash-house,  ash-hole,  or  wooden  shed,  whether  he 
y  be  the  owner  or  owners  of  the  land  in  fee,  or  be 
»ee  or  lessees  thereof,  or  has  or  have  a  qualified  or 
gent  interest  therein,  by  virtue  of  some  agreement 
tract  in  writing,  or  in  any  other  manner,  who  shall 
5  any  provision  of  this  act,  and  every  master-builder, 
r-carpenter,  master-mason,  or  master-roofer  who  may 
iployed  or  assist  therein,  shall,  for  every  such  viola- 
espectively  forfeit  and  pay  the  sum  of  one  hundred 
s,  after  notice  to  remove  the  same  shall  have  been 
Such  notice  may  be  signed  by  any  trustee  of  the 
department,  or  by  any  of  the  Fire  Wardens  of  the 
f  New  York,  and  may  be  served  by  any  person  upon 
lilder  or  his  foreman.  Such  notice  may  be  given  by 
g  the  same  personally  on  such  owner  or  owners,  or 
le  of  them,  and  the  penalties  imposed  miiy  be  recov- 
n  any  other  suit  or  suits  to  be  brought  by  the  Fire 
tment  of  the  City  of  New  York,  for  that  purpose. 
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^  28.  All  pecuniury  penalties  imposed  by  this  act  may 


of   ponlttai 

^B'vo*^  be  sued  for  and  recovered,  with  cost  of  suit,  in  any  Comt 
of  Record  within  the  city  of  New  York,  by  the  Fire  Depart- 
ment of  the  City  €i  New  York,  in  their  own  name,  sad 
for  their  own  use. 

coarte  for     ^  29.  The  Supreme  Court  of  the  State  of  New  York, 

■fCUoD  to  be         '  * 

i>~i  to.  and  the  Court  of  Common  Pleas  for  the  City  and  County  of 
New  York,  and  the  Superior  Court,  shall  respectively  have 
power  and  jurisdiction  in  an  action  to  be  brought  by  the 
said  Fire  Department,  to  restrain,  by  injunction,  the  ereo> 
tion  or  alteration  of  any  such  dwelling-house,  store,  store- 
house, or  other  building,  dangerous  to  the  life  of  imy  per- 
son ;  and  to  adjudge  and  decree  that  such  dwelling-house, 
store,  store-house,  or  other  building,  whether  erected  or 
altered,  or  in  course  of  erection  or  alteration,  shall  be 
taken  down  and  removed. 

Time  or  ^  30.  All  actions  for  any  forfeiture  or  penalty  incurred 
under  this  a<*.t,  shall  be  commenced  within  one  year  next 
the  time  of  incurring  such  forfeiture  or  penalty. 

the  '^vtoe  ^  31.  If  auy  cause  of  violation  of  any  provisions  of  tfaif 
act  shall  not  be  removed  within  ten  days  after  service  of 
the  notice  provided  for  in  the  twenty-eighth  section  of  tin 
act,  the  Suprejiie  Court  of  the  State  of  New  York,  and  the 
Court  of  Cuiiiiiion  Pleas  for  the  City  and  County  of  New 
York,  and  the  Superior  Court,  shall  respectively,  in  addi- 
tion to  the  powvr  of  enforcing  the  penalties  as  now  pro- 
vided by  law.  aid  as  provided  by  this  act,  for  such  viola- 
tion, havi^  i»owor  and  jurisdiction,  in  an  action  to  be 
brought  by  c.n*  said  Fire  Department,  to  restrain,  by 
injunction,  tlu*  lurther  erection,  building,  raising,  altering, 
enlarging,  ov  building  upon  such  dwelling-house,  store, 
store-housts  building,  ash-hole,  ash-house,  wooden  shed, 


of  notice  tur 
vioiatma. 
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wooden  building,  or  frame  building ;  and  also  to  adjudge 
and  decree  that  such  dwelling-house,  store,  store-house, 
building,  ash-hole,  ash-house,  wooden  shed,  wooden  build- 
ing, or  frame  building,  whether  erected,  buUt,  raised, 
altered,  enlarged,  remoTed,  wt  built  upon,  or  in  the  course 
of  er^tion,  building,  raising,  altering,  enlarging,  removingy 
or  of  being  built  upon,  shall  be  taken  down  and  "removed. 

§  32.  It  shall  be  the  duty  of  the  Sheriff  of  the  city  and  ^^^^  ^ 
county  of  New  York,  to  execute  any  decree  provided  for 
in  l^e  thirty-second,  and  in  the  last  preceding  section  of 
this  act,  upon  receiving  a  certified  copy  thereof. 

%  3d.  All  laws,  and  paorts  of  lows,  heretofore  passed,  in-  pMi^^  ^ 
eonMtent  with  the  piovirions  of  this  act,  are  hereby 
repealed ;  bat  such  repeal  riiall  not  a&ct  any  suit  or  pnMh 
ecvtioB  commenoedf  or  penalty  incurred,  or  offense  com- 
mitled  previous  to  the  irst  day  of  May  next ;  but  every 
meh  suit  or  prosecution  may  lawfully  proceed,  and  every 
iueh  penalty  be  demanded  and  recovered,  and  every  such 
offisnte  prosecuted  and  p^misbed,  as  if  the  said  laws  and 
parts  of  laws,  hereby  repealed,  had  remained  in  full  force. 

,%  34.  This  act  shall  take  effect  on  the  first  day  of  Jime  ^  ^  ^* 
next ;  and  the  Common  Council  of  the  City  of  New  York 
shall  publish  this  act  once  a  week  in  every  paper  employed 
by  them,  from  thirty  days  after  the  passage  thereof,  until 
that  day. 
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80th  CDB88I0H. 
AN  ACT  tn  rdatum  to  party  waUi  in  the  city  of  New  York. 

Passed  April  1, 1857. 

The  People  of  the  State  of  New  Torkf  repreMmUi  m  S/emOt 
and  Assembly  f  do  enact  as  foUows : 

UMSSmM  ^  1.  It  shall  be  lawful  to  increase  the  thickness  of  any 
partition  wall,  or  other  wall,  between  two  adjoining  build- 
ings, in  the  city  of  New  York,  erected  before  the  passage  of 
the  act  of  fourteenth  April,  eighteen  hundred  and  fifty-six, 
in  relation  to  buildings  in  said  city,  provided  that  such 
additions  be  properly  and  securely  tied  into  the  original 
wall  by  iron  fastenings,  or  slabs  of  stone,  so  as  to  make  a 
firm  wall  of  not  less  than  sixteen  inches  in  thickness ;  ani 
such  wall,  when  so  altered,  shall  be  deemed  and  taken  to 
be  a  sixteeu-inch  wall,  in  like  manner  as  if  originally  built 
of  that  thickness,  any  thing  in  the  before-mentioned  act  to 
the  contrary  notwithstanding. 

^  2.  If  any  owner,  or  part  owner,  of  any  wall  heretofore 
erected  between  two  adjoining  buildings  in  the  dty  of 
New  York,  shall  refuse  to  give  his  written  consent  to  the 
reconstruction  thereof,  by  the  entire  substitution  of  a  new 
wall,  of  the  thickness  now  required  by  law,  in  buildings 
more  than  fifty  Ceet  in  height,  it  shall  be  lawful  to  increaae 
the  thickness  of  such  wall  by  additions  thereto,  to  be  firmly 
secured  by  sufficient  and  proper  iron  anchors,  or  slabs  of 
stone,  making  together  a  wall  of  at  least  sixteen  inches  in 
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thickness:  and  such  wall,  so  strengthened  and  increased, 
shall  be  deemed  and  taken  to  be  a  sixteen-inch  wall,  in  like 
manner  as  if  the  same  had  been  originally  built  of  that 
thickness. 

^  3.  This^  act  shall  take  effect  immediately. 
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81st  SE88I0H. 


CHAP.  20O. 

AN  ACT  to  extend  the  Charter  (^  the  Firemen  of  the  city  (f 

New  York* 

Passed  April  14th,  1858,  ''three-fifths  being  present" 

The  People  of  the  State  of  New  York,  represented  in  SenaU 
and  Auembly,  do  enact  as  follows : 


GorporatloD 
oontinued  on- 


1880 


%  1.  The  act  entitled,  ''  An  act  to  incorporate  the  fir»- 

dlly*o?  j2^*  ™®^  ^f  ^^  ^i*y  ^^  N®^  York,"  passed  March  the  twen- 
tieth, seventeen  hundred  and  ninety-eight,  and  all  acts  and 
parts  of  acts  relating  to  the  said  corporation,  and  which  an 
now  in  force,  shall  be  continued  in  force  until  the  first  day 
of  May,  eighteen  hundred  and  eighty,  unless  sooner  altered, 
modified,  or  repealed  by  the  Legislature. 
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88d8E88I0V. 

AN  ACT  to  amend  an  act  entitled  **An  act  to  provide  agai$ut 
unsafe  buildingi  in  the  city  of  New  Yorki*  pasted  April  14, 
1856. 

Passed  April  &th,  1859. 

The  People  of  the  State  of  New  Tork^  represented  in  Senate 
and  Assembly  f  do  enact  as  follows : 

^  1.  Section  eleven  of  the  act  entitled  "An  act  to  pro-  n^^JJ^J^ 
vide  against  unsafe  buildings  in  the  city  of  New  York,"  ^'»"<**°«- 
passed  April  14th,   1856,  is  hereby  amended,  by  adding 
after  the  word  "  iron,"  first  mentioned  in  said  section,  and 
between  that  word  and  the  word  "  and,"  which  imme- 
diately follows  it,  the  words  "  or  such  other  equally  fire- 
pioof  materials  as  a  majority  of  those -insurance  companies 
of  tiie  city  of  New  York  which  are  incorporated  under 
the  laws  of  this  State,  will  insure  at  the  same  rate  of  in- 
aiiranee  as  other  articles  in  said  section  mentioned." 

§  2.  Section  twelve  of  said  act  is  hereby  amended,  by  ^^'^^^ 
adding  at  the  end  thereof  the  words,  "  or  such  other  equally 
fire-proof  roofing,  as  a  majority  of  the  insurance  compa- 
res of  the  city  or  New  York,  which  are  incorporated 
^der  the  laws  of  this  State,  will  insure  at  the  same  rate 
of  insurance  as  other  articles  in  said  section  mentioned." 

^  3.  Section  sixteen  of  said  act  is  hereby  amended,  by 
^ding  at  the  end  thereof  the  words,  "  or  such  other  ma- 
*^iials  equally  fire-proof,  as  a  majority  of  the  insurance 
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companies  of  the  city  of  New  York,  incorporated  under 
the  laws  of  this  State,  will  insure  at  the  same  rate  of  in- 
surance as  other  articles  in  said  section  mentioned." 

^  4.  Section  seventeen  of  said  act  is  hereby  amended,  by 
adding  after  the  word  ^^  iron,"  in  said  section,  and  between 
that  word  and  the  word  '*  and"  which  immediately  foUowi 
it,  the  words  <^  or  such  other  equally  fire-proof  roofing  as 
a  majority  of  the  insurance  companies  of  said  city,  which 
are  incorporated  under  the  laws  of  this  State,  will  insure 
at  the  same  rate  of  insurance  as  other  articles  in  said  sec- 
tion mentioned. 

^  5.  This  act  shall  take  efiect  inunediately. 


)RDINMCES,  RESOLUTIONS,  AM)  ORDEBS, 


KTABLnaSD  BT 


THE    COMMON    COUNCIL. 


GITY    LAWS. 


••» 


)n  the  9th  day  of  April,  1813,  the  Legislature  passed 
ji  Act  to  reduce  the  several  laws  relating  particularly 
the  city  of  New  York,  into  one  act,"  as  will  be  found 
the  Laws  of  the  State  of  New  York,  revised  and  passed 
the  36th  Session,  Chap.  LXXXVI,  of  vol.  11,  whereon 
\  Common  Council  based  its  future  action.  An  au- 
mticated  copy  of  the  law  was  sent  for  on  the  3d  of  May, 
1  the  Comptroller  to  report  a  warrant  for  the  payment 
the  expense  attending  the  same.  On  the  10th  of  May 
^rtified  copy  was  laid  before  the  Common  Council,  and 
was  ordered  that  the  same  be  printed,  under  the  direc- 
m  and  revision  of  the  Counsel,  and  such  a  number  of  copies 
stricken  off  as  he  should  judge  necessary. 

The  Common  Council,  on  the  15th  November,  1813,  re-     nw  wvi 

to   bo    ant- 

•mmended  a  uniformity  of  fire-caps  for  firemen  and*"™*- 
igineers,  and  submitted  a  law  relative  thereto,  which  was 
ferred  to  the  Counsel  to  the  Corporation  for  revision. 
nie  P.  C.  C,  MSS.,  vol.  26.)  On  the  22d  of  the  same 
onth  the  Counsel  reported  thereon,  and  submitted  an 
finance,  which  was  passed.*  From  the  proceedings  of 
ie  Common  Council  of  November  29th,  1813,  MSS.,  p.  324, 

•  appears  that  the  Chief  Engineer  (Thomas  Franklin) 
^posed  an  amendment  to  the  law,  establishing  a  uniform- 
7  ill  the  caps  of  firemen,  which  was  agreed  to,  and  the 
*^  directed  to  be  amended  accordingly.  (The  Journal  of 
^  meeting  is  defective,  and  no  mention  whatever  is  made 

•  to  what  the  amendment  was.) 

^thoqgfa  tlM  ccMDpller  made  diligent  March  for  tbiB  ordinance  among  the  reoordi,  no 
^«r  itcu  be  now  found. 
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Reportof  On  the  10th  day  of  January,  1814,  the  Chief  Engineer 
18U.  ^  ^^  ^^^  ^^®  Department  reported  that  during  the  year  1813, 
the  sum  of  $1,092  20  had  been  received  and  collected  from 
fines,  which  were  applied  to  the  relief  of  disabled  firemen 
and  their  families,  and  for  educating  about  seventy  of  thdr 
children.    (Vol.  28,  P.  C.  C,  MSS.,  p.  6.) 

On  the  above  date  it  was 

)f«mbm  Resolvedj  That  the  staves  of  office  to  be  worn  at  fires  by 
(>>«Bcu ;  the  members  of  the  Common  Council*  be  similariy  con- 
Su^IiSd*  structed  with  those  lately  made  (viz.,  with  a  gilded  flame 
at  the  top),  and  the  members  furnished  therewith,  and  tint 
the  Justices  of  the  Police  and  the  Superintendent  of  Be* 
pairs  be  furnished  with  staves,  to  be  used  on  like  occasions. 
(Vol.  28,  P.  C.  C,  MSS.,  p.  24.) 

Brtimatad      Thomas  Franklin,  Chief  Engineer,  on  the  26th  Decem- 

value  of  the  ii*  i*  •^ii* 

Fire  Depart- bcr,  1814,  presented,  m  connection  with  his  report  as  to 

JgJ™«»^     the  state  of  the  Fire  Department,  the  following  estimated 

value  of  the  Fire  Department  establishment,  viz. : 

15  brick  buildings $5^50  00 

32  wood         "         4,800  00 

2  lot«  of  ground  (one  whole,  one  part 

of  a  lot),  cost 1,600  00 

41  engines 26;200  00 

floating  engine  and  boat 1,400  00 

4  old  engines,  not  in  use 750  00 

13,085  feet  of  leather  hose 8,648  00 

1,000  fire  buckets 1,600  00 

4  trucks,  15  ladders,  20  fire-hooks,  &c. .    1,200  00 

signal  lanterns,  torches,  axes,  &c 160  00 

drag  ropes 70  00 

Carried  forward $61,468  00 
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Brought  forward $51,468  00 

stoves  and  pipes 150  00 

hose  wagon 175  00 

1  copper  pump 20  00 

20  loads  nut  wood 90  00 

Total $51,903  00 

(Vol.  29  P.  C-  C,  MSS.,  p,  56.) 

On  the  20th  of  February  the  Counsel  presented,  agree*  be'^M^w 
bly  to  order,  an  ordinance  entitled  "A  law  to  prohibit  the  JTwuh^hlfr 
use  of  fire  on  board  of  vessels  loaded  with  hay  or  straw,"  ®'"^*'^' 
which  was  read  by  paragraphs,  and  passed.     (Vol.  29  P. 
C.  C,  MSS.,  p.  116.) 

On  the  30th  March  following,  the  Counsel  also  presented  Fir«  iimita 
a  memorial  to  the  Legislature,  and  bill  corresponding  there- 
with, "  Relative  to  fire  Umits."     (Vol.  29  P.  C.  C,  MSS., 
p.  148.) 

It  also  appears  that  on  the  17th  July,  of  the  same  year,  ll^'^i 
the  Counsel  presented  a  law  relative  to  the  appointment,  '*®°* 
powers,  and  duties  of  Fire  Wardens,  which  was  passed. 
(Vol.  29  P.  C.  C,  MSS.,  p.  317.) 


On  the  26th  of  February,  1816,  the  following  resolution 
was  approved : 

Rt9olvedj  That  the  Attorney  of  this  Board  be  directed  to  ^^^^^^ 
prepare  and  report  an  amendment  to  the  militia  law  of  the 
State  of  New  York,  with  a  memorial  to  the  Legislature  for 
the  adoption  thereof,  providing  for  the  exemption  of  all 
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constables  and  marshals  of  the  city  of  New  York  from 
militia  duty ;  and  further,  to  report  an  ordinance  providiiig 
,^^^^^22^^  for  the  organization  of  the  constables  and  mMnaliiilM  afoie- 
teedtaito^  said  into  two  companies,  over  which  the  first  iw^ur^tiri  and 
^^^'*"**'    high  constable  shall  preside,  giving  to  said  compaidei 
power  to  pass  such  by-laws  as  to  them  may  seem  necessiij 
to  compel  the  attendance  of  members  thereof  at  every  ahurm 
of  fire,  and  to  answer  to  their  names  at  the  calling  of  a 
roll  to  be  made  for  that  purpose.     (Vol.  30  P.  C.  C,  MSS., 
p-  304.) 

On  the  same  day  was  approved  the  foUovnng  resolutimi : 

Eztaod  lire  Resolved^  That  the  Attorney  of  this  Board  be  instraeied 
to  draft  and  present  to  the  Board  a  bill  and  memorial  tt 
the  Legislature,  for  the  adoption  thereof,  making  provisioii 
for  extending  the  limits  given  in  the  act  of  the  Legislatare 
of  the  State  of  New  York,  so  as  to  embrace  within  thepro- 
visions  of  said  act  the  district  embraced  within  a  line  com- 
mencing at  the  comer  of  Church  and  Anthony  streets,  and 
running  thence  through  Church  street  to  Walker  street, 
embracing  both  sides  of  said  street;  thence  through  and 
along  the  westwardly  side  of  Walker  street  to  Broadway. 
(Vol.  30  P.  C.  C,  MSS.,  p.  305.) 

Anisunt     On  both  of  the  last  two  resolutions  the  Counsel  (D.  8. 
JoosuAiesj^  Jones),  on  the  11th  of  March  following,  reported,  present- 
S)m*mu?£  ^°8  ^  ^^^  Board  (consisting  of  the  entire  Common  Council, 
ry  doty,      ^^le  Mayor,  Aldermen,  and  Assistant  Aldermen,  as  was  cus- 
tomary) a  memorial  to  the  Legislature,  praying  that  the 
Assistant  Aldermen,  the  constables  and  marshals,  and  the 
clerks  of  the  police  office  in  the  city,  may  be  exempted  fimn 
Fire  limits  military  duty,  and  a  corresponding  bill ;  and  also  a  memih 

to  traoztond- 

«L  rial  to  the  Legislature,  praying  an  extension  of  the  fiie 

limits,  with  a  corresponding  bill. 
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The  report  of  the  Counsel  was  approved,  and  the  bills 
directed  to  be  engrossedi  authenticatedi  and  forwarded  to 
the  Legislature.    (Vol.  30  P.  C.  C,  MSS.,  p.  321.) 

The  Committee  on  Fire  and  Water,-on  the  25th  of  March,  ^  ^^"JlJSSit 
1816,  reported,  directing  the  Chief  Engineer  to  announce  2^*frlia 
to  the  Fire  Wardens  that  such  a  construction  of  the  ordi-  bw  w  their 
nance  tor  the  prevention  or  hindrance  of  carpenters,  cabi-  deemed  imz- 
net^makers,  coach-makefs,  and  others,  dealers  in  lumber, 
from  storing  or  seasoning  lumber  on  their  premises,  is 
deemed  inexpedient. 

Which  was  approved. 

(Vol.  30  P.  C.  C,  MSS.,  p.  366.) 

The  above  order  of  the  Common  Council  was  repealed    P«  »^7,« 

A  order  repeal- 

on  the  9th  December,  1816.     (Vide  vol.  32  P.  C.  C,  MSS.,  ^• 
p.  27.) 

On  the  23d  December,  1816,  the  following  recommendor 
Han  was  approved,  viz. : 

That  the  Engineer's  Department  be  augmented  to  ten^    Number  of 
instead  of  eightj  and  that  the  Chief  Engineer  call  a  meet-  beincrea»ed. 
ing  of  the  engineers,  and  for  them  to  nominate  (for  the 
approbation  of  the  Corporation)  two  suitable  characters, 
from  amongst  the  Fire  Department,  to  fill  said  station. 
(Vol.  32  P.  C.  C,  MSS.,  p.  69.) 


The  Committee  on  the  Fire  Department,  on  the  27th  ^^  S^^^^ 
day  of  January,  1817,  presented  a  report  on  the  subject 
of  extending  the  fire  limits. 

Which  was  read  and  laid  on  the  table. 

The  same  Committee,  on  the  same  day,  reported  on  the  ^^^J'\^  ^ 
petition  of  the  representatives  of  the  Fire  Department,  iJ^SSSdr^* 
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praying  that  the  act  regulating  them  may  be  so  amended 
as  to  include  all  such  as  the  ordinances  of  this  Board 
denominate  firemen ;  and  that  they  may  have  such  fines 
and  penalties  as  may  be  collected  from  persons  violating 
so  much  of  the  laws  as  relates  to  the  more  e^flfectual  pre- 
vention of  fires. 

^  Which  was  adopted. 

(Vol.  32  P.  C.  C,  MSS.,  p.  146.) 


A  LAW  for  preventing  and  extinguishing  fires* 
Ordained  and  establiihed  by  the  Mayor,  Ac,  on  the  fith  dny  of  Hay,  ltI7. 

Be  it  ordained  by  the  Mayor^  Aldermen^  and  Commonaliy  of  the 
city  of  New  Yorh  in  Common  Council  convened : 

Firo  De      That  tlic  Fifc  Department  of  the  said  city  shall  consist 

|Mirttn>^Dt,  of  •■■ 

wbomiocou- of  a  Chief  Engineer,  who  shall  have  an  annual  salary  of 

91Bv* 

eight  hundred  dollars,  payable  quarterly,  and  as  many 
other  engineers,  fire-wardens,  fire-enginemen,  hosemen,  and 
hook  and  ladder  men,  as  are  or  may,  from  tune  to  time, 
by  the  said  Common  Council  be  duly  appointed;  and 
who  shall  be  respectively  distinguished  by  the  seveni 
appellations  aforesaid. 

Chief  Engi-  §  2-  -4«r/  be  if  further  ordained,  That  the  Chief  Engineer 
M».*  "  shall,  in  all  cases  of  fire,  have  the  sole  and  absolute  control 
and  command  over  all  the  engineers  and  other  persons  of 
the  Fire  Department ;  and  it  shall  be  the  duty  of  the  said 
Chief  Engineer  to  direct  the  other  engineers  to  take  proper 
measures  that  the  several  fire-engines  be  arranged  in  the 
most  advantageous  situations,  and  be  duly  worked  for  the 
eflfectually  extinguishing  of  fires.  And  it  shall,  moreover, 
be  the  duty  of  the  Chief  Engineer  to  examine,  twice  in 
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every  year,  into  the  condition  and  number  of  the  fire- 
engines,  fire-buokets,  and  other  fire  apparatus,  and  fire- 
engine  houses  belonging  to  the  Corporation,  and  report  the 
same,  once  a  year,  to  the  Common  Council,  together  with 
the  names  of  all  the  members  of  the  Fire  Department,  and 
the  respective  associations  to  which  they  belong ;  which 
shall  be  published  in  the  month  of  January,  in  every  year, 
by  the  City  Inspector,  in  the  newspapers  employed  by  the 
Common  Council.  And  whenever  any  of  the  said  fire- 
engines  or  other  fire  apparatus  shall  require  to  be  repaired, 
the  Chief  Engineer  shall  cause  the  same  to  be  well  and 
sufficiently  done.  And  it  shall,  moreover,  be  the  duty  of 
the  Chief  Engineer  to  cause  all  the  private  fire-buckets 
which  may  remain  after  any  fire  is  extinguished,  to  be 
collected,  and  conveyed  as  soon  as  possible  to  the  City 
Hall,  to  be  there  deposited,  in  order  that  the  citizens  may 
know  where  to  find  them.  And  it  shall,  moreover,  be 
the  duty  of  the  Chief  Engineer  to  report,  in  writing,  all 
accidents  by  fire  that  may  happen  in  this  city,  with  the 
causes  thereof,  as  well  as  can  be  ascertained,  and  the 
number  and  description  of  the  buildings  destroyed  or  in- 
jured, together  with  the  names  of  the  owners  and  occupants, 
to  the  City  Inspector,  who  shall  keep  a  faithful  register  of 
the  same. 

ni.  And  he  it  further  ordained j  That  so  many  of  the  firee-  Fir«wwd- 
holders  or  freemen  of  the  said  city  as  the  Common  Council  pointed. 
thereof  may  deem  proper,  shall,  from  time  to  time,  be 
appointed  in  each  of  the  wards  of  the  said  city,  to  be  deno* 
minated  Fire  Wardens ;  each  of  whom  shall  be  assigned 
and  attached  by  the  Mayor  of  the  said  city,  to  such  com- 
pany of  firemen,  having  charge  of  a  fire-engine,  as  he  shall 
think  proper ;  and  shall  report  himself  to  the  Chief  or 
other  engineer,  at  every  fire.    And  each  Fire  Warden  shall 
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have  a  certificate,  under  the  seal  of  the  Mayoralty,  setting 
forth  his  appointment  as  a  Fire  Warden,  and  the  company 
of  firemen  to  which  he  may  be  attached. 

deJlntoSS-  ^-  ^**^  ^  ^  further  ordainedy  That  the  Fire  Wardens  of 
to^er^  each  ward  shall  form  a  separate  company ;  and  that  each  of 
aod^  recnia.  ^^^  ^j ^  companics  shall  and  may  choose,  out  of  their  own 

number,  a  foreman  and  clerk,  in  such  manner  and  at  such 
times  as  they  may  think  proper ;  and  each  company  may 
make  rules  regulating  the  time  and  manner  of  conducting 
their  elections,  and  imposing  such  fines  on  the  membeis  as, 
in  their  judgment,  may  best  secure  the  performance  of  the 
duties  of  the  said  Fire  Wardens,  both  at  fires,  and  in  visit- 
ing the  buildings,  and  in  other  duties  in  their  several  dis- 
tricts ;  and  disobedience  to  such  rules  may  be  reported,  by 
each  company,  to  the  Common  Council,  and  shall  subject 
the  Fire  Warden,  so  di8obe3ring,  to  removal  by  the  Com- 
mon Council. 

how'fiuS^*  V.  And  be  it  further  ordained^  That  whenever  a  vacancy 
shall  happen  in  any  of  the  said  companies,  the  company, 
where  the  same  shall  happen,  may  recommend,  through 
the  Chief  Engineer,  to  the  Common  Council,  for  approba- 
tion, a  suitable  person  to  fill  such  vacancy ;  but  none  other 
than  those  who  have  been  firemen  for  at  least  five  yean 
shall  be  so  recommended. 

JJjjJJJJJj^      VT.  And  be  it  further  ordainedy  That  the  said  Wardens, 
JJ%hJ'*5S!^  when  attending  fires,  shall  be  subject  to  the  direction  of 
"••"•         the  Chief  Engineer,  and  the  other  Engineers  of  the  Fire 
Department. 

w»rd"*^  o'  Vn.  And  be  it  further  ordained^  That  it  shall  be  the  duty 
of  the  said  Fire  Wardens,  immediately  on  the  alarm  of  fire, 
to  repair  to  the  place  where  it  may  be,  and  aid  and  assist 
in  procuring  supplies  of  water  to  the  fire-engines  to  which 
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they  shall  respectively  be  assigned  and  attached,  and  to 
such  other  fire-engines  as  the  Chief  Engineer  or  other  en- 
gineer may  direct  them  to  attend.  It  shall  also  be  the 
duty  of  the  said  Fire  Wardens  to  prevent  the  hose  from 
being  trodden  on,  and  to  keep  all  idle  and  suspected  per- 
sons at  a  proper  distance  from  the  fire,  and  from  the  vicin- 
ity, and  the  citizens  are  hereby  enjoined  to  comply  with 
the  orders  and  directions  of  the  said  Fire  Wardens  in  the 
premises. 

Vm.  And  be  itfiarther  ordained,  That  each  of  the  said  r^  ^^Ji^J 
companies  shall  divide  their  ward  into  districts,  and  that  uwdtou^ 
the  foreman  of  the  company  shall  attach  one  or  more  of 
the  members  of  the  said  company  to  each  of  the  said  dis- 
tncts,  for  the  purpose  of  making^  the  visitation  and  exami- 
nation directed  in  the  next  following  section ;  and  the  said 
foreman  shall  report  to  the  Chief  Engineer,  in  the  month 
of  December,  annually,  the  name,  residence,  and  occupation 
of  each  of  the  wardens  of  his  company. 

IX.  And  be  it  further  ardainedj  That  it  shall  be  the  duty  ^^^^^^ 
of  the  said  Fire  Wardens^  twice  in  every  year,  namely,  in  ^^^  ^^ 
the  months  of  June  and  December,  and  as  much  oftener  ^^^^> 
as  they  may  think  proper,  to  examine  the  dwelling-houses 
and  other  buildings  in  their  respective  wards,  to  see  that 
they  are  properly  furnished  with  fire-buckets,  in  conformi- 
ty with  this  law;  and  also  to  examine  the  fire-places, 
hearths,  chimneys,  stoves,  and  pipes  thereto,  ovens,  boilers, 
kettles,  or  apparatus  which,  in  their  opinion,  may  be  dan- 
gerous in  causing  or  promoting  fires,  and  the  places  where 
adies  may  be  deposited ;  and,  upon  finding  any  of  them 
defioctive  or  dangerous,  they,  or  either  of  them,  shall  direct, 
in  writing,  the  owner  or  occupant  to  alter,  remove,  or 
amend  the  same,  in  such  manner,  and  within  such  reason- 
ble  time  as  they,  or  either  of  them,  may  judge  proper ;  and 
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in  case  of  neglect  or  refusal  bo  to  do,  the  party  oflfendiiig 
shall  forfeit  and  pay  the  sum  of  twenty-five  doUan,  and 
for  every  day  after  the  time  allotted  as  aforesaid  to  alter, 
remove,  or  amend  the  same,  m  conformity  with  the  direc- 
tions aforesaid,  the  party  so  offending  shall  forfeit  and  pay 
the  further  sum  of  five  dollars.  And  all  the  ezpensei  of 
any  removal,  alteration,  or  amendment,  as  aforesaid,  riaD 
be  paid,  in  the  first  instance  by  the  occupant,  bat  shall  be 
chargeable  against  the  owner  of  such  dwelling-hoiue  or 
other  building,  and  shall  be  deducted  from  the  rent  of  the 
same,  unless  such  expense  be  rendered  necessary  by  the 
act  or  default  of  such  occupant,  or  unless  there  be  a  apedil 
agreement  to  the  contrary  between  the  parties.  And  it 
shall,  moreover,  be  the  duty  of  the  Fire  Wardens,  or  eithtf 
of  them,  at  such  time  as  aforesaid,  to  enter  into,  and  6zam« 
ine  all  buildings,  livery  and  other  stables,  hay  boats  or 
vessels,  and  places  where  any  gunpowder,  hemp,  flax,  tow, 
hay,  rushes,  fire- wood,  boards,  shmgles,  shavings,  or.  other 
combustible  materials  may  be  lodged,  and  give  such  direc- 
tions, in  Writing,  in  the  premises,  as  may  be  deemed 
proper  by  them  or  him,  relative  to  the  removal  thereof; 
and  in  case  of  neglect  or  refusal  on  the  part  of  the  pos- 
sessor of  such  combustible  materials,  or  any  of  them,  to 
remove  or  secure  the  same  within  the  time  and  in  the  man- 
ner directed  by  the  said  Fire  Wardens,  or  either  of  them, 
the  party  offending  shall  forfeit  and  pay  the  sum  of  twen- 
ty-five dollars,  and  the  further  sum  of  five  dollars  for  every 
day's  neglect  to  remove  the  same,  aftier  being  so  notified. 

Reporta  to      X.  And  be  it  further  ordained^  That  the  duties  prescribed 

be  made    to  ^ 

the  foremen.  i)y  the  last  scctiou  of  this  Ordinance  shall  be  performed  in 
each  district  by  the  warden  or  wardens  attached  to  each 
district,  who  shall  make  an  inunediate  report  to  the  fore* 
man,  who  shall  record  the  same  in  a  book,  to  be  k^t  for 
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that  purpose,  of  all  persons  neglecting  or  refiising  to  com- 
ply with  the  orders  dnd  directions  aforesaid,  together  with 
the  circumstances  of  each  case ;  and  shall  also  make  report 
whether  any,  and  what  cases  of  violations  of  the  laws  of 
this  State,  prohibiting  the  construction  of  wooden  build- 
ings within  certain  limits  in  this  city,  have  come  to  his 
knowledge ;  and  in  case  of  any  violation  of  such  law,  he 
shall  particularly  report  the  names  of  the  owner  or  own- 
en  of  the  building  and  of  the  master  builder,  and  the 
particular  circimistances  of  each  case ;  and  in  case  of  neg- 
lecting to  report  as  aforesaid,  such  warden  shall  forfeit  and 
pay  the  sum  of  ten  dollars.  But  it  is  hereby  expressly 
declared,  that  the  foreman  or  any  of  the  wardens  of  the 
ward,  may  give  such  orders  and  directions  as  are  above 
authorized  and  directed  in  and  by  the  ninth  section  of  this 
law,  in  case  the  same  shall  not  be  given  by  the  warden  of 
the  district  where  the  danger  exists  or  is  apprehended. 

XI.  Jnd  be  it  further  ordained^  That  the  firemen  shall  be  fi»-«»~- 
divided  into  companies,  to  consist  of  as  many  members  as 
the  Common  Council  shall,  from  time  to  time,  direct  to  at- 
tend to  the  fire-engines,  hose-wagons,  and  hooks  and  lad- 
ders belonging,  or  that  may  hereafter  belong  to  the  Corpo- 
ration of  this  city,  or  such  hose-wagons,  and  hooks  and 
ladders  as  the  Common  Council  shall  direct ;  and  that  each 
of  the  said  companies  shall  and  may  choose,  out  of  their 
own  number,  a  foreman,  assistant,  and  clerk,  in  such  man- 
ner and  at  such  times  as  they  may  think  proper.  And  it 
9hall  be  the  duty  of  the  said  firemen,  as  often  as  any  fire 
shall  break  out  in  the  said  city,  to  repair  immediately 
upon  the  alarm  thereof,  to  their  repective  engines,  hose- 
wagons,  liooks  and  ladders,  and  convey  them  to  or  near  the 
place  where  such  fire  shall  happen,  and  there,  in  conform- 
ity with  the  directions  given  by  the  Chief  Engineer  or  other 
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engineers,  shall  work  and  manage  the  said  engines,  or  ap- 
paratus and  implements,  with  all  their  skill  and  power ; 
and  when  the  fire  is  extinguished,  shall  not  remoye  ibeane- 
firom  but  by  the  direction  of  an  engineer;  when  they  shall 
return  their  respective  hose-wagons,  hooks  and  ladden, 
engines  and  apparatus,  well  washed  and  cleaned,  to  th€sr 
several  places  of  deposit.  And  for  the  more  efiectoally 
perfecting  the  firemen  in  their  duty,  and  keeping  and  pre- 
serving the  said  fire-engines  and  other  implements  and  sp> 
paratus  fi*om  decay,  the  s^d  firemen  shall,  in  the  monflii 
of  May,  June,  July,  August,  September,  October,  and  No- 
vember, draw  out  the  said  fire-engines  and  other  imple- 
ments, in  order  to  wash  and  clean  them,  and  to  exerdie 
the  men ;  and  if  any  fireman  shall  neglect  the  said  duty,  he 
'  shall  forfeit  and  pay  for  every  default,  one  dollar ;  and  if 
he  shall  neglect  to  attend  at  any  fire  as  aforesaid,  or  leave 
his  fire-engine  or  other  apparatus  while  at  any  fire,  with- 
out permission,  or  shall  neglect  to  perform  his  duty  on 
such  occasion,  without  reasonable  excuse,  he  shall,  for  every 
default,  forfeit  and  pay  the  sum  of  three  dollars ;  and  if 
any  fireman  shall  neglect  to  do  his  duty  as  such,  in  attend- 
ing at  fires,  or  in  working,  exercising,  managing,  trying,  or 
using  the  said  fire-engine,  or  other  implements  or  appara- 
tus provided  for  extinguishing  fires,  every  such  person 
shall,  besides  the  fines  and  penalties  aforesaid,  be  removed 
and  displaced  from  his  station.  And  whenever  any  fireman 
is  appointed  to  supply  any  vacancy  in  any  company  as 
aforesaid,  it  shall  be  his  duty  to  call  on  the  Treasurer  d* 
the  Fire  Department,  and  procure  a  certificate,  within  one 
month  from  the  date  of  his  election,  specifying  the  name 
and  nimiber  of  the  company  to  which  such  fireman  shall 
be  elected.  And  every  fireman  or  Fire  Warden  heretofore 
appointed,  who  hath  not  yet  obtained  such  certificate,  shall 
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procure  the  Bame  within  one  month  after  the  passing  of  this 
ordinance.  And  any  fireman  who  may,  after  resignation, 
removal,  absence,  or  expulsion  from  the  company,  be  re- 
elected, shall  obtain  a  new  certificate  as  aforesaid.  And  it 
shall  be  the  duty  of  the  Chief  Engineer  to  certify,  on  every 
return,  whether  a  vacancy  exists  in  the  company. 

Xn.  jind  be  it  further  ordained.  That  in  order  that  the  ^j^^^C 
members  of  the  Common  Council,  Engineers,   and   Fire  SSSi  «?** 
Wardens,  may  be  readily  distinguished  at  fires,  the  Mayor,  aJlTtobS^^nS? 
Recorder,  Aldermen,  and  Assistants,  shall  severally  bear,  ^  ^ 
on  those  occasions,  a  wand  with  a  gilded  flame  on  the  top ; 
and  each  of  the  engineers  shall  wear  a  leathern  cap  painted 
white,  with  a  gilded  front  thereto,  and  a  fire-engine  embla- 
zoned thereon,  and  shall  also  carry   a  speaking-trumpet, 
painted  black,  with  the  words  **  Chief  Engineer,"    "  En- 
gineer No.  1,"  &c.,  as  the  case  may  be,  in  white,  which  shall 
also  be  painted  on  their  caps  respectively  ;  and  each  of  the 
Fire  Wardens  shall  wear  a  hat,  the  brim  black,  the  crown 
painted  white,  with  the  city  arms  blazoned  on  the  front, 
and  shall  also  carry  a  speaking-trumpet  painted  white,  with 
the  word  "  Warden,"  in  black  painted  thereon. 

Xm.  And  be  it  further  ordained.  That  the  firemen  of  the  ^  _<>pe  of 
said  city  shall,  when  on  duty,  wear  leathern  caps,  in  the 
fonxL  heretofore  used ;  and  the  said  caps  (except  those  worn 
by  the  floating  engine  fire  company)  shall  be  painted  and 
distinguished  in  the  manner  following,  viz :  the  foreman  of 
each  of  the  fire-engine  companies  (except  the  floating  en- 
gine company)  shall  wear  a  cap,  painted  black,  with  a 
white  frontispiece,  and  the  word  "  Foreman,"  with  the 
initials  of  his  name  and  the  nimiber  of  his  engine  painted 
thereon,  in  black ;  and  the  fireii(ien  of  the  said  fire-engine 
companies  (except  as  above  excepted)  shall  wear  a  cap, 
painted  black,  with  the  initials  of  their  names  and  the 

11 
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number  of  the  engines  to  which  they  belong  painted  in  the 
front  thereof,  in  white*  The  foreman  of  each  of  the  hook 
and  ladder  companies  shall  wear  a  cap,  painted  black,  with 
a  white  frontispiece,  and  the  word  '*  Foreman,'*  and  the 
initials  of  his  name,  and  the  number  of  the  company  to 
which  he  belongs,  and  a  hook  and  ladder  painted  thereon, 
in  black ;  and  the  members  of  the  said  hook  and  ladder 
companies  shall  wear  a  cap,  painted  black,  with  the  ini- 
tials of  their  names,  and  number  of  the  company  to  which 
they  belong,  with  a  hook  and  ladder,  painted  in  the  fiont 
thereof,  in  white.  And  the  foremen  of  each  of  the  fire 
hose  companies  shall  wear  a  cap,  painted  black,  with  a 
white  frontispiece,  and  the  word  '*  Foreman,"  and  the  ini- 
tials of  his  name,  and  the  number  of  the  company  to  which 
he  belongs,  and  a  coil  of  hose  painted  thereon,  in  black ; 
and  the  members  of  the  said  fire  hose  companies  shall  wear 
caps,  painted  black,  with  the  initials  of  their  names  and  the 
number  of  the  company  to  which  they  belong,  with  a  coil 
of  hose  painted  thereon,  in  white.  And  the  assistants  to 
each  respective  company  shall  wear  caps,  painted  in  the 
same  manner  as  that  of  foreman  of  the  company,  with  the 
word  "  Assistant,"-  ia  lieu  of  the  word  foreman.  And 
further,  that  it  shall  be  the  duty  of  the  Chief  Engineer  to 
report  to  the  Common  Council  the  name  of  every  person 
who  shall  neglect  or  refuse  to  comply  with  the  foregoing 
requisitions ;  which  said  person  shall  thereupon  be  remored 
and  displaced  from  his  station. 

•nd^^'^JiiSte^  XIV.  And  be  it  further  ordained^  That  the  names  and 
^iJiiej^^*'"' places  of  abode  of  the  members  of  the  Common  Councfl, 
EteTurh^c™'*  Engineers,  Fire  Wardens,  and  foremen  of  the  respective 
or  firm  by  compsnies,  and  bell-ringers,  shall  annually,  in  the  month 
men.  of  December,  be  printed  and  set  up  in  the  several  watch- 

houses  in  this  city,  by  the  City  Inspector ;  ai^d  whenever 
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any  fire  may  happen  in  the  night,  the  watchmen  shall  im- 
mediately give  notice  to  each  of  the  members  of  the  Com- 
mon Councily  Engineers,  Fire  Wardens,  foremen,  and  bell- 
ringers  within  their  respective  watch  districts;  and  it  shall, 
moreover,  be  the  duty  of  every  watchman,  upon  the  break- 
ing out  of  any  fire,  to  alarm  the  citizens,  by  crying  fire,  and 
mentioning  the  street  where  it  may  be,  so  that  the  firemen 
and  citizens  may  thereby  be  generally  directed  where  to 
repair,  and  if  any  watchman  shall  neglect  so  to  do,  he  shall 
forfeit  and  pay  the  simi  of  one  dollar.  And  if  it  shall  hap- 
pen that  a  chimney  only  shall  be  on  fire,  either  by  day  or 
night,  the  fire-bell  at  the  City  Hall,  and  the  bells  of  the 
several  churches  in  this  city,  shall  not  be  rung ;  but  only 
on  occasions  where  a  building  shall  be  proclaimed  to  be  on 
fire.  And  it  is  enjoined  on  the  occupants  to  place  a  light- 
ed candle  at  the  windows  of  their  respective  buildings, 
when  fire  may  happen  at  night,  in  order  that  citizens  may 
pass  along  the  streets  with  the  greater  safety. 

XV.  And  be  it  further  ordained^  That  it  shall  be  the  duty  ooni-tabies 
of  the  constables  and  marshals  of  this  city  to  repair,  imme-  ^  attend 
diately  on  the  alarm  of  fire,  with  their  staves  of  office,  to 
the  place  where  such  fire  maybe;  and  there  assemble,  and 
attend  to  and  obey  such  orders  as  may  be  given  them  by 
the  Mayor,  Recorder,  or  any  of  the  Aldermen  or  Assistant 
Aldermen  of  the  said  city,  for  the  preservation  of  the  pub- 
lic peace,  and  the  removal  of  all  idle  and  suspected  persons, 
or  others  not  actually  and  usefully  employed  in  aiding  the 
extinguishment  of  such  fire,  or  in  the  preservation  of  pro- 
perty in  the  vicinity  thereof.  And  if  any  constable  or 
marshal  shall  not  attend  at  such  fire,  or  shall  neglect  or 
refuse  to  obey  any  orders  that  may  be  given  him  as  afore- 
said, he  shall  forfeit  and  pay  the  sum  of  ten  dollars  for 
each  offense. 
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vesMtenoi      XVT.  And  be  itjurther  ordained^  That  no  boat  or  vcMel 

to     obstruct  "^ 

^^  ^'  ^^  ^^7  kind,  raft,  or  any  other  obstruction,  shall  be  placed 
in  the  river  so  as  to  impede  or  obstruct  the  removil  of  tiie 
floating  engines,  and  that  every  person  who  shall  be  guilty 
of  placing  any  obstruction  in  firont  of  the  said  floating  en- 
gines as  aforesaid,  shall  forfeit  and  pay  the  sum  of  fifty 
dollars. 

Of  buckets.  XVII.  And  be  it  fvriher  ordained^  That  the  owner  or  oc- 
cupant of  every  dwelling-house  within  the  city,. having 
less  than  three  fire-places,  shall  provide  one  leathern  back- 
et ;  and  having  three  fire-places,  and  less  than  six,  two 
leathern  buckets ;  and  having  six  fire-places,  and  less  than 
nine,  four  leathern  buckets ;  and  having  nine  fire-places  and 
upwards,  six  leathern  buckets  ;  to  be  marked  with  at  least 
the  initial  letters  of  the  owner's  name,  with  the  number  of 
the  house  to  which  it  belongs,  and  the  name  of  the  street 
in  which  such  house  is  situate.  And  the  owner  or  occu- 
pant of  every  brew-house,  distillery,  sugar-house,  soap  and 
candle  manufactory,  and  ship-chandlery  store  shall  pro- 
vide nine  leathern  buckets ;  and  the  owner  or  occupant  of 
every  bake-house  and  air-furnace  shall  provide  six  leathern 
buckets  over  and  above  the  buckets  to  be  provided  for 
their  respective  dwelling-houses  aforesaid;  each  of  which 
aforesaid  leathern  buckets  shall  be  capable  of  containing 
two  gallons  and  a  half  of  water,  and  shall  be  suspended  in 
some  convenient  place,  ready  to  be  delivered  and  used  for 
extinguishing  fires,  when  any  shall  occur.  And  further, 
that  all  such  leathern  buckets  as  aforesaid  shall  be  for- 
nished  and  provided  by  the  persons  inhabiting  or  occupy- 
ing such  houses  and  buildings  respectively  as  aforesaid,  at 
the  expense  of  the  owner  ;  and  if  such  inhabitant  or  occu- 
pant be  a  tenant,  the  price  of  such  leathern  bucket  shall 
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be  allowed  and  deducted  out  of  the  rent,  unless  there  be  a 
special  agreement  between  the  parties  to  the  contrary. 
And  in  case  of  any  neglect  in  any  of  the  matters  herein  be-  r^naitj. 
fore  mentioned,  the  person  offending  shall,  for  every  month 
he  or  she  shall  so  neglect,  forfeit  the  sum  of  one  dollar  and 
fifty  cents  for  each  leathern  bucket  deficient.  And  every 
inhabitant  or  occupant  who  shall  refuse  to  deliver,  on  the 
alarm  of  fire,  such  leathern  bucket  or  buckets  belonging  to 
such  house  or  building  which  they  may  occupy,  shall  for- 
feit and  pay  fifty  cents  for  each  bucket  so  detained  and  re- 
fused to  be  delivered.  It  shall,  nevertheless,  be  optional 
with  any  owner  of  a  dwelling-house  as  aforesaid,  to  sur- 
render and  deliver  over  to  the  Mayor,  Aldermen,  and 
Commonalty  of  this  city,  such  number  of  leathern  buckets 
not  exceeding  one  half  of  the  whole  number  such  dwelling- 
house  is  required  to  have ;  which  buckets,  when  surrender- 
ed and  delivered  over  to  whomsoever  the  Common  Council 
shall  direct,  shall  become  public  buckets;  and  shall  be 
deposited  in  such  suitable  place  or  places,  in  each  ward,  as 
they  shall  direct,  and  for  which  the  owner  of  every  such 
dwelling-house  shall  receive  a  certificate,  from  the  City 
Inspector,  exempting  such  dwelling-house,  thereafter,  from 
so  many  leathern  buckets  as  shall  be  so  surrendered  and 
delivered  over  ;  and  the  same  shall  also  be  registered  in  a 
book,  to  be  kept  for  the  purpose,  by  the  City  Inspector. 
And  if  any  person  shall  detain  any  leathern  bucket  or 
buckets  which  shall  have  been  provided  or  used  at  any  fire 
as  aforesaid,  from  the  owner  or  owners  thereof,  above 
twenty-four  hours,  such  person  shall  forfeit  and  pay,  for 
every  leathern  bucket  so  detained,  the  sum  of  four  dollars. 

X  Vm.  And  be  it  further  ordained,  That'  if  any  chimney,  ^  ^^^^^ 
stove-pipe,  or  flue,  within  this  city,  shall  take  fire,  through  ^^'  "^ 
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neglect  of  being  properly  swept  and  cleansed,  the  oecm- 
pant  of  the  house  to  which  such  chimney  appertains,  diall 
forfeit  and  pay  the  sum  of  five  dollars. 

^^Otfpwten,  XIX.  And  he  it  further  ordained^  That  all  carpenten, 
ihaTiDgi.  m^  j  others  using  any  trade  by  which  shavings  are  made^ 
shall,  respectively,  at  the  close  of  each  day,  on  leaving  off 
work,  cause  the  same  to  be  securely  stowed  in  some  safe 
place,  remote  from  danger  by  means  of  fire,  under  the 
penalty  of  five  dollars. 

tiii^t!2te*°  •^•^*  "^^  ^  itjurther  ordained^  That  if  any  person  or 
persons  shall  kindle  any  fire  in  any  street,  road,  or  lane,  or 
on  any  wharf  (except  for  the  purpose  of  boiling  tar,  which 
fire  shall  not  be  more  than  six  feet  from  the  end  of  the 
wharf),  in  this  city,  every  such  person  shall  forfeit  and  pay 
the  sum  of  ten  dollars  for  every  such  offense. 

haj  and      XXI.  And  be  it  further  ardainedj  That  if  any  person  or 

straw,    how  ini  ii  i 

to  b6  placed.  persoDs  shall  have,  or  put,  or  keep  any  hay  or  straw,  un- 
covered, in  any  stack  or  pile,  or  in  any  way  exposed,  with- 
in one  hundred  yards  of  any  building,  to  the  southward  of 
a  line  commencing  at  the  Hudson  River,  and  running  finom 
thence  through  Fitzroy  road,  Greenwich  lane.  Art  streeti 
and  the  Bowery,  to  Stanton  street ;  and  from  thence  through 
Stanton  street  to  the  East  River ;  or  shall  have,  put,  or 
keep  to  the  southward  of  the  said  line,  any  hay,  straw, 
hemp,  flax,  shavings,  or  rushes,  in  any  building  not  built  of 
stone  or  brick,  and  covered  with  tile  or  slate,  which  is,  or 
shall  be,  within  ten  feet  of  any  dwelling-house  or  chimney 
whatsoever,  every  such  person  shall  forfeit  and  pay^fiv 
every  such  off*en8e,  twenty-five  dollars,  and  the  further  sum 
of  ten  dollars  for  every  twenty-four  hours  the  same  shall 
so  remain,  after  notice  being  given,  in  writing,  to  the  owner 
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or  pereon  having  charge  thereof,  by  any  Fire  Warden,  to 
remove  the  same. 

XXn.  And  he  it  further  ordained^  That  if  any  owner  or      ctedie«, 

•'  ,      ,  •'  how    .10    be 

occupant  of  any  stable  within  this  city,  or  any  person  in  jjj^  *°  •'^ 
the  employment  of  such  owner  or  occupant,  shall  use  there- 
in any  lighted  candle  or  lamp,  except  the  same  shall  be 
securely  kept  within  a  lantern,  every  such  person  shall  for- 
feit and  pay,  for  every  such  offense,  ten  dollars. 

XXm.  And  be  it  further  ordained^  That  all  the  fines,  pen-     PwuJtiee, 

*  bow    appro- 

alties,  and  forfeitures,  imposed  by  this  law,  for  not  attend-  vr^^- 
ing  fires,  and  for  not  attending  at  the  meetings  for  washing 
the  fire-engines  and  exercising  the  men,  shall,  when  re- 
ceived^)e  paid  to  the  treasurers  of  the  respective  compa- 
nies aflresaid,  in  which  the  delinquencies  may  happen,  for 
the  use  and  benefit  of  said  companies ;  and  all  the  other 
fines,  penalties,  and  forfeitures,  imposed  by  this  law,  shall, 
when  recovered,  be  paid  to  the  Treasurer  of  the  "Fire  De- 
partment of  the  City  of  New  York,"  for  the  use  and  benefit 
of  the  said  Fire  Department.  And  further,  that  the  Chief 
Engineer  shall,  annually,  on  the  second  Monday  of  Decem- 
ber, in  each  year,  report  to  the  Common  Council  the  amount 
of  the  sums  which  may  be  received  as  aforesaid,  by  the 
said  Fire  Department  of  the  City  of  New  York,  and  the 
application  thereof. 

XXIV.  And  be  it  further  ordained^  That  it  shall  be  lawful  penauioi, 
for  the  Fire  Department  of  the  City  of  New  York,  and  for  ^  '^^®'' 
tibe  respective  companies  before  mentioned,  or  persons  duly 
authorized  by  them,  to  receive,  sue  for,  and  recover,  in  the 
name  of  the  Mayor,  Aldermen,  and  Commonalty  of  the  City 
of  New  York,  all  the  fines,  penalties,  and  forfeitures  here- 
by imposed,  which  may  be  appropriated  for  their  respec- 
tive uses  as  aforesaid. 
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ifachinefor  J^ob  Smith,  junior,  having  made  application  respectiiig 
£^*^iin  &  machine  for  throwing  down  chimnejrs  in  case  of  fire,  the 
^SchMied.  conunittee,  to  whom  was  referred  the  subject,  reported 
that  they  had  examined  the  machine,  were  of  the  opimon 
that  it  would  answer  a  good  purpose,  and,  as  the  expense 
would  be  trifling,  they  directed  the  Superintendent  of  Be- 
pairs  to  provide  one. 

Which  report  was  approved. 

(Vol.  34,  page  261,  P.  C.  C,  MSS.) 

J.  sknith      On  the  19th  of  April,  1819,  the  same  subject  being  brfore 

tor^^ijpJJiIi-  the  Committee,  they  presented  a  report  in  favor  of  paying 

ding^  B;]!cb  Jacob  Smith,  Jr.,  for  his  services  in  superintending  the  said 

machine.    The  resolution  appended  to  said  repoAreads: 

/*  Regolvedj  That  the  Comptroller  be,  and  he  is  hereby 
requested  to  prepare  a  warrant  in  favor  of  Jacob  Smith,  Jr^ 
for  the  sum  of  fifty  dollars." 

Which  was  approved,  and  the  Comptroller  directed  to 
report  a  warrant  accordingly. 

(Vol.  37,  P.  C.  C,  MSS.,  pages  427^.) 

The  Committee  on  the  Fire  Department,  March  Hi 
1818,  presented  a  report  concluding  with  the  following 
resolution : 

Fire  limit!  **  Resolvedy  That  application  be  made  to  the  Legislature, 
21  «x^  -  ^^  their  present  session,  to  extend  the  limits  against  the 
erection  of  wooden  buildings,  so  as  to  commence  at  tiie 
East  river,  at  the  foot  of  Montgomery  street ;  up  Mont- 
gomery to  Cherry ;  thence  through  Cherry  to  Clinton; 
thence  up  Clinton  to  Harman ;  thence  through  Hannan  to 
Catharine ;  through  Catharine  to  Chatham ;  thence  down 
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Chatham  to  Pearl ;  thence  through  Pearl  to  Elm ;  thence 
through  £kn  to  Walker;  thence  through  Walker  to  Beach ; 
thence  through  Beach  to  the  Hudson  river ;  includmg,  also, 
the  lots  of  ground  fronting  on  both  sides  of  said  streets 
through  which  the  above-mentioned  line  runs,  and  includ- 
ing also  the  lots  of  ground  fronting  on  both  sides  of  Broad-  . 
way,  up  to  Art  street ;  and  that  the  Counsel  present  a  bill 
for  that  purpose,  agreeable  to  the  present  law,  to  the  Legis- 
lature/' 

Which  report  was  approved,  and  the  Counsel,  agreeably 
to  the  request  of  the  Committee,  presented  a  memorial  to 
the  Liegislature,  and  the  draft  of  a  law  entitled  '*  An  act  in 
addition  to  an  act  for  the  more  effectual  prevention  of  fires 
in  thelbity  of  New  York." 

Which  was  approved,  and  directed  to  be  transmitted  to 
the  Legislature. 

(Vol.  35,  P.  C.  C,  MSS.,  pages  28-9.) 

This  law,  though  transmitted  to  the  Legislature,  was  never 
enacted. 

In  consequence  of  a  signal  neglect  (it  not  being  an  ex-   watchmttn* 
press  duty)  of  the  sextons  of  the  various  churches  in  ring-  Are,  to  ratify 

,  Boxtons       of 

ing  the  bells  at  a  fire  that  occurred  on  the  morning  of  the  churchoa. 
19th  of  August,  1818,  and  a  large  number  of  the  firemen 
thereby  not  being  alarmed,  the  following  recommendation 
was  approved  on  the  24th  of  August,  viz. :  **  That  it  be 
made  a  duty  of  the  watchmen,  at  the  cry  of  fire,  immedi- 
ately to  alarm  the  sextons  of  the  different  churches  in  the 
city."  The  churches  having  given  instructions  to  the  sex- 
tons to  ring  an  alarm  on  being  notified.  (Vol.  36  P.  C.  C% 
MSS.,  p.  107.) 
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uw  reia.     On  the  27th  of  December,  1819,  the  Committee  on  the 

tire   lo  lire 

Jj^S"  '•*  Fure  Department  reported,  that  as  the  fire  buckets  wwe 
rapidly  being  superseded  by  the  use  of  hose,  they  submitted 
the  following  ordinance : 

Be  it  ordained  by  the  Mayor^  Aldermen^  and  Camnumaliy  qftk 
City  of  New  York^  in  Common  Council  convened: 

That  so  much  of  the  law  for  preventing  and  extingnisb- 
ing  fires,  passed  the  5th  day  of  May,  1817,  as  reliO^s  to 
fire-buckets,  be  and  the  same  is  hereby  repealed* 

Which  was  approved,  and  the  ordinance  read  and  passed. 

(Vol.  39  P.  C.  C,  MSS.,  p.  325.) 

sauuT  of     The  salary  of  the  Chief  Engineer,  which,  prior  to  the 
«»«•  28th  day  of  February,  1820,  had  been  eight  hundred  dol- 

lars per  annum,  was  on  that  day  reduced  to  the  sum  of  five 
hundred  dollars  per  annum.  (Vol.  40  P.  C.  C,  HS&, 
page  103.) 

Upon  petition  reported  on  the  29th  of  May,  1820,  the 
following  rosolution  was  passed : 

nremen  to      "  Resolvcd.  That  the  Clerk  of  this  Board  be,  and  he  m 

receive   cer- 

JjJ^  ^  hereby  authorized  to  give  a  certificate  to  such  firemen  as 
may  apply,  and  provide  sufficient  testimony  that  they,  the 
said  firemen,  have  served  the  time  required  by  law." 

Which  was  approved,  and  the  resolution  adopted. 

(Vol.  41  P.  C.  C,  MSS.,  p.  40.) 

On  the  5th  day  of  June,  1820,  the  Special  Committeef 
to  whom  was  referred  the  subject  of  appointing  Heaitt 
Wardens,  under  the  act  of  the  14th  day  of  April,  1820, 
reported  the  following  resolutions : 

wardeS!^"'     Besolvedy  That  it  is  expedient  to  appoint  Health  Wardcnt 
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Resolveds  That  the  Fire  Wardens  of  the  city  be  clothed    rtnwud- 

ens  to  act  m 

with  authority  to  discharge  the  duties  of  Health  Wardens,  ^^  w«r- 
under«  the   act  of  the  14th  April  last,  and  that  they  be 
placed  for  that  purpose,  under  the  direction  and  control  of 
the  Board  of  Health. 

Resolved^  That  the  Counsel  of  the  Board  be  directed  to  J?!^}J? 

'  prepare  orai> 

prepare  an  ordinance  in  conformity  to  the  above  resolu-  "■'***• 
tions. 

Which  was  approved,  and  the  resolutions  adopted. 

(Vol.  41  P.  C.  C,  MSS.,  pages  70-1.) 

On  a  communication  from   the  Chief  Enirineer,  statinir     cierk  u> 

®  '  ®  correct  mki- 

that  mistakes  sometimes  occurred  in  the  returns  of  the  ^^^  ^ 

namee. 

names  of  persons  to  be  appointed  as  Fire  Wardens  and 
firemen,  by  omitting  a  letter,  &c.,  to  the  name,  which  was 
immaterial,  the  Clerk  of  the  Common  Council  was  author^ 
ized  to  correct  such  mistakes  on  the  minutes.  (Vol.  41  P.  C. 
C,  pp.  319^20.) 
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A  LAW  for  preventing  and  extinguulungfiret. 

Passed  December  26»  1820. 

Beit  ordained  by  the  Mayor  ^  Aldermen^  and  Commonalty  of  die 
City  of  New  Yorkf  in  Common  Council  amcened : 


Fire   De- 


partment of      That  the  Fire  Department  of  the  said  Cfity  shall  consist 
whomtoooD.  ^f  ^  Chief  Engineer,  who  shall  have  an  annual  salaiy  of 


■isi. 


five  hundred  dollars,  payable  quarterly,  and  as  many  other 
engineers,  fire  wardens,  fire-enginemen,  hosemen,  and  hook- 
and-laddermen,  as  are  or  may,  from  time  to  time,  by  the 
said  Common  Council,  be  duly  appointed;  and  who  shall 
be  respectively  distinguished  by  the  several  appellationfl 
aforesaid. 

Chief  Efagi-      11.  And  be  it  further  ordained,  That  the  Chief  Engineer 

neer,  his  da-  n  n  i  i 

w<»-  shall  in  all  cases  of  fire,  have  the  sole  and  absolute  cod- 

trol  and  command  over  all  the  engineers  and  other  persoM 
of  the  Fire  Department ;  and  it  shall  be  the  duty  of  the 
said  Chief  Engineer  to  direct  the  other  engineers  to  take 
proper  measures  that  the  several  fire-engines  be  arranged 
in  the  most  advantageous  situations,  and  be  duly  worked 
for  the  effectually  extinguishing  of  fires.  And  it  shalli 
moreover,  be  the  duty  of  the  said  Chief  Engineer  to  examine, 
twice  in  every  year,  into  the  condition  and  number  of  tie 
fire-engines,  fire-buckets,  and  other  fire  apparatus,  and  fire- 
engine  houses  belonging  to  the  Corporation,  and  report  the 
same  once  a  year  to  the  Common  Council,  together  with 
the  names  of  all  the  members  of  the  Fire  Department,  and 
the  respective  associations  to  which  they  belong ;  whid 
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shall  be  published  in  the  month  of  June,  in  every  year,  by 
the  City  Inspector,  in  the  newspapers  employed  by  the 
Common  Council.  And  whenever  any  of  the  said  fire-en- 
gines and  other  fire  apparatus  shall  require  to  be  repaired, 
the  Chief  Engineer,  under  the  direction  of  the  Committee  on 
the  Fire  Department,  shall  cause  the  same  to  be  well  and 
sufficiently  done.  And  it  shall,  moreover,  be  the  duty  of 
the  Chief  Engineer  to  report,  in  writing,  all  accidents  by  fire 
that  may  happen  in  this  city,  with  the  causes  thereof,  as 
well  as  can  be  ascertained,  and  the  number  and  description 
of  the  buildings  destroyed  or  injured,  together  with  the 
names  of  the  owners  and  occupants,  to  the  City  Inspector, 
who  shall  keep  a  faithful  register  of  the  same. 

in.  And  he  it  further  ordained^  That  so  many  of  the  free-  nre  ward- 
holders  or  freemen  of  the  said  city  as  the  Common  Coun-  pomted. 
cil  thereof  may  deem  proper,  shall,  from  time  to  time,  be 
appointed  in  each  of  the  wards  of  the  said  city,  to  be  de- 
nominated Fire  Wardens  ;  each  of  whom  shall  be  assigned 
and  attached  by  the  Mayor  of  the  said  city,  to  such  com- 
pany of  firemen,  having  charge  of  a  fire-engine,  as  he  may 
think  proper  ;  and  shall  report  himself  to  the  Chief  or  other 
engineer,  at  every  fire.  And  each  Fire  Warden  shall  have 
a  certificate,  under  the  seal  of  the  Mayoralty,  setting  forth 
his  appointment  as  a  Fire  Warden,  and  the  company  of 
firemen  to  which  he  may  be  attached. 

IV.  And  he  it  further  ordained^  That  the  Fire  Wardens  of  to  do  din- 
each  ward  shall  form  a  separate  company  ;    and  that  each  pames,  aod 
of  the  said  companies  shall  and  may  choose,  out  of  their  jg^  r^Ku^- 
own  number,  a  foreman  and  clerk,  in  such  manner  and  at 
mch  times  as  they  may  think  proper ;   and  each  company 
may  make  rules  regulating  the  time  and  manner  of  con- 
ducting their  elections,  and  imposing  such  fines  upon  the 
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members  as,  in  their  judgment,  may  best  seciira  the  per- 
formance of  the  duties  of  the  said  Fire  Wardens,  both  ik 
fires,  and  visiting  the  buildings,  and  in  other  duties  in  their 
several  districts ;  and  disobedience  to  such  rules  shall  be 
reported  by  each  company  to  the  Common  Council,  sad 
shall  subject  the  Fire  Warden,  so  disobeying,  to  removal 
by  the  Common  Council. 

hZ'm^*  V.  And  be  it  further  ordained^  That  whenever  a  vacancy 
shall  happen  in  any  of  the  said  companies,  ijfie  company 
where  the  same  shall  happen,  may  recommend,  through  the 
Chief  Engineer,  to  the  Common  Council,  for  approbation, 
a  suitable  person  to  fill  such  vacancy ;  but  none  other  than 
those  who  have  been  firemen  for  at  least  five  years  shall 
be  so  recommended. 

Firewardens      VI.  And  be  it  further  ordained j  That  the  said  Wardens, 

subject       to  T/»  1111  •%  •  IT  t> 

the  directkn  whcu  atteudmg  fircs,  shall  be  subject  to  the  direction  of 
****"•         the  Chief  Engineer,  and  the  other  engineers  of  the  Fire 
Department. 

Dutj  sf  Vn.  And  be  it  further  ordained^  That  it  shall  be  the  duty 
of  the  said  Fire  Wardens,  immediately  on  the  alarm  of 
fire,  to  repair  to  the  place  where  it  may  be,  and  aid  and 
assist  in  procuring  supplies  of  water  to  the  fire-engines  to 
which  they  shall  respectively  be  assigned  and  attached,  and 
to  such  other  fire-engines  as  the  Chief  Engineer  or  other 
engineer  may  direct  them  to  attend.  It  shall  also  be  Ae 
duty  of  the  said  Fire  Wardens  to  prevent  the  hose  from 
being  trodden  on,  and  to  keep  all  idle  and  suspected  per- 
sons at  a  proper  distance  from  the  fire,  and  from  the  vicin- 
ity, and  the  citizens  are  hereby  enjoined  to  comply  with 
the  orders  and  directions  of  the  said  Fire  Wardens  in  the 
premises. 

Vin.  And  be  it  further  ordained^    That  each  of  the  nid 


FIRE  DEPASTICEHT.  17$ 

companies  shall  divide  their  ward  into  districts,  and  that     wards  to 

*  be     diTidad 

the  foreman  of  the  company  shall  attach  one  or  more  of  |^  ^^^ 
the  members  of  the  said  company  to  each  of  the  said  dis- 
tricts, for  the  purpose  of  making  the  visitation  and  exami- 
nation directed  in  the  next  following  section ;  who  shall 
keep  a  record  of  the  names  of  the  occupants  of  the  houses, 
and  the  number  of  the  same,  wherein  they  shall  observe 
any  violations  of  this  law,  or  of  the  act  for  the  more  efiec- 
tnal  prevention  of  fires,  and  annually,  in  the  month  of  Jan- 
uary, exhibit  a  transcript  of  the  same  to  their  foreman,  and 
the  said  foreman  shall  report  to  the  Chief  Engineer,  in  the 
month  of  June,  annually,  the  name,  residence,  and  occupation 
of  each  of  the  wardens  of  his  company ;  and  to  the  Common 
Council  all  neglects  on  the  part  of  any  of  the  wardens  of 
his  company  to  comply  with  the  requisitions  of  this  section, 
and  every  warden,  so  neglecting  his  duty,  shall  be  removed 
firom  his  office. 

IX.  And  be  itjwriher  ordained.  That  it  shall  be  the  duty      wardens 

*^  ^    to     examine 

of  the  said  Fire  Wardens,  twice  in  every  year,  namely,  in  ^^  *^^ 
the  months  of  June  and  December,  and  as  much  oftener  as  ^i^^^^^*"^' 
ihey  may  think  proper,  to  examine  the  dwelling-houses 
and  other  buildings  in  their  respective  wards,  for  the  pur- 
pose of  ascertaining  all  violations  of  the  act  for  the  more 
effisctual  prevention  of  fires  in  the  city  of  New  York,  and 
ilso  to  examine  the  fire-places,  hearths,  chimneys,  stoves 
and  the  pipes  thereto,  ovens,  boilers,  kettles,  and  also  all 
chemical  apparatus  which,  in  their  opinion,  may  be  danger- 
ous in  causing  or  promoting  fires,  and  also  the  places  where 
uhes  may  be  deposited ;  and,  upon  finding  any  of  them  defec- 
tive or  dangerous,  they,  or  either  of  them,  shall  direct  the 
owner  or  occupant,  either  by  a  printed  or  written  notice,  to 
alter,  remove,  or  amend  the  same,  in  such  manner,  and  within 
such  reasonable  time  as  they,  oreither  of  them,  may  judge  ne- 
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cessaiy ;  and  in  case  of  neglect  or  refusal  so  to  do,  the  pwt^ 
offending  shall  forfeit  and  pay  the  sum  of  twenty-five  dol- 
lars, and  for  every  day  after  the  time  allotted  as  aforesaid 
to  alter,  remove,  or  amend  the  same,  in  conformity  with 
the  directions  aforesaid,  the  party  so  ofiending  shall  forfeit 
and  pay  the  further  sum  of  five  dollars.    And  all  the  ex- 
penses of  any  removal,  alteration,  or  amendment,  as  afore- 
said, shall  be  paid,  in  the  first  instance  by  the  occupant, 
but  s^all  be  chargeable  against  the  owner  of  such  dwelling- 
house  or  other  building,  and  shall  be  deducted  from  tiie 
rent  of  the  same,  unless  such  expense  be  rendered  necessaiy 
by  the  act  or  default  of  such  occupant,  or  unless  there  be 
a  special  agreement  to  the  contrary  between  the  partieB. 
And  it  shall,  moreover,  be  the  duty  of  the  Fire  Wardeni, 
or  either  of  them,  at  such  time  as  aforesaid,  to  enter  into 
and  examine  all  buildings,  livery  and  other  stables,  haj- 
boats,  or  vessels,  and  places  where  any  gunpowder,  hempi 
flax,  tow,  hay,  rushes,  fire-wood,  boards,  shingles,  shav- 
ings, or  other  combustible  materials  may  be  lodged,  and 
give  such  directions,  in  writing,  in  the  premises,  as  may  be 
deemed  necessary  by  them  or  him,  relative  to  the  removil 
thereof;  and  in  case  of  neglect,  or  refusal  on  the  part  of 
the  possessor  of  such   combustible  materials,  or  any  of 
them,  to  remove  or  secure  the  same  within  the  time  and 
in  the  manner  directed  by  the  said  Fire  Wardens,  or  cithff 
of  them,  the  party  offending  shall  forfeit  and  pay  the  wm 
of  twenty-five  dollars,  and  the  further  sum  of  five  doUan 
for  every  day's  neglect  to  remove  the  same  afler  being  m 
notified. 

Rcpnrto  to      X.  And  be  it  further  ordained^  That  the  duties  prescribed 

the  rormen^  by  thc  foregoiug  section  of  this  ordinance  shall  be  perfozmel 

in  each  district  by  the  warden  or  wardens  attached  to  mA 

district  who  shall  make  an  immediate  report  to  the  fix^ 
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man,  who  shall  record  the  same  in  a  book  to  be  kept  for 
that  purpose,  of  all  persons  neglecting  or  refusing  to  com- 
ply with  the  orders  and  directions  aforesaid,  together  with 
the  circumstances  of  each  case ;  and  shall  also  make  report 
whether  any,  and  what,  cases  of  violations  of  the  laws  of 
this  State,  prohibiting  the  construction  of  wooden  buildings, 
within  certain  limits  in  this  city,  have  come  to  his  know- 
ledge ;  and  in  case  of  any  violation  of  such  law,  he  shall 
particularly  report  the  names  of  the  owner  or  owners  of 
the  building,  and  of  the  master  builder,  and  the  particular 
circumstances  of  each  case ;  and  in  case  of  neglecting  to 
report  as  aforesaid,  such  warden  shall  forfeit  and  pay  the 
sum  of  ten  dollars.  But  it  is  hereby  expressly  declared, 
that  the  foreman  or  any  of  the  wardens  of  the  ward,  may 
give  such  orders  and  directions  as  are  above  authorized  and 
directed  in  and  by  the  ninth  section  of  this  law,  in  case 
the  same  shall  not  be  given  by  the  warden  of  the  district 
where  the  danger  exists  or  is  apprehended. 

XI.  And  he  it  further  ordained  J  That  the  firemen  shall  oe    Fircmou 
divided  into  companies,  to  consist  of  as  many  members  as 
the  Common  Council  shall,  from  time  to  time,  direct,  to  at- 
tend to  the  fire-engines,  hose-wagons,  and  hooks  and  ladders 
belonging,  or  that  may  hereafter  belong,  to  the  Corporation 
of  this  city,  or  such  hose-wagons  and  hooks  and  ladders  as 
the  Conmion  Council  shall  direct ;  and  that  each  of  the 
said  companies  shall  and  may  choose,  out  of  their  own 
number,  a  foreman,  assistant,  and  clerk,  in  such  manner 
and  at  such  times  as  they  may  think  proper.     And  it  shall 
be  the  duty  of  the  said  firemen,  as  often  as  any  fire  shall 
break  out  in  the  said  city,  to  repair,  immediately  upon  the 
alarm  thereof,  to  their  respective  engines,  hose-wagons, 
books  and  ladders,  and  convey  them  to,  or  near  the  place 
Where  such  fire  shall  happen,  and  there,  in  conformity 

12 
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witli  the  directions  given  by  the  Chief  Engineer,  or  other 
engineers,  shall  work  and  manage  the  said  engines,  or  ap- 
paratus and  implements,  with  all  their  skill  and  power; 
and  when  the  fire  is  extinguished,  shall  not  remove  there- 
from  but  by  the  permission  of  an  engineer ;  when  they 
shall  return  their  respective  hose-wagons,  hooks  and  lad- 
ders, engines  and  apparatus,  well  washed  and  cleansed,  to 
their  several  i»lac(?s  ol*  dei)osit.     And  for  the  more  effectu- 
ally perfecting  the  firemen  in  their  duty,  and  keeping  and 
preserving  the  said  fire-engines  and  other  implements  and 
apparatus  from  decay,  the  said  firemen  shall,  in  the  months 
of  May,   June,   July,   August,   SeptembtT,  October,  and 
November,  draw  out  the  sai<l  firt»-engini?s  and  other  imple- 
ments, in  order  to  wash  and  cleanse  them,  and  to  exercise 
the  m«»n  ;  and  if  any  fircMiian  shall  neglect  the  said  duty, 
lie  shall  forfeit  and  pay  the  sum  of  one  dollar  for  every 
default ;  and  if  he  shall  ne^rlcct  to  attend  at   any  fire  as 
afon*said,  or  leave  his  fire-engine  or  other  apparatus  while 
all  any  fire,  without  permission,  or  shall  neglect  to  per- 
form his  duty  on  such  occasion,  without  reasonable  excuse, 
he  shall,  for  every  default,  forfeit  and  pay  the  sum  of  three 
dollars ;  and  if  any  fireman  shall  neglect  to  do  his  duty  as 
such,  in  attending  at  fires,  or  in  any  washing,  exercising, 
managing,  trying,  or  using  the  said  fire-engine,  or  other 
implements  or  apparatus  provided  for  extinguishing  fires, 
every  such  person  shall,  besides  the  fines  and  penalties 
aforesaid,  be  removed  and  displaced  from  his  station.    And 
whenever  any  fireman  is  api>ointed  to  supply  any  vacancy 
in  any  comjjany  as  afiiresaid,  it  shall  be  his  duty  to  call  od 
the  Treasurer  of  the  Fire  Department,  and  procure  a  cer- 
tificate, within  one  month  from  the  date  of  his  appoint- 
ment, specifying  the  name  and  number  of  the  company  to 
which  such  fireman  shall  be  elected.     And  any  fireman 
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re-elected,  shall  obtain  a  new  certificate  as  aforesaid.  And 
it  shall  be  the  duty  of  the  Chief  Engineer  to  certify,  on 
every  return,  whether  a  vacancy  exists  in  the  company. 

■ 

Xn.  And  be  it  further  ordained^  Tliat  in  order  that  the  "^^  ^^5- 

*'  men,  Anint- 

members  of  the  Common   Council,  Entrineers,  and  Fire  ^i  ^Si 
Wardens  may  be  more  readily  distinguished  at  fires,  the  Inn^^v^ 
Mayor,  Recorder,  Aldermen,  and  Assistants,  shall  severally  2J|**"^***^ 
bear,  on  those  occasions,  a  wand  with  a  gilded  flame  on 
the  top ;  and  each  of  the  engineers  shall  wear  a  leathern 
cap,  painted  white,  vnt\\  a  gilded  front  thereto,  and  a  fire- 
engine  blazoned  thereon,  and  shall  also  carry  a  speaking 
trumpet,  painted  black,  with  the  words  "  Chief  Engineer," 
"Engineer  No.  1,"   &c.,  as  the  case  may  be,  in  white, 
which  shall  also  be  painted  on  their  caps  respectively ; 
and  each  of  the  Fire  Wardens  shall  wear  a  hat,  the  brim 
black,   the    crown    painted   white,  with   the   city   arms 
blazoned  on  the  front,  and  shall   also  carry  a  speaking- 
trumpet,   painted  white,  with  the   word  "  Warden,"  in 
black,  painted  thereon. 


mon. 


XIII.  And  be  it  further  ordained^  That  the  firemen  of  the  J^*»'*^ 
said  city  shall,  when  on  duty,  wear  leatliem  caps,  in  the 
form  heretofore  used;  and  the  said  caj)S  shall  be  painted 
and  distinguished  in  the  manner  following,  viz :  the  foreman 
of  each  of  the  fire-engine  companies  shall  wear  a  cap, 
painted  black,  with  a  white  frontispiece,  and  the  word 
"  Foreman,"  with  the  initials  of  his  name  and  the  num- 
ber of  his  engine  painted  tliereon,  in  black;  the  fire- 
men of  the  said  fire-engine  companies,  shall  wear  a  cap, 
painted  black,  with  the  initials  of  their  names  and  the 
number  of  the  engines  to  which  they  belong,  painted  in  the 
front  thereof,  in  white.  The  foreman  of  each  of  the  hook 
and  ladder  companies  shall  wear  a  cap,  painted  black,  with 
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a  wliite  frontispioce,  and  the  word  "  Foreman,**  and  the 
initials  of  bis  name,  and  the  number  of  the  company  to 
wliich  he  belonirs,  and  a  hook  and  ladder  painted  thereon, 
in  bhick ;  and  the  members  of  the  said  hook  and  ladder 
companies  shall  wear  a  cap,  i>aint(Hl  blaek,  with  the  ini- 
tials of  th(»ir  names  and  the  number  of  the  company  to 
which  they  belong,  with  a  hook  and  ladder  painted  in  front 
thereof,  in  white.     And  the  foreman  of  each  of  the  fire 
hose  companies  shall   W(*ar  a   cap,  painted  black,  with  a 
white  frontispiece,  and  the  word  '*  Foreman,"  and  the  ini- 
tials of  his  name  and  the  number  of  the  company  to  which 
he  belongs,  and  a  coil  of  hose  painted  thereon,  in  black; 
and  the  nuMubersof  the  said  fin»  host*  companies  shall  wear 
caps,  painted  black,  with  the  initials  of  their  names  and  the 
number  of  llu»  company  to  which  they  belong,  with  a  coil 
of  hose  painteil  therron,  in  white.     And  the   assistants  to 
each  resp(»ctive  company  shall   wear  caps,  painted  in  the 
same  manner  as  that  of  the  foreman  of  tlu>  companj',  with 
the  word  "  Assistant,"  in  lit»u  of  the  word  forennm.    And 
further,  that  it  shall  ln»  tin*  clutv  (►f  the  Thief  Engineer  to 
report  to  the  Coninion  (Niuncil  the  naun*  of  every  j^erson 
who  shall  n(»glect  or  n»fuse  to  i*oni[ily  with  the  foregoing 
requisitions;  whiih  said  jierson  shall  thereupon  be  removed 
and  displaced  from  his  station. 

XIV.  Antl  fic  if  furth.ri'  nnltitind,  That  the  names  and 
places  of  abodi*  of  tlit*  nuMiibers  of  tin*  Tonimon  Council» 
Engineers,  Fire  Wardens,  and  ftn-emm  of  the  respective 
companies,  and  bell-ringers,  shall  amuially,  inthenionthof 
June,  be  printtMl  and  set  up  in  thi»  st»veral  watch-house* 
of  this  city,  by  the  City  Inspector;  and  whenever  any 
fire  may  happen  in  llu^  i^ight,  the  watchmen  shall  imraedi- 
at«dy  give  noti(*e  to  each  of  th<»  m(»nd)ers  of  the  Common 
Council,  Engineers,  Fire  Wardens,  foremen,  and  bell-ring- 
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en  within  their  respective  watch  districts ;  and  it  shall, 
moreover,  be  the  duty  of  every  watchman,  upon  the  break- 
ing out  of  any  fire,  to  alarm  the  citizens,  by  crying  fire,  and 
mentioning  the  street  where  it  may  be,  so  that  the  firemen 
and  citizens  may  thereby  be  generally  directed  where  to 
repair,  and  if  any  watchman  shall  neglect  so  to  do,  he  shall 
forfeit  and  pay  the  sum  of  one  dollar.     And  if  it  shall  hap- 
pen that  a  chimney  only  shall  be  on  fire,  either  by  day  or 
by  night,  the  fire-bell  at  the  City  Hall,  and  the  bells  of  the 
several  churches  in  the  city,  shall  not  be  rung  ;  but  only  on 
occaflions  when  a  building  shall  be  proclaimed  to  be  on  fire. 
And  it  is  enjoined  on  the  occupants  to  j^lace  a  lighted 
candle  at  the  windows  of  their  n^spective  buildings  when 
fire  may  happen  at  night,  in  order  that  the  citizens  may 
pass  along  the  streets  with  the  gri?at.er  safety, 

XV.  And  fje  if  further  ordained ^  That  it  shall  be  the  duty  conjiuibint 
of  the  constables  and  marshals  of  this  city  to  repair,  imme-  ^^^!^^^^ 
diately,  on  the  alarm  of  fire,  with  their  staves  of  ofliee,  to 
the  place  where  such  fire  may  be  ;  and  it  shall  l>e  the  duty 
of  the  constables  then  and  there  to  report  themselves  to 
the  high  constable  ;  and  of  the  marshals,  then  and  there  to 
report  themselves  to  the  first  marshal ;  and  to  conform  to 
such  orders  as  mav  be  uiven  them  bvthe  Mavor,  Recorder, 
or  any  of  the  Aldermen  or  Assistant  Aidernifu  of  the  said 
city,  for  the  preservation  of  the  public  peace,  and  the  re- 
moval of  all  idle  and  suspect^^d  persons,  and  others  not  ac>- 
tually  or  usefully  employed  in  aiding  the  extinguishment 
of  such  fire  or  in  the  presorvaticui  of  ];»roperty  in  the  vi- 
cinity thereof.  And  if  any  constable  or  marshal  shall  not 
attend  at  such  fires,  or  shall  neglect  so  to  report  himself,  or 
to  obey  any  orders  that  may  be  given  him  as  aforesaid,  he 
shall  forfeit  and  pay  the  sum  of  ten  dollars  for  each  oftense. 
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iiMiHityfbr      XVI.  AnJ  be  it  further  ordainrd^  That  if  any  chimneYi 

chii&Di'grB  bo-  .  ^  ¥ 

ingooare.  stove  pipe,  of  flue  within  this  city  shall  take  fire,  the  occu- 
pant of  the  house  to  which  such  chimney,  stove  pipe,  or 
flue  appertains,  shall  forfeit  and  pay  the  sum  oi  Jive  doUan. 

carpeiere,      XVII.  And  be  It   further  ordaimdy  That  all  carpenters 

JmS*       to      8C  " 

euro  gJuT  and  others  making  or  using  any  shavings,  shall  respective- 
ly, at  the  close  of  each  day,  cause  the  same  to  be  securely 
stored  in  some  safe  place,  remote  frcmi  danger  by  means 
of  fire,  under  penalty  of  Ji re  dollars. 

or  Bros  in  XVIII.  And  be  it  further  ordained.  That  if  any  person 
or  persons  shall  kindle  any  fire  in  any  street,  road,  or  lane, 
or  on  any  pier  or  bulkhead  in  this  city  (except  for  the  pur- 
pose of  boiling  tar;  which  fire  shall  not  be  more  than  six 
feet  from  the  bulkhead  m  the  end  of  the  pier),  every  such 
person  shall  forfeit  and  pay  the  sum  o{  ten  dollars  for  every 
such  offense. 

Hay  and  XIX.  And  Ifi'  itfurthtf  ordained ,  That  if  any  person  or  per- 
to  bo  placed.  SOUS  sliall  liavc,  put,  or  keep  any  hay  or  straw,  uncovered, 
in  any  stack  or  pile,  or  in  any  other  way  exposed,  witliin 
one  hundred  yards  of  any  building  to  the  southward  of 
a  line  connnt^ncing  at  the  Hudson  river,  and  running 
from  them;e  throu<rh  Fitzroy  street,  Greenwich  lane,  Art 
street,  and  the  liowerv  to  Stanton  8tn»et ;  from  thence 
through  Stanton  stn»et  to  the  East  river;  or  shall  have, 
put,  or  keep  to  tin*  southward  of  said  line,  any  hay,  straw, 
hemp,  flax,  shavinirs,  or  rushes,  in  any  building  not  built  of 
stone  or  brick,  and  covered  with  tile  or  slate,  or  other  fire- 
proof mat«Tials,  which  is  or  shall  be  within  ten  feet  of  any 
dwelling-house  or  chimney  whatsoever,  ever}'  sucii  person 
shall  forfeit  and  jiiiy,  for  every  such  offense,  the  sum  of 
twenty-Jive  dollars^  and  the  further  sum  of  ten  dollars  for 
every  twenty-four  hours  the  siune  shall  so  remain,  after  i 
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printed  or  written  notice  has  been  given  to  the  owner  or 
person  having  charge  thereof,  by  any  Fire  Warden,  to  re- 
move the  same. 

XX.  And  be  it  further  ordained.  That  if  any  owner  or  cmmiuw, 
occupant  of  any  stable  within  this  city,  or  any  person  in  ^  »« ««» 
the  employment  of  such  owner  or  occupant,  shall  use  therein 

any  lighted  candle  or  lamp,  except  the  snnie  shall  be  securely 
kept  within  a  lantern,  every  such  person  shall  forfeit  and 
pay,  for  such  offense,  the  sum  of  ten  dollars. 

XXI.  And  be  it  further  ordainrd,  That  all  the  fines,  pen-     Penoitu*. 

,  .  ,  •'■  how    appro- 

alties,  and  forfeitures  imposed  by  this  law,  for  not  attend- p''*'*^- 
ing  fires,  and  for  not  attending  the  meetings  for  washing 
the  fire-engines  and  for  exercising  the  men,  shall,  when 
received,  be  paid  to  the  treasurers  of  the  respective  compa- 
nies aforesaid,  in  which  the  delincjut^ncies  may  happ(»n,  for  the 
use  and  benefit  of  said  com2)anics ;  and  that  all  the  other 
fines,  penalties,  and  forfeitures  imposed  by  this  law  shall, 
when  recovered,  be  paid  to  the  Treasurt»r  of  the  "  P'ire  D(»- 
partment  of  the  (vity  of  New  York,"  for  the  use  and  benefit 
of  the  said  Fire  Department.  And  further,  that  the  Chief 
Engineer  shall,  annually,  on  the  second  ilonday  of  Decem- 
ber, in  each  year,  report  to  the  (Common  Council  tlie  amount 
of  the  sums  which  may  be  received  by  th«»  said  Fire  Depart- 
ment of  the  City  of  New  York,  and  the  application  thereof. 

XXII.  And  be  itfurtfar  ordained,  That  it  shall  b(»  lawful      Fcnaiti«. 

how  recover- 

for  the  Fire  Department  of  the  (.'ity  of  New  Y^ork,  and  for  «!. 
the  respective  companies  aforemt^ntioned,  or  persons  duly 
authorized  by  them,  to  receive,  sue  for,  and  recover,  in  the 
name  of  the  Mayor,  Aldermen,  and  Commonalty  of  the 
City  of  New  Y'ork,  all  the  fines,  penalti(?s,  and  forfeitures 
hereby  imposed,  which  shall  be  appropriated  for  their  re- 
spective uses  as  aforesaid. 
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^'iroraininot  XXIII.  Afid  be  it  further  ordained^  That  no  person  shall 
^luuilSe*^^  elected  u  fireman  until  he  shall  have  attained  the  age 
of  t\vt?nty-(»ne  years  ;  and  it  shall  be  the  duty  of  the  fore- 
men of  tlitj  resjH'otive  fire  oonipanies,  when  they  report  to 
the  Chief  Engineer  the  names  of  the  persons  elected  fire- 
men, to  certify  that  the  persons  so  elected  are  at  least 
twenty-one  years  of  age. 

ivrtifl-Minji.       XXIV.  And  ftf  it/itrthfr  ordaimdj  That  it   shall  be  the 

duty  of  the  (.Merk  of  the  Common  Cmmcil  to  furnish  the 

certificates  required  to  be  furnished  to  the  firemen,  without 

fee  or  reward. 

% 

Aivtixuv^M      A  memorial  and  bill,  to  l)e  enacted  into  a  law,  entitled 
iH2i.  «»\,j  .|j.{  for  the  more  ellectual  prevention  of  tires  in  the 

city  of  New  York,"  was  approved  on  the  2lith  day  of 
March,  ]^22  (vide  P.  C.  C,  vol.  4G,  MSS.,  p.  SS),  aud 
directed  to  be  duly  authenticated  and  transmitted  to  the 
Legislatun*. 

This  bill  became  a  law  on  the  J  2th  day  of  Ajml,  IS'22, 
and  will  be  found  under  its  appropriate  date  in  the  "Ses^ 
sion  Laws." 

On  the  i>9th  of  April,  IS-22,  his  ILmor  the  Mayor  laid 
before  tin*  (.•oinmoii  ('tiuncil  c«»rtili«'d  copies  of  the  afore- 
said law,  which  was  published  in  the  newspapers  employed 
by  the  Corporation. 

Amonriinif  A  memorial  from  the  Committ(v  on  the  Fire  Dcpart- 
wi'"<xt?u^*' m(»nt,  on  the  ISth  dav  of  March,  1822,  was  presented,  to 
Urns.  amend  tiie  law  lor  preventing  and  extinguishing  nres. 

This  was  n^ferred  to  tin*  Committee  on  the  Fire  Depart- 
ment, and  by  them  to  the  Counsel,  who  drafted  the  fol- 
lowing : 
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^  LAW  to  amend  a  law  cnUthd  "-.4  law/or  jfreventifig  and 

extinguhh'nig  Jiri'^y 

Passed  10th  June,  1S22. 

Be  it  ordained  by  the  Mayor,  Aldermen,  and  Commonalty  of 
the  City  of  New  York,  in  Comnwn  Council  convened : 

Thijt  whenever  the  office  of  any  of  the  enp^ineers  of  the    vacancy  tn 

.  "  thi'   «;flic«?  of 

Fire  Deriartnient  shall  boconje  vacant,  it  shall  be  the  duty  i-^iKin'^rH, 
of  the  engineers  of  that  departnient  to  nominate  five  per- 
sons from  among  tlie  firemen  of  said  city,  as  suitable  per- 
sons to  supply  such  vacancy,  and  to  givt»  notice  thereof  to 
the  foremen  of  tlie  fire  companies,  and  to  require  them  to 
meet  at  such  time  and  place  as  tlit>  said  (»ngine(;rs  shall  ap- 
point; and  that  the  said  engineers  and  foremen  shall  then 
and  there,  or  at  such  other  time  and  place  as  they  may 
appoint,  by  joint  ballot,  designate  from  tht?  persons  so  nomi- 
nated, the  person  whom  they  may  wish  to  fill  such  va- 
cancy ;  and  that  no  person  shall  be  considered  as  so  desig- 
nated who  shall  not  receive  a  majority  of  all  the  votes 
which  shall  be  given. 

And  be  it  further  ordained.  That  if  more  than  one  such  va^  one  or  more 

vacancios, 

cancy  shall  exist  at  th(i  same  time*,  that  th(»n  the  said  en-  *'"w  **"«*• 
gineers  shall,  after  the  designation  of  one  person  as  afiiresaid, 
add  one  more  nfime  to  their  said  list,  and  the  said  engineers 
and  foremen  shall  proceed,  by  joint  ballot,  as  aforesaid,  to 
designate  from  the  said  list  one  other  person  for  the  pur- 
pose aforesaid.  And  for  every  such  additional  vacancy  a 
further  designation  shall  be  made  in  the  same  manner. 
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And  1^  it  further  onlaimd^  That  it  shall  be  the  duty  of 
the  Chit?f  Engineer  to  rejiort  the  names  of  the  persons  who 
may  be  so  devsignated  to  tht»  Common  Council,  as  being  the 
persons  designated  by  the  engineers  and  foremen  as  suita- 
ble persons  to  be  appointed  by  the  Common  Council  to  fill 
such  vacancies. 

The  above  ordinance,  submitted  bv  the  Council  on  the 
27th  May,  and  refernnl  to  the  Fire  Department,  was  re- 
ported on  the  10th  of  June,  1S22,  and  passed.  (P.  C.  C, 
vol.  45  of  MSS.,  p.  :3S4.) 


vaiu"  of      The  value  of  tlio  estate  vested  in  tlie  Fire  Department 

property  *■ 

ViTlifl^i-  *^^  P^dilic  property  in  1  ^-JO,  was  sevt»nty-two  thousand  seven 
m«ni,  1820.  ijmjjrecl  and  I'iirhty-ninc*  dollars. 

The  number  of  engines,  including  hook  and  ladder  com- 
panies, in  employ  in  January,  I S2:3,  were  forty-seven,  to 
which  were  attached  one  thousand  two  hundred  and  fiftwn 
ni(uid)ers,  engineers  and  fire  wardens  not  included.  (P.C 
C,  vol.  47  of  JLSS.,  p.  1(>.) 


F:xteiision      An  extension  of  tlu»  fire  limits  was  p<»titi<med  for  on  the 

of  Are  limitH.  ,  3 

4th  of  February,  hS'J.'^,  which  was  referred  and  reported 
on  the  21th  <if  the  .^ani(»  month.  ^Subsequently,  by  order, 
the  Attorney  to  tin*  Corporation  presented,  on  the  3d  of 
March,  a  memorial  to  the  Legislature,  and  corre82)onding 
bill,  for  extentling  the  said  fire  limits;  which  were  ap- 
proved, direi!tetl  to  be  duly  authenti<*ated,  and  transmitted 
to  the  Legislature.  The  result  of  which  was  the  passage 
of  the  law  of  April  0,  lSt?;3,  in  relation  to  the  above  sub- 
ject (vidt  Laws  of  4Gth  St?ssion,  Chap.  122),  which  was 
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laid,  by  his  Honor,  Mayor  Allen,  before  the  Common  Coun- 
cil on  the  14th  of  April,  1823. 

On  the  24th  of  Februar}%  1823,  the  Committee  on  the 
Fire  Department  represented  that  frequent  complaints  were 
made  of  firemen  running  their  engines  on  the  sidewalks, 
and  to  prevent  the  same,  and  for  some  further  regulations, 
they  presented  an  ordinance,  which  was  read  and  laid  on 
the  table.     (P.  C.  C,  vol.  47  of  MSS.,  p.  212.) 

The  ordinance  reads  as  follows : 


A  LAW  respecting  Firemm  and  Fires* 

Passed  March  3d,  1S23. 

Be  it  ordained  by.  the  Mayor  and  Commmialty  of  the  City  (^' 
New  Yorkj  iii  Common  Council  convened : 

^1.  That  no  fire-engine,  nor  hook  and  ladder,  nor  hose     Apparatua 
Cart,  shall,  in  going  to  or  in  returning  from  any  fire,  or  at  any  «»"  the  «ido 
other  time,  be  run  or  wheeled  upon  any  of  the  sidewalks 
of  any  of  the  public  streets  of  this  city,  except  by  the 
Special  order  of  one  of  the  engineers,  under  the  penalty  of 
twenty-five  dollars  for  each  offense,  to  be  recovered  in  an    vmnxiy. 
action  of  debt,  in  the  name  of  the  Mayor,  Aldermen,  and 
Commonalty  of  the  City  of  New  York,  fiiom  and  against 
any  and  every  person  aiding  or  assisting  in,  or  consenting 
to  the  violation  of  the  provisions  of  this  section. 

§2.  And  be  it  further  ordained,  That  no  fire-engine,  hook      two  Am 

..  men  At  loMi 

and  ladder  cart,  or  hose  cart,  shall,  during  the  existence  of  i»»j>»^prciMjnt 

o  before  appar 

any  fire  in  this  city,  or  report  of  fire,  or  at  any  time,  under  f^^'J^e*®" 
any  pretense  whatever,  be  taken  or  moved  out  of  the  **®""- 
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house,  except  the  foreman,  or  assistant  foreman,  or  at  leait 
two  of  the  lirenien  belonging  to  such  company  shall  be 
Ponaii>-.  present,  and  consent  thereto,  under  the  penalty  of  ten  dol- 
lars, to  be  recovered  in  like  manner  as  hereinbefore  pro- 
vided, from  and  against  any  and  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  the  provisions 
of  this  section. 

BiRinorrs      ^3.  ^iffj  It  />  furthr  ordn'nmL  That  it  shall  be  the  duty 

*c.,toryn«»rt  ^  '       ^  ^  * 

vi..iati..ii>  ..f  Qf  l\^^^  several  enirinet»rs,  and  <?verv  foreman,  and  assistant 
of  any  such  company,  to  report  all  violations  of  this  ordi- 

howToil'^-  ^*^'^^*N  *****^  ^''**^  ^^^^  penalties  under  this  law  shall  be  sued 
***■  for  and  collecttMl,  according  to  the  provisions  of  the  twenty- 

second  section  of  a  law,  cntitltMl,  "A  law  fur  preventing 
and  extinguishing  lires,"  passed  December  2(>rh,  1S:20. 

The  al)ove  ordinanct*  was  called  uj)  on  the  Jid  of  March, 
lSi?3,  and  read  by  ]>aragTaphs,  and  passed,  under  the  title 
of  *'A  law  n»specrihi^  lires  and  firemen."  (P.  C.  C,  vol 
47  of  MSS.,  p.  i>.5s.) 


A  LAW  for  jfrcrrnflfftr  and  crfinsruisfilng  fins,  jxtsted  if 
(he  Matftr,  ^t/drrmrftf  tuid  Ctninnnnnltij  nf  the  Citfj  ofHtnf 
YtfrJi\    in    Cnmrntni    Cnuncil   coni'tfud,    on    the  illth  day  ^ 

m 

lie  if  orda'nvd  hij  fhr  Maijnr,  Ahhrmrnj  and  Commonalfy  (ftk 
Citij  nj  ytw  \nrh<i  in  Common  Council courcmd : 


part 
who 
,ifci. 


Firo  !>•-      I.  That  the  Fire  Dejjartment  of  the  said  citv  shall  c 
niooni.  sist  01  a  (  liict  hiiiTHiecT,  and  as  many  other  engnieore, 


con- 
lignieore,  fiw 

wardens,  fire-eiiginemen,   hosemen,  and  hook   and  ladde^ 
men,  as  are  or  may,  from  time  to  time,  be  appointed  by 
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he  Common  Comicil ;  and  who  shall  be  respectively  dis- 
ingoished  by  the  several  appellations  aforesaid. 

n.  And  be  it  further  ordained.^  That  whenever  any  office      ^  ▼*- 

•^  ^  cancicfl    are 

1  the  Engineer  Department  shall  become  vacant,  it  shall  ^^  ■"p- 
le  the  duty  of  the  engineers  to  nominate  five  persons,  being 
remen  of  the  said  city,  as  suitable  persons  to  supply  such 
acancy,  and  give  notice  thereof  to  the  foremen  of  the  fire 
ompanies  respectively,  and  to  require  them  to  meet  at 
uch  time  and  place  as  the  engineers  shall  appoint.  And 
hat  the  said  engineers  and  foremen  shall,  then  and  there, 
IT  at  such  other  time  and  place  as  they  may  appoint,  by 
oint  ballot,  designate,  from  the  persons  so  nominated,  by 
\  majority  of  the  votes  which  shall  be  given,  the  person 
vhom  they  may  wish  to  fill  such  vacancy. 

ni.  And  6c  it  further  ordained,  That  if  more  than  one  How  to  pro 

'  ^  ^  ^  I'oud  If    two 

uch  vacancy  shall  exist  at  the  same  time,  it  shall  be  the  •"■  "?"'"<'  ^'* 

^  J  '  ciiiicieK     ex 

luty  of  the  said  engineers,  after  the  designation  of  one  '"*'• 
>erson  as  aforesaid,  to  add  the  name  of  one  other  fireman 
o  the  said  list,  and  the  eugineers  and  foremen  shall  there- 
ipon  proceed,  by  joint  ballot,  as  aforesaid,  to  designate, 
rem  the  said  list,  one  other  person  for  the  purpose  afore- 
aid;  and  a  further  nomination  and  desi^rnation  shall  be 
nade,  in  like  maimer,  for  every  such  additional  vacancy. 

IV.  And  be  it  further  ordained.  That  it  shall  be  the  dutv    ^»*'f  En^i 

•^   noor   to    ro- 

>f  the  Chief  Engineer  to  report  the  names  of  the  persons  iam,i"of 
vho  may  be  so  designated  to  the  Conmion  Council,  as  be-natTMit.'i'*m" 
ng  the  persons  designated  by  the  engmeers  and  foremen, 
IB  suitable  persons  to  be  appointed  by  the  Common  Council 
M>  fill  such  vacancies. 

V.  And  be  it  further  ordained.  That  no  fire-engine,  nor  &c.^*u?^ 
look  and  ladder,  nor  hose-cart  shall,  in  going  to  or  re-  ^°  ■*^*^''»"" 
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witho.li  B|K.  tiirnin<]f  from  anv  fire,  or  at  aiiv  other  time,  be  run,  driven, 

cial  order.  ^  ^  '  .  '  »  » 

vvhoeled,  or  placed  upon  any  sidewalk,  except  by  the 
piiiaity.  special  order  of  one  of  the  engineers,  under  the  penalty  of 
Ucentij'/irr  dollars  f*)r  each  oHense,  to  be  forfeited  and  paid 
by,  and  recoveretl  from  any  and  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  any  of  the 
provisions  of  this  sccti*)n,  and  if  any  offense  against  this 
section  shall  be  connnittcd  bv  anv  fireman,  he  shall,  more- 
over,  be  removed  from  his  station  as  such  fireman. 

EiiKin"8.      VI.  Aful  hr  If  furtlur  onlalfff'd,  That  no  such  fire-eneine, 
nifiMv.i  .III-  liook  and  ladder,  or  hose-cart,  durinjr  anv  fire  in  this  city, 

ItHH  lop. •man  •-  •  ^ 

foremair^'IlJ  ^^^  '^'O'  ^'^-p****^  <'^  fi''*S  <*'*  *^^  ^"V  time,  uudcr  any  pretense 
irtViM-i'i "  whatever,  shall  be  taken  or  removed  out  of  its  house,  unless 
the  Ibreman  or  assistant  foreman,  or  at  least  two  of  the 
firemen  of  the  company  to  which  the  same  shall  belong, 
shall  be  pres«»nt  and  consent  thereto,  under  the  penalty  of 
fe/f  dollars  for  t»vt*ry  such  olfense,  to  be  forfeited  and  paid 
by,  and  recovt»red  from  any  ami  every  person  aiding  or 
assistin^r  in,  or  consent  in*:  to  the  violation  of  any  of  the 
provisions  of  this  section. 

n.ity  i.f      VII.  And  hr  ft  further  ordaiftrd^  That  it  shall  be  the  duty 
*«..  u»   r.  of  the  several  entrineers,  and  of  everv  foreman  and  assistant 

I>i»rt      vkila-    ^  ^  ■-    ^  " 

liont:.  foreman  of  evc»ry  fire  comj»any,  to  report,  all  violations  of 

this  ordinance  to  the  Treasurer  of  the  Fire  Department. 

oiicf  fti       VIII.  And  hr  if  fiirthf  r  ordahird,  That  the  Chief  Enffincer 

ginwr'8    du-  .  "   ^    ^  ^ 

^i**  shall,  in  all  cases  of  fire,  have  the  sole  and  absolute  control 

and  command  over  all  the  (Murineers  jind  other  persons  of 
the  Fire  Departnuait ;  and  it  shall  be  the  duty  of  the  said 
Cliitif  EnijinetT  to  direct  the  other  engineers  to  take  pro- 
per measures  that  the  several  fire-engines  be  arranged  in  the 
most  advantageous  situations,  and  be  duly  worked  for  the 
effectually  extinguishing  of  fires.     And  it  shall,  moreover, 
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be  the  duty  of  the  said  Chief  Engineer  to  examine,  twice 
in  every  year,  into  the  condition  and  number  of  the  fire- 
engines,  fire-buckets,  and  other  fire  ap[)aratu8,  and  fire-en- 
gine houses  belonging  to  the  Coqioration,  and  report  the 
same,  once  a  year,  to  the  Common  Council,  together  with 
the  names  of  all  the  members  of  the?  Fire  Department,  and 
the  respective  associations  to  which  they  belong.  And 
whenever  any  of  the  said  fire-engines  and  other  fire  appa- 
ratus shall  require  to  be  repaired,  the  Chief  Engineer,  under 
the  direction  .of  the  Committee  on  the  Fire  Department,  shall 
cause  the  same  to  be  well  and  sufliciently  done.  And  it 
shall,  moreover,  be  the  duty  of  the  Chief  Engineer  to  re- 
port, in  WTiting,  all  accidents  by  fire  that  may  hai)pen  in 
this  city,  with  the  causes  thereof,  as  well  as  they  can  be 
ascertained,  and  the  number  and  (le8(!ription  of  the  build- 
ings destroyed  or  injured,  togethtT  with  the  names  of  the 
owners  and  occupants,  to  the  (.^ity  Inspector,  who  shall 
keep  an  accurate  register  of  the  same. 

IX.  And  be  it  further  onla'nud^  That  so  many  of  the  free-    Kin?  ward 

**n«*i  how  ap- 

holders  or  freemen  of  the  said  city  as  the  Conunon  Coun-  poimumj. 
cil  may  deem  proper,  shall,  from  time  to  time,  be  ap- 
pointed in  each  of  the  wards  of  the  said  city,  to  be  de- 
nominated Fire  Wardens ;  each  of  whom  shall  be  assigned 
and  attached  by  the  Mjiyor  of  the  said  city,  to  such  com- 
pany of  firemen,  having  charge  of  a  fire-engine,  as  he  shall 
think  proper;  and  shall  report  himself  to  the  Chief  or  other 
engineer,  at  every  fire.  And  each  Fire  Warden  shall  have 
a  certificate,  under  the  seal  of  the  mayoralty,  stating  his 
appointment  as  a  Fire  Warden,  and  the  company  of  fire- 
men to  wliich  he  shall  be  attached. 

X.  And  be  H  further  ordnincdy  That  the  Fire  Wardens    Tobodivi- 
of  each  ward  shall  form  a  separate  company,  and  each  paniee^^d 
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to  make  rules  of  thc  Said  conipaiiies  shall  and  may  choosei  out  of  their 

and    regula-  -*>  / 

tioDs.  o^n  number,  a  foreman  and  clerk,  in  such  manner  and  at 

such  tinuis  as  they  may  think  proper ;  and  each  company 
may  make  rules  regulating  the  time  and  manner  of  con- 
ducting their  elections,  and  imposing  such  fines  upon  the 
members  as,  in  their  judgment,  may  best  secure  the  per- 
formance of  the  duties  of  the  said  Fire  Wardens,  both  at 
fires,  and  visiting  the  buildings,  and  in  other  duties  in 
their  several  districts ;  and  disobedience  to  such  rules  shall 
be  reported,  by  each  company,  to  the  Common  Council, 
and  shall  subject  the  Fire  Warden,  so  disobejdng,  to  re- 
moval by  the  Common  Council. 

vuranci^,      XI.  Ati(t  hi  it  further  onlu'uu'iU  That  whenever  a  vacancT 

Imw    to     be  "^  ^  • 

tiiie.1.  shall  happen  in  any  of  the  naid  companies,  the  company  in 

which  the  same  shall  happen,  may  reconunend,  through  the 
Chief  EnixiniMT,  to  the  Common  Council,  for  approbation, 
a  suitable  person  to  fill  such  vacancy  ;  but  none  other  than 
those  who  have  been  firemen  at  least  five  years  shall  be 
so  reconj  mended. 

Firow.ini-  XII.  Ami  bv  it  furthr  onhiiimh  That  tlie  said  wardens, 
il'.u*"i.r"'iLt«  ^^^^^^  attending  fin»s,  shall  be  subji'ct  to  the  direction  of 
eiigiucers.     ^j^^  Chii»f  Engineer,  and  the  other  engineers  of  the  Fire 

Departnienti 

Duty  of  XIII.  Anil  hc  it  further  orthiiiinU  That  it  shall  be  the 
duty  of  the  said  Fire  Wardens,  immediately  on  the  alarm 
of  fire,  to  repair  to  the  place  where  it  may  be,  and  aid  and 
assist  in  procuring  supplies  of  water  to  the  fire-engines  to 
which  they  shall  be  respectively  assigned  and  attached,  and 
to  such  other  fire-enmnes  as  the  Chief  Enffint»er  or  other 
enmneer  mav  direct  them  to  attend.  It  shall  also  be  thc 
duty  of  the  said  Fire  Wardens  to  prevent  tlnji  hose  from 
being  trodden  on,  and  to  keep  all  idle  and  susjpected  pfl^ 


^ 
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at  a  proper  distance  from  the  fire,  and  from  the 
tjf  and  the  citizens  are  hereby  enjoined  to  comply 
the  orders  and  directions  of  the  said  Fire  Wardens  in 
remises. 

V.  And  be  it  further  ordained^  That  each  of  the  said      warfs  to 
•anies  shall  divide  their  ward  into  districts,  and  the  inu>  innixyj. 

tlondletrlcta. 

tan  of  the  company  shall  attach  one  or  more  of  the 
bers  of  the  said  company  to  each  of  the  said  dis- 
,  for  the  purpose  of  making  the  visitation  and  exami- 
Q  directed  in  the  next  following  section ;  w:ho  shall 
a  record  of  the  names  of  the  occupants  of  the  houses, 
;he  number  of  the  same,  wherein  they  shall  observe 
violations  of  this  law,  or  of  the  act  for  the  more  effec- 
prevention  of  fires,  and  annually,  in  the  month  of 
ary,  exhibit  a  transcript  of  the  same  to  their  foreman, 
he  said  foreman  shall  report  to  the  Chief  Engineer,  in 
nonth  of  June,  annually,  the  name,  residence,  and 
nation  of  eaeh  of  the  wardens  of  his  company ;  and  to 
Jommon  Council  all  neglects  on  the  part  of  any  of  the 
ens  of  his  company  to  comply  with  the  requisitions  of 
(ection,  and  every  warden,  so  neglecting  his  duty,  shall 
moved  from  his  office. 

iT.  And  be  itjurther  ordained^  That  it  shall  be  the  duty    wardcnato 
le  said  Fire  Wardens,  twice  m  every  year,  viz.,  m  house..,  &c., 
lonths  of  June  and  December,  and  as  much  oftener  as  dirwtiotiB, 
may  think  proper,  to  examine  the  dwelling-houses 
>ther  buildings  in  their  respective  wards,  for  the  pur- 
of  ascertaining  all  violations  of  the  act  for  the  more 
aial  prevention  of  fires  in  the  city  of  New  York,  and 
to  examine  the  fire-places,  hearths,  chimneys,  stoves,, 
the  pipes  thereto,  ovens,  boilers,  kettles,  and  also  all 
ileal  apparatus  which,  in  their  opinion,  may  be  danger- 
13 
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ous  in  causing  or  promoting  fires,  and  also  the  places  where 
ashes  may  be  deposited ;  and,  upon  finding  any  of  them 
defective  or  dangerous,  they,  or  either  of  them,  shall  direct 
the  owner  or  occupant,  either  by  a  printed  or  written  notiee, 
to  alter,  remove,  or  amend  the  same,  in  such  manner,  and 
within  such  reasonable  time  as  they,  or  either  of  them,  may 
judge  necessary ;  and  in  case  of  neglect  or  refusal  so  to  do, 
the  party  so  ofiending  shall  forfeit  and  pay  the  sum  of 
twenty-five  dollars,  and  for  every  day  after  the  time  allotted 
as  aforesaid  to  alter,  remove,  or  amend  the  same,  in  con- 
formity with  the  directions  aforesaid,  the  party  so  offendiiig 
shall  forfeit  and  pay  the  further  sum  of  five  doUars.    And 
all  the  expenses  of  any  removal,  alteration,  or  amendment, 
as  aforesaid,  shall  be  paid,  in  the  first  instance  by  the  occu- 
pant, but  shall  be  chargeable  against  the  owner  of  such 
dwelling-house  or  other  building,  and  shall  be  deducted  from 
the  rent  of  the  same,  unless  such  expense  be  rendered  neces- 
sary by  the  act  or  default  of  such  occupant,  or  unless  there 
be  a  special  agreement  to  the  contrary  between  the  par- 
ties.    And  it  shall,  moreover,  be   the  duty  of  the  Rre 
Wardens,  or  either  of  them,  at  such  time  as  aforesaid,  to 
enter  into  and   examine  all  buildings,  livery  and  other 
stables,  hay  boats,  or  vessels,  and  places  where  any  gun- 
powder, hemp,  flax,  tow,  hay,  rushes,  fire-wood,  boards, 
shingles,  shavings,  or  other  combustible  materials  may  be 
lodged,  and  give  such  directions,  in  writing,  in  the  prem- 
ises, as  may  be  deemed  necessary  by  them  or  him,  relative 
to  the  removal  thereof;  and  in  case  of  neglect  or  lefiisal  on 
the  part  of  the  possessor  of  such  combustible  n^ateiiabi  of 
any  of  them,  to  remove  or  secure  the  same  within  the  tin* 
and  in  the  manner  directed  by  the  said  Fire  Wardens,  or 
either  of  them,  the  party  ofiending  shall  forfeit  and  pay  the 
sum  of  twenty-five  dollars,  and  the  further  sum  of  five  H- 
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lars  for  every  day's  neglect  to  remove  or  secure  the  same 
after  being  so  notified* 

XVI.  And  be  it  further  ordained j  That  the  duties   pre-      Report  to 
scribed  by  the  foregoing  section  shall  be  performed  within  Se  ^iu^ 
each  district  by  the  warden  or  wardens  attached  to  such 
district,  who  shall  make  an  immediate  report  to  the  fore- 
man, who  shall  record  the  same  in  a  book  to  be  kept  for 

that  purpose,  of  all  persons  neglecting  or  refusing  to  com- 
ply with  the  orders  and  directions  aforesaid,  together  with 
the  circumstances  of  each  case ;  and  shall  also  make  report 
whether  any,  and  what  cases  of  violations  of  the  laws  of 
this  State,  prohibiting  the  construction  of  wooden  build- 
ings, within  certain  limits  in  this  city,  have  come  to  his 
knowledge  ;  and  in  case  of  any  violation  of  such  law,  he 
shall  particularly  report  the  name  of  the  owner  or  owners 
of  the  building,  and  of  the  master  builder,  and  the  particu- 
lar circumstances  of  each  case ;  and  in  case  of  neglecting  to 
report  as  aforesaid,  such  warden  or  wardens  shall  forfeit  and 
pay  the  sum  of  ten  dollars.  But  it  is  hereby  expressly  de- 
clared, that  the  foreman  or  any  of  the  wardens  of  the  ward, 
may  give  such  orders  and  directions  as  are  authorized  and 
directed  in  and  by  the  preceding  section  of  this  law,  in 
case  the  same  shall  not  be  given  by  the  warden  of  the  dis- 
trict where  the  danger  exists  or  is  apprehended. 

XVII.  And  be  it  further  ordained^  That  the  firemen  shall    Firemen  to 
be  divided  into  companies,  to  consist  of  as  many  member^  into  compft- 
as  the  Common  Council  shall  from  time  to  time  direct,  to 
attend  to  the  fire-engines,  hose-wagons,  and  hooks  and  lad- 
ders belonging,  or  that  may  hereafter  belong  to  the  Cor- 
poration of  this  city,  or  to  such  hose- wagons  and  hooks  and 
ladders  as  the  Common  Council  shall  direct ;  and  that  each    offloen  or 
of  the   companies  shall  and   may  choose,   out  of  their 
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own  number,  a  foreman,  assistant,  and  clerk,  in  such  man- 
ner and  at  such  times  as  they  may  think  proper.      And  it 
shall  be  the  duty  of  the  said  firemen,  as  often  as  any  fire 
shall  break  out  in  the  said  city,  to  repair,  immediately 
upon  the  alarm  thereof,  to  their  respective  engines,  hose- 
•    wagons,  hooks  and  ladders,  and  convey  them  to  or  near  the 
place  where  such  fire  shall  happen,  unless  otherwise  direct- 
ed by  the  Chief  or  other  engineer ;  and  there,  in  conformity 
with  the  directions  given  by  the  Chief  Engineer  or  other 
engineers,  shall  work  and  manage  the  said  engines,  or  appa- 
ratus and  implements,  with  all  their  skill  and  power ;  and 
when  the  fire  is  extinguished,  shall  not  remove  therefifom 
bat  by  the  permission  of  an  engineer ;  and  on  such  permission 
they  shall  return  their  respective  hose-wagons,  hooks  and 
ladders,  engines  and  apparatus,  well  washed  and  cleansed, 
to  their  several  places  of  deposit.     And  for  the  more  effectu- 
ally perfecting  the  firemen  in  their  duty,  and  keeping  and 
preserving  the  said  fire-engines  and  other  implements  and 
apparatus  from  decay,  the  said  firemen  shall,  in  the  months 
of  May,  June,  July,  August,  September  ,|October,  andNovem- 
ber,  draw  out  their  said  fire-engines  and  other  implements, 
in  order  to  wash  and  cleanse  them,  and  to  exercise  the  men; 
and  if  any  fireman  shall  neglect  the  said  duty,  he  shall  for- 
feit and  pay  for  every  default  the  sum  of  one  dollar ;  and  if 
he  shall  neglect  to  attend  at  any  fire  as  aforesaid,  or  leav3 
his  fire-engine  or  other  apparatus  while  at  any  fire,  with- 
out permission,  or  shall  neglect  to  do  his  duty  on  such 
occasion,  without  reasonable  excuse,  he  shall,  for  every  de- 
fault, forfeit  and  pay  the  sum  of  three  dollars  ;  and  if  any 
Removal  or  fireman  shall  neglect  to  do  his  duty  as  such,  in  attending 

flrcmeo,  and  _  ,  ,  ,   . 

vacancy      at  fircs,  or  lu   washiug,  exercising,  managing,  trying,  or 

lector  duty,  using  the  said  fire-engine,  or  other  implements  or  appan- 

tus  provided  for  extinguishing  fires,  every  such  penoo 
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shall,  besides  the  fines  and  penalties  aforesaid,  be  ren^^ved 
from  his  station.  And  whenever  any  fireman  is  appointed 
to  supply  any.  vacancy  in  any  company,  it  shall  be  his 
duty  to  call  on  the  Treasurer  of  the  Fire  Department,  and 
procure  a  certificate,  within  one  month  from  the  date  of 
his  appointment,  specifying  the  name  and  number  of  the 
company  to  which  such  fireman  shall  be  elected.  And 
any  fireman,  after  being  re-elected,  shall  obtain  a  n^^w  cer- 
tificate as  aforesaid.  And  it  shall  be  the  duty  of  the  Chief 
Engineer  to  certify,  on  every  return,  whether  a  vacancy 
exists  in  the  company. 

XVIII.  And  be  it  further  ordained,  That  in  order  that  the  How  Aider- 

men,  Anist- 

members  of  the  Common  Council,  Enmneers,  and   Fire «!»»,    Engi- 

^  noers,      and 

Wardens  may  be  more  readily  distinguished  at  fires,  the  e^ wJtob© 
Mayor,  Recorder,  Aldermen,  and  Assistants,  shall  severally  ^a^SSk" 
bear,  on  those  occasions,  a  wand,  with  a  gilded  flame  at 
the  top  ;  and  each  of  the  engineers  shall  wear  a  leathern 
cap,  painted  white,  with  a  gilded  front  thereto,  and  a  fire- 
engine  emblazoned  thereon,  and  shall  also  carry  a  speak- 
ing-trumpet, painted  black,  with  the  words  "  Chief  Engin- 
eer," "Engineer  No.  1,"  &c.,  as  the  case  may  be,  in  white, 
which  shall  also  be  painted  on  their  caps  respectively ;  and 
each  of  the  Fire  Wardens  shall  wear  a  hat,  with  the  brim 
black,  the  crown  pamted  white,  and  the  city  arms  blazoned 
on  the  front,  and  shall  also  carry  a  speaking-trumpet, 
painted  white,  with  the  word  "Warden,"  in  black,  painted 
thereon. 

XIX.  And  be  it  further  ordained,  That  the  foremen  of   oaptofuie 

firemen. 

engine  companies,  and  the  firemen,  shall,  when  on  duty, 
wear  leathern  caps,  in  the  form  heretofore  used ;  and  the 
said  caps  shall  be  painted  and  distinguished  in  the  manner 
following,  viz. :  the  cap  of  each  foreman  shall  be  painted 
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black,  with  a  white  frontispiece,  and  the  word  "  Foreman," 
with  the  initials  of  the  name  of  the  foreman,  and  the  num- 
ber of  the  engine  to  which  he  belongs  painted  thereon,  in 
black  ;  the  cap  of  each  fireman  shall  be  painted  black,  with 
the  mitials  of  the  name  of  the  fireman  and  the  number  rf 
the  engme  to  which  he  belongs,  painted  in  front  thereof, 
in  white.    The  foreman  of  each  of  the  hook  and  ladder 
companies  shall  wear  a  cap,  painted  black,  with  a  white 
frontispiece,  and  the  word  *'  Foreman,'*  and  the  initials  <^ 
his  name,  and  tiie  number  of  the  company  to  which  he 
belongs,  with  a    hook  and    ladder  painted  thereon,  in 
black  ;  and  each  member  of  the  hook  and  ladder  compa- 
nies shall  wear  a  cap,  painted  black,  with  the  initials  of 
his  name  and  the  number  of  the  company  to  which  he 
belongs,  with  a  hook  and  ladder  painted  in  front  thereof, 
in  white;  and  each  foreman  of  the  fire  hose  companies 
shall  wear  a  cap,  painted  black,  with  a  white  frontispiece, 
and  the  word  "Foreman,"  and  the  initials  of  his  name, 
and  the  number  of  the  company  to  which  he  belongs,  and 
a  coil  of  hose  painted  thereon,  in  black  ;  and  each  mem- 
ber of  the  said  fire  hose  companies  shall  wear  a  cap,  painted 
black,  with  the  initials  of  his  name,  and  the  number  of  the 
company  to  which  he  belongs,  with  a  coil  of  hose  painted 
thereon,  in  white.     And  the  assistant  to  each  respectire 
company  shall  wear  a  cap,  painted  in  the  same  manner  as 
that  of  the  foreman  of  the  company,  with  the  word  "As- 
sistant,*' in  lieu  of  the  word  foreman.     And  further^  that  it 
shall  be  the  duty  of  the  Chief  Engineer  to  report  to  the 
Common  Council  the  name  of  every  person  who  shall 
neglect  or  refuse  to  comply  vnih.  the  foregoing  requisi- 
tions, which  said  person  shall  thereupon  be  removed  firom 
his  station. 

XX.   And  be  it  fitrther  ordained^  That  the  names  and 
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places  of  abode  of  the  members  of  the  Common  Council,     Aidermen 
EngineerSy  Fh^  Wardens,  and  foremen  of  the  respective  ^ij;,^,uj^ 
companies,  and  bell-ringers  shall,  annually,  in  the  month  ^  b6'^o<!ua^ 
of  June,  be  printed,  and  set  up  in  the  several  watch-houses,  ^  ^atch^ 
by  the  City  Inspector.    And  whenever  any  fire  shall  hap-  °"°' 
pen  in  the  night,  the  watchmen  shall  give  notice  to  each 
of  the  members  of  the  Common    Council,  Engineers, 
Fire  Wardens,  foremen,  and  bell-ringers  within  their  re- 
spective watch  districts.    And  it  shall,  moreover,  be  the 
duty  of  every  watchman,  upon  the  breaking  out  of  any  fire, 
to  alarm  the  citizens  by  crying  fire,  and  mentioning  the 
street  where  it  may  be,  so  that  the  firemen  and  citizens  may 
thereby  be  generally  directed  where  to  repair  ;  and  if  any 
watchman  shall  neglect  so  to  do,  he  shall  forfeit  and  pay 
the  sum  of  one  dollar.     And  if  it  shall  happen  that  a  chim- 
ney only  shall  be  on  fire,  either  by  day  or  night,  the  fire 
bell  at  the  City  Hall,  and  the  bells  of  the  several  churches 
in  this  city,  shall  not  be  rung  ;  but  only  on  occasions  where 
a  building  shall  be  proclaimed  to  be  on  fire.     And  it  is 
enjoined  on  the  occupants  to  place  a  lighted  candle  at  the 
windows  of  their  respective  buildings,  when  fire  may  hap- 
pen at  night,  in  order  that  citizens  may  pass  along  the 
streets  with  the  greater  safety. 

XXI.  And  be  it  further  ordained^  That  it  shall  be  the  duty    ooMtaWd 

*^  ''  and  Marshall 

of  the  constables  and  marshals  to  repair,  immediately  on  ^^^^ 
the  alarm  of  fire,  with  their  staves  of  office,  to  the  place 
where  such  fire  may  be  ;  and  it  shall  be  the  duty  of  the  con- 
stables then  and  there  to  report  themselves  to  the  high 
constable ;  and  of  the  marshals  then  and  there  to  report 
themselves  to  the  first  marshal,  and  to  conform  to  such 
orders  as  may  be  given  them  by  the  Mayor,  Recorder,  or 
any  one  of  the  Aldermen  or  Assistants,  for  the  preserva- 
tion of  the  public  peace,  and  the  removal  of  all  idle  and  sus^ 
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pected  persons,  or  others  not  actually  or  usefully  employed 
in  aiding  the  extinguishment  of  such  fire,  or  in  the  preser- 
vation of  property  in  the  vicinity  thereof.  And  if  any 
constable  or  marshal  shall  not  attend  at  such  fire,  or  shall 
neglect  so  to  report  himself,  or  to  obey  any  orders  that 
may  be  given  him  as  aforesaid,  he  shall  forfeit  and  pay  the 
siun  of  ten  dollars  for  each  offense. 

bto^'^bJT      XXn.  And  he  it  further  ordained^  That  if  any  chimney, 
tog  CO  Are.    stove-pipe,  or  flue  within  this  city  shall  take  fire,  the  occu- 
pant of  the  house  to  which  such  chimney,  stove-pipe,  or 
flue  appertains,  shall  forfeit  and  pay  Jive  dollars. 

owpenters,      XXIII.  And  he  it  further  ordained.  That  all  carpenters  and 

cc., to  secure  ^  "^  *> 

BhavingB.  others  making  or  using  shavings,  shall  respectively,  at  the 
close  of  each  day,  cause  the  same  to  be  securely  stowed  in 
some  safe  place,  remote  from  danger  by  means  of  fire,  un- 
der the  penalty  oi  Jive  dollars  for  each  omission  so  to  do. 


Bir^tf^  *°  XXIV.  And  he  it  furtlicr  ordained^  That  no  person  shall 
kindle  any  fire,  nor  furnish  the  materials  for  any  fire,  nor 
in  any  way  authorize  or  allow  any  fire  to  be  made  in  any 
street,  road,  or  lane,  or  on  any  pier  or  bulkhead  in  this 
city,  except  for  the  purpose  of  boiling  tar,  which  fire  shall 
not  be  more  than  six  feet  from  the  bulkhead  or  the  end  of 
the  pier,  under  the  penalty  of  ten  dollars  for  every  such 
offense. 

Hayaad  XXV.  And  he  it  further  ordained^  That  no  person  shall 
to  be  piacou.  havc,  put,  or  kccp  any  hay  or  straw,  uncovered,  in  any 
stack  or  pile,  or  in  any  other  way  exposed,  within  one 
hundred  yards  of  any  building,  to  the  southward  of  a  line 
commencing  at  the  Hudson  river,  and  running  from  thence 
through  Fitzroy  street,  Greenwich  lane.  Art  street,  and  the 
Bowery,  to  Stanton  street ;  and  from  thence  through  Stan- 
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ton  street  to  the  East  river ;  or  shall  have,  put,  or  keep  to 
the  southward  of  said  line,  any  hay,  straw,  hemp,  flax, 
shavings,  or  rushes,  in  any  building  not  built  of  stone  or 
brick,  and  covered  with  tile  or  slate,  or  other  fire-proof 
materials,  which  is  or  shall  be  within  ten  feet  of  any  dwell- 
ing-house or  chimney  whatsoever,  under  the  penalty  of 
twenty-five  dollars  for  every  such  offense,  and  the  further 
penalty  of  ten  dollars  for  every  twenty-four  hours  the  same 
shall  so  remain,  after  a  printed  or  written  notice  has  been 
given,  to  the  owner  or  person  having  charge  thereof,  by 
any  Fire  Warden,  to  remove  the  same. 


XXVI.  And  be  it  further  ordained^  That  no  owner  or  oc-  ^    ciandiw, 

•^  how     to    bo 

cupant  of  any  stable  within  this  city,  or  any  person  in  the  "^^  ^  ^^ 
employment  of  such  owner  or  occupant,  shall  use  therein 
any  lighted  candle  or  lamp,  except  the  same  shall  be  se- 
curely kept  within  a  lantern,  under  the  penalty  of  ten  dol-- 
lars  for  every  such  offense. 

XXVII.  And  be  it  fujtker  ordained.  That  all  the  fines, ,  Penalties, 

'  how  appro- 
penalties,  and  forfeitures  imposed  by  this  law  for  not  at-  p"^**^- 

tending  fires,  and  for  not  attending  the  meetings  for  wash- 
ing the  fire-engines  and  for  exercising  the  men,  shall,  when 
received,  be  paid  to  the  treasurers  of  the  respective  com- 
panies aforesaid,  in  which  the  delinquencies  may  happen, 
for  the  use  and  benefit  of  the  said  companies :  and  that 
all  the  other  fines,  penalties,  and  forfeitures  imposed  by 
this  law,  shall,  when  recovered,  be  paid  to  the  Treasurer  of 
the  "Fire  Department  of  the  City  of  New  York,"  for  the 
use  and  benefit  of  the  said  Fire  Department.  And  further, 
that  the  Chief  Engineer  shall,  annually,  on  the  second 
Monday  of  December,  in  each  year,  report  to  the  Common 
Council  the  amount  of  the  sums  which  may  be  received  by 
the  said  Fire  Department  of  the  City  of  New  York,  and 
the  application  thereof. 
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ponaitioa,      XXVIII.  And  be  it  further  ardainedf  That  it  shall  be  law- 

hov  reoover- 

«*•  ml  for  the  Fire  Department  of  the  City  of  New  York,  and 

for  the  respective  companies  before  mentioned,  or  persons 
duly  authorized  by  them,  to  receive,  sue  for,  and  recover, 
in  the  name  of  the  Mayor,  Aldermen,  and  Conomonalty  of 
the  City  of  New  York,  all  the  fines,  penalties,  and  forfeitures 
hereby  imposed,  which  shall  be  appropriated  for  their  re- 
spective uses  as  aforesaid. 

not  '"^JT^S;  XXIX.  And  be  it  further  ordained^  That  no  person  shall 
a^lt^g?.  be  elected  a  fireman  until  he  shall  have  attained  the  age 
of  twenty-one  years  ;  and  that  it  shall  be  the  duty  of  the 
foremen  of  the  respective  fire  companies,  when  they  report 
to  the  Chief  Engineer  the  names  of  the  persons  elected  fire- 
men, to  certify  that  the  persons  so  elected  are  at  least 
twenty-one  years  of  age. 

coriiflcatcs.  XXX.  And  be  it  firther  ordained ^  That  it  shall  be  the 
duty  of  the  Clerk  of  the  Common  Council  to  furnish  the 
certificates,  required  to  be  furnished  to  the  firemen,  without 
fee  or  reward. 


On  the  2l8t  day  of  June,  1824,  the  following  resolution 
was  approved,  and  directed  to  be  published  in  the  news- 
papers employed  by  the  Corporation,  viz : 

hwSJS"  Resolved,  That  the  Chief  Engineer  be  directed  to  address 
to  oony^tag  *  circular  to  each  fire  company,  ordering  them  to  dispense 
to  toeg.""  ^  with  the  services  of  the  volunteers,  and  in  case  of  their  non- 
compliance, to  send  the  engine,  hook  and  ladder,  or  hose- 
cart,  as  the  case  may  be,  to  the  Corporation  yard,  and  re- 
port the  company  to  the  Common  Council  forthwith 
(Vol.  51  of  P.  C.  C,  MSS.,  p.  159.) 
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The  following  resolution  was  adopted  on  the  SOth  of 
ime,  1825. 

Resolved^  That  the  places  of  all  the  firemen  whose  names    putcee   or 
e  not  returned  by  the  companies  to  which  they  have  re-  roSraSd  "to 
►ectively  belonged,  to  the  Chief  Engineer,  and  by  him  edMvaawt. 
turned  to  this  Board,  be  considered  as  having  become 
icant.     (Vol.  bb  of  P.  C.  C,  in  MSS.,  p.  32.) 


The  Committee  on  the  Fire  Department  reported,  on 
[6  20th  of  June,  1825,  on  the  subject  of  constructing 
iblic  cisterns,  and  recommending  the  following  resolu- 
9n,  which  was  adopted : 

Reaclvedj  That  the  Street  Commissioner  be  directed  to ,  ^^*?  «!?- 

'  terns    to  be 

'epare  ordinances  for  the  construction  of  ten  public  cis-  co»»»*racte<i. 
ms,  the  same  to  be  used  on  the  occasion  of  fire,  by  the 
ire  Department  of  the  city.     (Vol.  6b  of  P.  C.  C,  MSS., 
p.  11  and  30.) 

Subsequently,  on  the  19th  December,  1825,  ordinances    Additional 

'*'  ''  clfiternstobe 

ere  passed  for  the  construction  of  five  additional  cisterns,  c<««tr«ct©d. 
id  the  following  resolutions  were  adopted  on  the  23d  of 
le  same  month,  in  consequence  of  a  destructive  fire  in  the 
ighth  Ward : 

Resolved,  That  the  Committee  on  the  Fire  Department  iJ^^I^  ^ 
e  instructed  to  inquire  into  the  expediency  of  filling  all 
le  public  cisterns  with  water  forthwith. 

Resolvedj  That  the  fire  companies  be  requested  to  volun- 
5er  their  services  to  carry  the  above  into  efiect. 


Prior  to  any  report  being  made  by  the  Committee  on  the  Pnuic  eh- 
Jire  Department,  in  relation  to  cisterns  for  the  better  pro-  J?"^,^'^*- 
€ction  from  fire.  Assistant  Alderman  Valentine,  on  the  «»'*«»*'»• 
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cJgrtreasoiy  30th  of  January,  1826,  presented  a  resolution  that  all  pub- 

^^-        lie  cistems  put  down,  and  for  the  pajTnent  of  which  the 

money  is  not  collected,  and  all  that  shall  hereafter  be  put 

down,  shall  become  a  public  charge,  and  be  paid  for  out  of 

the  city  treasury. 

This  was  referred  to  a  Special  Committee. 

On  the  27th  of  February  ensuing,  the  Special  Commit- 
tee not  having  reported,  the  Board  discharged  the  said 
Committee  from  the  further  consideration  of  the  subject, 
and  submitted  the  same  to  the  Committee  on  Assessments; 
which  Committee  reported  favorably  thereon,  debates  en- 
sued, and  it  was  not  until  the  19th  of  March,  1827  (vol.60 
of  P.  C.  C,  MSS.,  p.  149),  that  final  action  was  had,  which 
was  adverse  to  the  report. 

Public  cis-      Public  cisterns  were,  however,  Constnicted  for  the  use 

terns      con- 
structed,     of  thg  Fij^  Department,  and  Assessments  levied  for  the 

same ;  seven  were  ordered  by  the  Common  Council  on  the 
2d  Januarj^  1827,  and  eighteen  on  the  25th  of  August, 

1828. 


The  following  preamble  and  resolution  were  adopted  on 
the  19th  December,  1825  : 

Chief  En-      fFhereos^  It  is  manifest  that  the  bells  of  many  churches 

gineordtr«ct>  ^  '' 

umuio***^*'^  do  not  ring  on  the  alaiTn  of  fire,  thereby  endangering  the 
SUJ^on-he  ^^®^  *^^  property  of  the  citizens  ;  therefore, 

church  bells 

•re  not  rung.  Resolved,  That  the  Chief  Engineer  be  requested,  to  ascer- 
tain the  cause,  tliat  prompt  measures  may  be  taken  by  the 
Board  to  connect  the  same. 

Beii-ringert     Ou  the  23d  of  the  same  month  the  Chief  Engineer  re- 
charch  belli  portcd  OU  the  abovo  subject,  that  the  bell-ringers  had  re- 
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fused  to  ring  the  church  bells,  and  further,  that  they  had  ""^  ^ 
entered  into  an  association  not  to  ring  the  bells  unless  paid  J^*^  p^ 
therefor  the  sum  of  twenty-five  dollars  per  annum. 

This  report  was  duly  referred  to  the  Committee  on  the 
Fire  Department,  and  no  report  made  thereon. 

On  the  17th  March,  1828,  the  following  preamble  and 
resolution,  however,  were  adopted : 

Whereas^  It  has  been  represented  that  there  are  a  number  1^,^  ^"^ 
of  churches  in  this  city  whose  bells  are  not  rung  on  the  ™°** 
alarm  of  fire ;  and  whereas,  it  is  important  to  the  safety  o( 
the  city  that  a  general  notice  should  be  given  whenever 
fire  occurs ;  therefore. 

Resolved,  That  the  managers  of  said  churches  be  request- 
ed to  have  their  bells  rung  whenever  an  alarm  of  fire  shall 
be  given. 


A  resolution  was  referred  to  the  Committee  on  the  Fire  .     Firemco 

Id  th«  exer- 

Department,  in  conjunction  with  the  Chief  Engineer,  to  Su^J^nS^to 
mature  a  report  to  the  Board  of  some  more  energetic  and  ^  ^^bT^ui 
efficient  plan  to  protect  the  firemen,  when  on  duty  at  fires,  c%wa^*"* 
from  the  encroachments  of  the  surrounding  populace ;  on 
the  30th  day  of  January,  1826  (vol.  56  of  P.  C.  C,  MSS., 
p.  274),  the  Committee  reported  the  following  resolution, 
which  was  adopted : 

Resolvedy  That  his  Honor  the  Mayor  be  requested  to  ad- 
dress a  circular  to  each  of  the  foremen  of  the  several  com- 
panies of  Fire  Wardens,  calling  their  attention  to  that 
section  of  the  law  pointing  out  their  duty  at  fires,  and  that 
each  of  them  would  enforce  the  same  on  the  members  of 
their  companies,  and  that  the  penalties  which  may  hereaf- 
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ter  be  incurred  by  the  constables  and  marshals  of  the  city 
for  not  attending  fires,  be  enforced. 

The  above,  with  the  regular  attention  of  the  members  of 
this  Board  at  fires,  will,  in  the  opinion  of  your  Committee, 
answer  the  desired  efiect. 


¥\n  limits  The  Committee  on  Applications  to  the  Legislature,  pur- 
to»e  estend-  g^j^j^  ^  ^  rcsolutiou  adoptcd  ou  the  Ist  day  of  February, 
1S27,  requiring  them  to  inquire  into  the  expediency  of  ex- 
tending the  fire  limits  of  the  city,  reported,  on  the  12th  of 
the  same  month,  and  submitted  a  memorial  and  law,  to  be 
forwarded  to  the  Legislature  for  the  extension  of  the  fire 
limits  to  the  then  remaining  portion  of  the  Sixth  Ward  not 
subject  to  the  fire  laws. 

Which  report  was  approved,  and  the  memorial  and  law 
ordered  to  be  authenticated  in  the  usual  manner,  and  for- 
warded to  the  Legislature.    (Vol.  60  P.  C.  C,  MSS.,  p.  32.) 

The  above  application  resulted  in  the  passage  of  an  act 
by  the  Legislature,  on  the  21st  of  March,  1S27  (vide  So- 
sion  Laws),  extending  the  fire  limits. 


A  h  AW  for  preveHiing  and  extinguishing  ^re$. 

Passed  April  30th,  1827. 

Be  it  ordained  by  the  Mayor,  Aldermen^  and  Commonalty  (f 
the  City  of  New  York,  in  Common  Council  convened: 

Fire  De-     L  That  the  Fire  Department  of  the  said  city  shall  consiBt 

portmcnt,  of  ■'^  •' 

whom  to  con-  of  a  Chief  Engineer,  and  as  many  other  engineers,  fire 
wardens,  fire-enginemeui  hosemen,  and  hook  and  ladde^ 
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men,  aa  are  or  may,  from  time  to  time,  be  appouited  by  the 
Common  Council ;  and  who  shall  be  respectively  distin- 
guished by  the  several  appellations  aforesaid. 

n.  Axd  be  ii  further  ordained,  That  whenever  any  office  k™  ™- 
in  the  Engineer  Department  shall  become  vacant,  it  shall  '"^^  ""p- 
be  the  duty  of  the  engineers  to  nominate  five  persons,  being 
firemen  of  the  said  city,  as  suitable  persona  to  supply  such  va- 
cancy, and  to  give  notice  thereof  to  the  foremen  of  the  fire 
companies  respectively,  and  require  them  to  meet  at  such 
time  and  place  as  the  said  engineers  shall  appoint.  And  that 
the  BMd  engineers  and  foremen  shall,  then  and  there,  or  at 
BQch  other  time  and  place  as  they  may  appoint,  by  joint 
ballot,  designate,  from  the  persons  so  nominated,  by  a  ma- 
jority of  the  votes  which  shall  be  given,  the  person  whom 
they  may  wish  to  fill  such  vacancy. 

HL  And  be  it  farther  ordained,  That  if  more  than  one  Hnwiocro- 
auch  vacancy  shall  exist  at  the  same  time,  it  shall  be  the  «  mon  n- 
duty  of  the  said  engineers,  afler  the  designation  as  afore-  iai~ 
said,  to  add  the  name  of  one  other  fireman  to  the  said  list, 
and  the  engineers  and  foremen  shall  thereupon  proceed,  by 
joint  ballot,  as  aforesaid,  to  designate,  from  the  said  list, 
one  other  person  for  the  purpose  aforesaid ;  and  a  further 
nomination  and  designation  shall  be  made,  in  like  manner, 
for  every  such  additional  vacancy. 

IV.  And  be  it  further  ordained,  That  it  shall  be  the  duty     chief  &■. 
of  the  Chief  Engineer  to  report  the  names  of  the  persons  v^n*^  "" 
who  may  bo  so  designated  to  the  Common  Council,  as  »!«<  na^- 
being  the  persons  designated  by  the  engineers  and  foremen  ^^^^ 
as  suitable  persons  to  be  appointed  by  the  Common  Coun- 

dl  to  fill  such  vacancies. 

V.  And  be  it  further  ordained,  That  no  fire-engine,  nor 
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Enfrincfi,  ftc, 
i«>t  to  be  re- 
moved unli'i'-s 
toreman  and 
asdlstant 
r<)roin;in ,  or 
two  flrenien 
are   present 


Ergines,  hook  and  ladder,  nor  hose-cart  shall,  in  iromir  to  or  retom- 

fa.,  Dot  logo  CO 

^j  swewaiks  ing  from  any  fire,  or  at  any  other  tune,  be  run,  driven, 
cui  order,  whccled,  or  placed  upon  any  sidewalk,  except  by  the 
Penalty,  spccial  ordcr  of  one  of  the  engineers,  under  the  penalty  of 
twenty-Jivc  dollars  for  each  offense,  to  be  forfeited  and  paid 
by,  and  recovered  from  any  and  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  any  of  tiie 
provisions  of  this  section,  and  if  any  offense  against  this 
section  shall  be  committed  by  any  fireman,  he  shall,  more- 
over, be  removed  from  his  station  and  office  as  such  fire- 
man. 

VI.  And  he  it  further  ordained^  That  no  such  fire-engme, 
hook  and  ladder,  or  hose-cart,  during  any  fire  in  this  city, 
or  any  report  of  fire,  or  at  any  time,  under  any  pretense 
wliat<3ver,  shall  be  taken  or  removed  out  of  its  house,  un- 
less the  foreman  or  assistant  foreman,  or  as  least  two  of 
the  firemen  of  the  company  to  which  the  same  shall  belong, 
shall  be  present  and  consent  thereto,  under  the  penalty  of 
ten  dollars  for  every  such  offense,  to  be  forfeited  and  paid 
by,  and  recovered  from  any  and  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  any  of  the  pro- 
visions of  this  section. 

VII.  And  be  it  further  ordained.  That  it  shall  be  the  duty 
of  the  several  engineers,  and  of  every  foreman  and  assist- 
ant foreman  of  every  fire  company,  to  report  all  violations 
of  this  ordinance  to  the  Treasurer  of  the  Fire  Department 

VIII.  And  be  it  further  ordained,  That  the  Chief  Engineer 
shall,  in  all  cases  of  fire,  have  the  sole  and  absolute  control 
and  command  over  all  the  engineers  and  other  persons  of 
the  Fire  Department ;  and  it  shall  be  the  duty  of  the  said 
Chief  Engineer  to  direct  the  other  engineers  to  take  proper 
measures  that  the  several  fire-engines  be  arranged  in  the 


Duty  of  en- 
gineers, &c., 
to  report  vl- 
olationf. 


ailef  Engi- 
neer's dutict. 
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most  advantageous  situations,  and  be  duly  worked  for  the 
more  effectually  extinguishing  of  fires.  And  it  shall,  more- 
over, be  the  duty  of  the  said  Chief  Engineer  to  examine, 
twice  in  every  year,  into  the  condition  and  number  of  the 
fire-engines,  fire-buckets,  and  other  fire  apparatus,  and  fire- 
engine  houses  belonging  to  the  Corporation,  and  report 
the  same  same,  once  a  year,  to  the  Common  Council, 
together  with  the  names  of  all  the  members  of  the  Fire 
Department,  and  the  respective  associations  to  which  they 
belong.  And  whenever  any  of  the  said  fire-engines  and 
other  fire  apparatus  shall  require  to  be  repaired,  the  Chief 
Engineer,  under  the  direction  of  the  Committee  on  the 
Fire  Department,  shall  cause  the  same  to  be  well  and  suf- 
ficiently done.  And  it  shall,  moreover,  be  the  duty  of  the 
Chief  Engineer  to  report,  in  writing,  all  accidents  by  fire 
that  may  happen  in  this  city,  with  the  causes  thereof,  as 
well  as  they  can  be  ascertained,  and  the  number  and 
description  of  the  buildings  destroyed  or  injured,  together 
with  the  names  of  the  owners  and  occupants,  to  the  City 
Inspector,  who  shall  keep  an  accurate  register  of  the 
same. 

IX.  And  be  it  further  ordained.  That  so  many  of  the  free-    Fireward- 

'  "^  ena,  how  up- 

holders or  freemen  of  the  said  city  as  the  Common  Council  i»*n*«d. 

may  deem  proper,  shall,  from  time  to  time,  be  appointed 
in  each  of  the  wards  of  the  said  city,  to  be  denominated 
Fire  Wardens ;  each  of  whom  shall  be  assigned  and  at-* 
tached  by  the  Mayor  of  the  said  city,  to  such  company  of 
firemen,  having  charge  of  a  fire-engine,  as  he  shall  think 
proper,  and  shall  report  himself  to  the  Chief  or  other  engi- 
neer, at  every  fire.  And  each  Fire  Warden  shall  have  a 
certificate,  under  the  seal  of  the  mayoralty,  stating  his  ap- 
pointment as  a  Kre  Warden,  and  the  company  of  firemen 
to  which  he  shall  be  attached. 

14 
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Tb  be  divi-      X.  And  be  it  further  ordained  j  That  the  Fire  Wardens  of 

dod  into  com-  ^ 

pj;gfi*g^,^  each  ward  shall  form  a  separate  company ;  and  each  of  the 
•jad^  regaiMr  g^j  J  companies  shall  and  may  choose,  out  of  their  own 
number,  a  foreman  and  clerk,  in  such  manner,  and  at  such 
times  as  they  may  think  proper ;  and  each  company  may 
make  rules  regulating  the  time  and  manner  of  conducting 
their  elections,  and  imposing  such  fines  upon  the  memberB, 
as,  in  their  judgment,  may  best  secure  the  performance  of 
the  duties  of  the  said  Fire  Wardens,  both  at  fires,  and  in 
visiting  the  buildings,  and  other  duties  in  their  sereral  dis- 
tricts ;  and  disobedience  to  such  rules  shall  be  reported  bj 
each  company,  to  the  Common  Council,  and  shall  subject 
the  Fire  Warden,  so  disobeying,  to  removal  by  the  Coid- 
mon  Council. 

vacancicfj,      XI.  And  be  it  further  ordained  j  That  whenever  a  vacancy 

how    to    be  ^      *^  ^  ^  * 

shall  happen  in  any  of  the  said  companif^s,  the  company  in 
which  the  same  may  happen,  may  recon«mend,  through  the 
Chief  Engineer,  to  the  Common  Coun  il,  for  approbatioDi 
a  suitable  person  to  fill  such  vacancy  ;  but  none  other  than 
those  who  have  been  firemen  at  least  five  years  shall  be  so 
recommended. 

eMwbjS^to      ^^^"  ^^  ^  it  further  ordained,  That  the  said  wardens, 
S*ih!rJl!^r  when  attending  fires,  shall  be  subject  to  the  direction  of 
"*"•         the  Chief  Engineer,  and  the  other  engineers  of  the  Fire  De- 
partment. 

Duty  of  XIII.  And  be  it  further  ordained.  That  it  shall  be  the 
duty  of  the  said  Fire  Wardens,  immediately  on  the  alarm 
of  fire,  to  repair  to  the  place  where  it  may  be,  and  aid  and 
assist  in  procuring  supplies  of  water  to  the  fire-engines  to 
which  they  shall  be  respectively  assigned  and  attached,  and 
to  such  other  fire-engines  as  the  Chief  Engineer  or  other  en* 
gineer  may  direct  them  to  attend.    It  shall  also  be  the  dn^ 
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of  the  said  Fire  Wardens  to  prevent  the  hose  from  being 
trodden  on,  and  to  keep  all  idle  and  suspected  persons  at 
a  proper  distance  from  the  fire,  and  from  the  vicinity,  and 
the  citizens  are  hereby  enjoined  to  comply  with  the  orders 
and  directions  of  the  said  Fire  Wardens  in  the  premises. 

XIV.  And  be  it  further  ordained^   That  each  of  the  said  ^  '^^^^jj^ 
companies  shall  divide  their  ward  into  districts,  and  the  ^  ^^ 
foreman  of  the  company  shall  attach  one  or  more  of  the  ^^^' 
members  of  the  said  company  to  each  of  the  said  districts, 

for  the  purpose  of  making  the  visitation  and  examination 
directed  in  the  next  following  section ;  who  shall  keep  a 
record  of  the  names  of  the  occupants  of  the  houses,  and  of 
the  members  of  the  same,  wherein  they  shall  observe  any 
violations  of  this  law,  or  act,  for  the  more  efiectual  preven- 
tion of  fires ;  and  annually  in  the  month  of  January,  exhibit 
a  transcript  of  the  same  to  their  foreman,  and  said  foreman 
shall  report  to  the  Chief  Engineer,  in  the  month  of  June, 
annually,  the  name,  residence,  and  occupation  of  each  of 
the  wardens  of  his  company  ;  and  to  the  Common  Council 
all  neglects  on  the  part  of  any  of  the  wardens  of  his  com- 
pany to  comply  with  the  requisitions  of  this  section,  and 
every  warden,  so  neglecting  his  duty,  shall  be  removed 
from  his  office. 

XV.  And  be  it  further  ordairtcd.  That  it  shall  be  the  duty      wanscn.- 

*^  ''to     oxamine 

of  the  said  Fire  Wardens,  twice  in  every  year,  viz.,  in  the  ^J"^»  *,°:j 
months  of  June  and  December,  and  as  much  oftener  as  J^"^^*^"' 
they  may  think  proper,  to  examine  the  dwelling-houses 
and  other  buildings  in  their  respective  wards,  for  the  pur- 
pose of  ascertaining  all  violations  of  the  act  for  the  more 
efl^tual  prevention  of  fires  in  the  city  of  New  York,  and 
also  to  examine  the  fire-places,  hearths,  chimneys,  stoves, 
.and  the  pipes  thereto,  ovens,  boilers,  kettles,  and  also  all 
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chemical  apparatus  which,  in  their  opinion,  may  be  dan- 
gerous in  causing  or  promoting  fires,  and  also  the  places 
where  ashes  may  be  deposited  ;  and,  upon  finding  any  of 
them  defective  or  dangerous,  they,  or  either  of  them,  shall 
direct  the  owner  or  occupant,  either  by  a  printed  or  writ- 
ten notice,  to  alter,  remove,  or  amend  the  same,  in  such 
manner,  and  within  such  a  reasonable  time  as  they,  or 
either  of  them,  may  judge  necessary ;  and  in  case  of  neg- 
lect or  refusal  so  to  do,  the  party  ofiending  shall  forfeit 
and  pay  twenty-five  dollars,  and  for  every  day  after  the 
time  allotted  as  aforesaid  to  alter,  remove,  or  amend  the 
same,  in  conformity  with  the  directions  aforesaid,  the  partj 
80  ofiending  shall  forfeit  and  pay  the  further  sum  of  five 
dollars.     And  all  the  expenses  of  any  removal,  alteratioD, 
or  amendment,  as  aforesaid,  shall  be  paid,  in  the  first  in- 
stance, by  the  occupant,  but  shall  be  chargeable  against 
the  owner  of  such  dwelling-house  or  other  building,  and 
shall  be  deducted  from  the  rent  of  the  same,  unless  such 
expense  be  rendered  necessary  by  the  act  or  default  of  such 
occupai)t,  or  unless  there  be  a  special  agreement  to  the 
contrary  between  the  parties.     And  it  shall,  moreover,  be 
the  duty  of  the  Fire  Wardens,  or  either  of  them,  at  such 
time  as  aforesaid,  to  enter  into  and  examine  all  buildings, 
livery  or  other  stables,  hay-boats  or  vessels,  and  places 
where  any  gunpowder,  hemp,  flax,  tow,  hay,  rushes,  fire- 
wood, boards,  shingles,  shavings,  or  other  combustible  mar 
terials  may  be  lodged,  and  give  such  directions,  in  writing, 
in  the  premises,  as  may  be  deemed  necessary  by  them  or 
him,  relating  to  the  removal  thereof;  and  in  case  of  neglect 
or  refusal  on  the  part  of  the  possessor  of  such  combustible 
materials,  or  any  of  them,  to  remove  or  secure  the  same 
within  the  time  and  in  the  manner  directed  by  the  Fire 
Wardens,  or  either  of  them,  the  party  ofiending  shall  for*. 
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feit  and  pay  twenty-Sve  dollars,  and  the  further  sum  of 
five  dollars  for  every  day's  neglect  to  remove  or  secure  the 
same  after  being  so  notified. 

XVI.  And  be  it  further  ordained,  That  the  duties  pre-t^'SS^u 
■cribed  by  the  foregoing  section  shall  be  performed  within  ""  "ff™" 
each  district  by  the  warden  or  wardens  attached  to  such, 
district,  who  shall  make  an  immediate  report  to  the  fore- 
man, who  shall  record  the  same  in  a  book  to  be  kept  for 
that  purpose,  of  all  persons  neglecting  or  refusing  to  com- 
ply with  the  orders  and  directions  aforesaid,  together  with 
the  circumstances  of  each  case  ;  and  shall  also  make  report 
whether  any,  and  what  cases  of  violations  of  the  laws  of 
this  State,  prohibiting  the  construction  of  wooden  build- 
ings within  certain  limits  of  this  city,  have  come  to  his 
knowledge  ;  and  in  case  of  any  violation  of  such  taw,  he 
shall  particularly  report  the  name  of  the  owner  or  owners 
of  the  building,  and  of  the  master-builder,  and  tbp  partic- 
ular circumstances  of  each  case,  and  in  case  of  neglecting 
to  report  as  aforesaid,  such  warden  or  wardens  shall  forfeit 
and  pay  the  sum  often  dollars.  But  it  is  hereby  expressly 
declared,  that  the  foreman  or  any  of  the  wardens  of  the 
ward,  may  give  such  orders  and  directions  as  are  author- 
ized and  directed  in  and  by  the  preceding  section  of  this 
law,  in  case  the  same  shall  not  be  given  by  the  warden  of 
the  district  where  the  danger  exists  or  is  apprehended. 

XVn.  And  be  it  further  ordained.  That  the  firemen  shall  f^"^" 
be  divided  into  companies,  to  consist  of  as  many  members 
as  the  Common  Council  shall  from  time  to  time  direct,  to 
attend  to  the  fire-engines,  hose-wsgons,  and  hooks  and  lad- 
ders belonging,  or  that  may  hereafter  belong  to  the  Cor- 
poration of  this  city,  or  to  such  hose-wagons  and  books  and 
ladders  as  the  Common  Council  shall  direct;  and  that  each 
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of  the  companies  shall  and  may  choose,  out  of  ibeir 
own  number,  a  foreman,  assistant,  and  clerk,  in  such  man- 
ner, and  at  such  times  as  they  may  think  proper.  And  it 
shall  be  the  duty  of  the  said  firemen,  as  often  as  any  fire 
shall  break  out  in  the  said  city,  to  repair,  immediatelj 
upon  the  alarm  thereof,  to  their  respective  engines,  hose- 
wagons,  hooks  and  ladders,  and  convey  them  to  or  near  the 
place  where  such  fire  shall  happen,  unless  otherwise  di- 
rected by  the  Chief  or  other  engineer;  and  there,  in  confor- 
mity with  the  directions  given  by  the  Chief  Engineer  or 
other  engineers,  shall  work  and  manage  the  said  engines, 
or  apparatus  and  implements,  with  all  their  skill  and 
power ;  and  when  the  fire  is  extinguished,  shall  not  remove 
therefrom  but  by  the  permission  of  an  engineer;  and  on 
such  permission  they  shall  return  their  respective  hose- 
wagons,  hooks  and  ladders,  engines  and  apparatus,  well 
washed  and  cleansed,  to  their  several  places  of  deposit 
And  for  the  more  effectually  perfecting  the  firemen  in  their 
duty,  and  keeping  and  preserving  the  said  fire-engines  and 
other  implements  and  apparatus  from  decay,  the  said  fire- 
men shall,  in  the  months  of  May,  June,  July,  August,  Sep- 
tember, October,  and  November,  draw  out  their  said  fire- 
engines  and  other  implements,  in  order  to  wash  and  cleanse 
them,  and  to  exercise  the  men ;  and  if  any  fireman  shall 
neglect  the  said  duty,  he  shall  forfeit  and  pay  for  every 
default  the  sum  of  one  dollar ;  and  if  he  shall  neglect  to 
attend  at  any  fire  as  aforesaid,  or  leave  his  fire-engine  or 
other  apparatus  while  at  any  fire,  without  permission,  or 
shall  neglect  to  do  his  duty  on  such  occasion,  without  rea- 
sonable excuse,  he  shall,  for  every  default,  forfeit  and  pay 
the  sum  of  three  dollars;  and  if  any  fireman  shall  negleet 
to  do  his  duty  as  such,  in  attending  at  fires,  or  in  wadiing, 
exercising,  managing,  trjring,  or  using  the  said  fire-ongiiiaf 
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or  other  implements  or  apparatus  provided  for  extinguish- 
ing fires,  every  such  person  shall,  besides  the  fines  and 
penalties  aforesaid,  be  removed  from  his  station.    -And  ^^^^^^^^ 
whenever  any  fireman  is  appointed  to  supply  any  vacancy  l^^^J  ,^; 
in  any  company,  it  shall  be  his  duty  to  call  on  the  Trea-  *****»^^'^*- 
surer*  of  the  Fire  Department,  and  procure  a  certificate, 
within  one  month  from  the  date  of  his  appointment,  spe- 
cifying the  name  and  number  of  the  company  to  which 
such  fireman  shall  be  elected.    And  any  fireman,  after 
being  re-elected,  shall  obtain  a  new  certificate  as  aforesaid. 
And  it  shall  be  the  duty  of  the  Chief  Engineer  to  certify, 
on  every  return,  whether  a  vacancy  exists  in  the  company. 

XVIII.  And  be  itfurtlwr  ordained,  That  in  order  that  the  ^^^  ^^'J; 
members  of  the  Common  Council,  Engineers,  and  FireJSJJi,  *^d 
Wardens  may  be  more  readily  distinguished  at  fires,  the  roiVe  v^L 
Mayor,  Recorder,  Aldermen,  and  Assistants,  shall  severally  ed  at  &»•. 
bear,  on  those  occasions,  a  wand,  with  a  gilded  flame  at 

the  top;  and  each  of  the  engineers  shall  wear  a  leathern 
cap,  painted  white,  with  a  gilded  front  thereto,  and  a  fire- 
engine  emblazoned  thereon,  and  shall  also  carry  a  speaking- 
trumpet,  painted  black,  with  the  words  "  Chief  Engineer," 
"  Engineer  No.  1,"  &c.,  as  the  case  maybe,  in  white,  which 
shall  also  be  painted  on  their  caps  respectively ;  and  each 
of  the  Fire  Wardens  shall  wear  a  hat,  with  the  brim  black, 
the  crown  painted  white,  and  the  city  arms  blazoned  on 
the  fi:t>nt,  and  shall  also  carry  a  speaking-trumpet,  painted 
white,  with  the  word  "Warden,"  in  black,  painted  thereon. 

XIX.  And  be  it  further  ordained^  That  the  foremen  of  en-        ckpe  o 
gine  companies,  and  the  firemen  shall,  when  on  duty,  wear 
leathern  caps,  in  the  form  heretofore  used;  and  the  said 

caps  shall  be  painted  and  distinguished  in  the  manner  fol- 
lowing, viz:  the  cap  of  each  foreman  shall  be  painted  black. 
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with  a  white  frontispiece,  and  the  word  '*  Foreman,"  with 
the  initials  of  the  name  of  the  foreman,  and  the  number  of 
the  engine  to  which  he  belongs,  painted  thereon,  in  black; 
the  cap  of  each  fireman  shall  be  painted  black,  with  the 
initials  of  the  name  of  the  fireman,  and  the  number  of  the 
engine  to  which  he  belongs,  painted  in  front  thereof,  in 
white.  The  foreman  of  each  of  the  hook  and  ladder  coin- 
panies  shall  wear  a  cap,  painted  black,  with  a  white  fron- 
tispiece, and  the  word  ''Foreman,"  and  the  initialB  of 
his  name,  and  the  number  of  the  company  to  which  he 
belongs,  and  a  hook  and  ladder  painted  thereon,  in  black; 
and  each  member  of  the  hook  and  ladder  companies  shall 
wear  a  cap,  painted  black,  with  the  initials  of  his  name 
and  the  number  of  the  company  to  which  he  belongs,  with 
a  hook  and  ladder,  painted  in  front  thereof,  in  white;  and 
each  foreman  of  the  fire  hose  companies  shall  wear  a  cap, 
painted  black,  with  a  white  frontispiece,  and  the  word 
"Foreman,"  and  the  initials  of  his  name,  and  the  number 
of  the  company  to  which  he  belongs,  and  a  coil  of  hose 
painted  thereon,  in  black;  and  each  member  of  the  said 
fire  hose  companies  shall  wear  a  cap,  painted  black,  with 
the  initials  of  his  name,  and  the  number  of  the  company  to 
which  he  belongs,  with  a  coil  of  hose  painted  thereon,  in 
white.  And  the  assistant  to  each  respective  company  shall 
wear  a  cap,  painted  in  the  same  manner  as  that  of  the 
foreman  of  the  company,  with  the  word  "Assistant,"  in 
lieu  of  the  word  foreman.  Andfurthert  that  it  shall  be  the 
duty  of  the  Chief  Engineer  to  report  to  the  Common  Coun- 
cil the  name  of  every  person  who  shall  neglect  or  refuse  to 
comply  with  the  foregoing  requisitions,  which  said  person 
shall  thereupon  be  removed  from  his  station. 

Aldermen,      XX.  And  be  it  further  ordained^  That  the   names  and 

and    Attiit-  *^ 

anta,   Fire-  placcs  of  abodo  of  the  members  of  the  Common  CouneS, 
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«r8.  Fire  Wardens,  and  Foremen  of  the  respective  S'^jf^?" ««» 
oies,  and  bell-ringers  shall,  annually,  in  the  month  ^  *X«^"*S 
S  be  printed,  and  set  up  in  the  several  watch-houses,  JJ*„  ''***^" 
City  Inspector.  And  whenever  any  fire  shall  hap- 
the  night,  the  watchmen  shall  give  notice  to  each 
members  of  the  Common  Council,  Engineers,  Fire 
ns,  Foremen  and  bell-ringers  within  their  respective  ' 
districts.  And  it  shall,  moreover,  be  the  duty  of 
i^atchman,  upon  the  breaking  out  of  any  fire,  to 
he  citizens  by  crying  fire,  and  mentioning  the  street 
it  may  be,  so  that  the  firemen  and  citizens  may 
r  be  generally  directed  where  to  repair;  and  if  any 
aan  shall  neglect  so  to  do,  he  shall  forfeit  and  pay 
a  of  one  dollar.  And  if  it  shall  happen  that  a  chim- 
y  shall  be  on  fire,  either  by  day  or  by  night,  the  fire- 
the  City  Hall,  and  the  bells  of  the  several  churches 
city,  shall  not  be  rung;  but  only  on  occasions  where 
ling  shall  be  proclaimed  to  be  on  fire.  And  it  is 
d  on  the  occupants  to  place  a  lighted  candle  at  the 
V8  of  their  respective  buildings,  when  fire  may  hap- 
night,  in  order  that  the  citizens  may  pass  along  the 
with  the  greater  safety. 

.  And  be  it  further  ordained,  That  it  shall  be  the  duty    conatabiwi 

constables  and  marshals  to  repair,  immediately  on  to  attend 

rm  of  fire,  v^nth  their  staves  of  office,  to  the  place 

such  fire  may  be ;  and  it  shall  be  the  duty  of  the 

>les  then  and  there  to  report  themselves  to  the  high 

lie;  and  of  the  marshals  then  and  there  to  report 

[ves  to  the  first  marshal,  and  to  conform  to  such 

IS  may  be  given  them  by  the  Mayor,  Recoifder,  or 

5  of  the  Aldermen  or  Assistants,  for  the  preserva- 

the  public  peace,  and  the  removal  of  all  idle  and 

ed  persons,  or  others  not  actually  or  usefully  em- 
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ployed  in  aiding  the  extinguishment  of  such  fire,  or  in  the 
preservation  of  property  in  the  vicinity  thereof.  And  if 
any  constable  or  marshal  shall  not  attend  at  such  fire,  or 
shall  neglect  so  to  report  himself,  or  to  obey  any  ord^ 
that  may  be  given  him  as  aforesaid,  he  shall  forfeit  and  pay 
the  sum  of  ten  dollars  for  each  ofiense. 


chfmneyJS"      XXII.  And  U  it  further  ordained,  That  if  any  chimney, 
tog  on  ire.    gtovc-pipe,  or  flue  within  this  city,  ehall  take  fire,  the  occu- 
pant of  the  house  to  which  such  chimney,  stove-pipe,  or 
flue  appertains,  shall  forfeit  and  pay^re  dollars. 

cjirpeiit.  rs,      XXIII.  And  be  it  further  ordained.  That  all  carpenterB  and 

hiuivinpB.     others  making  or  using  shavings,  shall  respectively,  at  the 

close  of  each  day,  cause  the  same  to  be  securely  stowed  in 

some  safe  place,  remote  from  danger  by  means  of  fire,  under 

the  penalty  oifivc  dollars  for  each  omission  so  to  do. 

utrwt?'"' '°  XXIV.  And  he  ix  further  ordained,  That  no  person  shall 
kindle  any  fire,  nor  furnish  the  materials  for  any  fire,  nor 
in  any  way  authorize  or  allow  any  fire  to  be  made  in  any 
street,  road,  or  lane,  or  on  any  pier  or  bulkhead  in  this 
city,  except  for  the  purpose  of  boiling  tar,  which  fire  shall 
not  be  more  than  six  feet  from  the  bulkhead  or  the  end  of  the 
pier,  under  the  penalty  of  ten  dollars  for  every  such  ofiense. 

Hay  and      XXV.  And  be  it  further  ordained,  That  no  person  shall 

Blraw,     how  •'  '  JT 

to  be  placed,  i^ave,  put,  or  keep  any  hay  or  straw,  uncovered,  in  any  stack 
or  pile,  or  in  any  other  way  exposed,  within  one  hundred 
yards  of  any  building  to  the  southward  of  Fourteenth  street, 
or  shall  have,  put,  or  keep,  to  the  southward  of  said  line,  any 
hay,  straw,  hemp,  flax,  shavings,  or  rushes,  in  any  building 
not  built  of  stone  or  brick,  and  covered  with  tile  or  slate, 
or  other  fire-proof  materials,  which  is  or  shall  be  within  ten 
feet  of  any  dwelling-house  or  chimney  whatsoever,  under 
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the  penalty  of  twenty^ve  dollars  for  every  such  ofiense,  and 
the  further  penalty  of  ten  dollars  for  every  twenty-four 
hours  the  same  shall  so  remain,  after  a  printed  or  written 
notice  has  been  given,  to  the  owner  or  person  having  charge 
thereof,  by  any  Fire  Warden,  to  remove  the  same. 


XXVI.  And  be  it  further  ordained^  That  no  owner  or^    candiai, 

•^  '  how    to    bo 

occupant  of  any  stable  within  this  city,  or  any  person  in  ^  *°  "^ 
the  emplo3rment  of  such  owner  or  occupant,  shall  use  there- 
in any  lighted  candle  or  lamp,  except  the  same  shall  be 
securely  kept  within  a  lantern,  under  the  penalty  of  ten 
dollars  for  every  such  ofiense. 

XXVII.  And  be  it  further  ordained^  That  all  the  fines,     rcnau!?j<, 
penalties,  and  forfeitures  imposed  by  this  law  for  not  attend-  pnated/ 
ing  fires,  and  for  not  attending  the  meetings  for  washing 

the  fire-engines  and  for  exercising  the  men,  shall,  when 
received,  be  paid  to  the  treasurers  of  the  respective  com- 
panies aforesaid,  in  which  the  delinquencies  may  happen, 
for  the  use  and  benefit  of  said  companies ;  and  that  all  the 
other  fines,  penalties,  and  forfeitures  imposed  by  this  law, 
shall,  when  recovered,  be  paid  to  the  Treasurer  of  the  "  Fire 
Department  of  the  City  of  New  York,"  for  the  use  and 
benefit  of  the  said  Fire  Department.  And  further,  that  the 
Chief  Engineer  shall,  annually,  on  the  second  Monday  of 
December,  in  each  year,  report  to  the  Common  Council 
the  amount  of  the  sums  which  may  be  received  by  the 
said  Fire  Department  of  the  City  of  New  York,  and  the 
application  thereof. 

XXVIII.  And  be  it  further  ordained^   That  it  shall  be     ponaiti.-8, 
lawful  for  the  Fire  Department  of  the  City  of  New  York,  e^.  '^^* 
and  for  the  respective   companies  before  mentioned,  or 
persons  duly  authorized  by  them,  to  receive,  sue  for,  and 
recover,  in  the  name  of  the  Mayor,  Aldermen,  and  Com- 
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monalty  of  the  City  of  New  York,  all  the  fines,  penalties, 
and  forfeitures  hereby  imposed,  which  shall  be  appropri- 
ated for  their  respective  uses  as  aforesaid. 

not  ^to  °bS  XXIX.  A?id  he  it  further  ordained^  That  no  person  shall 
d«  iT^ruSi  be  elected  a  fireman  until  he  shall  have  attained  the  age  of 
*^'  twenty-one  years ;  and  that  it  shall  be  the  duty  of  the  fore- 

men of  the  respective  fire  companies,  when  they  report  to 
the  Chief  Engineer  the  names  of  the  persons  elected  fire- 
men, to  certify  that  the  persons  so  elected  are  at  least 
twenty-one  years  of  age. 

(crtiQcate..  XXX.  Afid  be  it  further  ordained,  That  it  shall  be  the 
duty  of  the  Clerk  of  the  Common  Council  to  furnish  the 
certificates,  required  to  be  furnished  to  the  firemen,  with- 
out fee  or  reward. 


Fire  limitp  A  memorial  and  bill,  on  the  14th  January,  1828,  were 
ird.  '^*^^"  *  ordered  to  be  authenticated  by  the  Common  Council,  and 
presented  to  the  Legislature,  extending  the  fire  limits  over 
the  Seventh  Ward;  various  petitions  and  remonstrances 
were  urged  by  the  Seventh  Ward  subsequently,  and  a  se- 
cond order  was  made  by  the  Common  CouncU  on  the  24th 
March,  18*29,  to  make  application  to  the  Legislature  to  in- 
clude the  Seventh  Ward  within  the  fire  limits,  but  such 
bill  was  not  enacted  by  the  Legislature. 

Term  of     A  resolution  that  the  term  of  service  of  our  firemen  be 
nrcmcn  re  rcduccd  to  scvcu  ycars  was  referred  to  the  Committee  on 

daoel  to  '' 

seven  ycarp.  Applications  to  the  Legislature j  on  the  11th  August,  1828. 
On  the  6th  of  October,  of  the  same  year,  the  firemen  of  the 
city  petitioned  to  have  the  term  of  service  reduced  from  ten 
to  seven  years  ;  which  was  referred  to  the  same  Committee, 
who  reported  on  the  2Gth  of  January,  1629.     The  report 
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was  laid  on  the  table  at  that  time.  A  resolution  was  pre- 
sented and  referred,  at  the  same  meeting,  to  limit  the  num- 
ber of  years  to  seven,  and  to  allow dollars  to  every 

member  becoming  exempt,  and  discharge  him  from  all  ex- 
cept jury  duty. 

The  Committee  reported  again  on  the  yth  February, 
1829  (vol.  67  P.  C.  C,  p.  38),  with  the  following  resolu- 
tion, which  was  approved : 

Resolved^  That  the  Counsel  of  the  Board  prepare  a  law, 
and  cause  the  same  to  be  presented  to  the  Legislature  for 
enactment,  providing  that  all  persons  who  shall  become 
firemen  after  the  Ist  of  February,  inst.,  shall  be  required 
to  serve  but  seven  years,  and  that  all  present  members 
having  served  seven,  eight,  or  nine  years,  shall  be  required 
to  serve  but  one  year  more,  and  all  present  members  hav- 
ing served  six  years,  or  a  less  term  than  six  years,  be  re- 
quired to  serve  so  much  longer  as  shall  make  up  their 
whole  term  of  service  to  eight  years. 

The  Counsel,  on  the  16th  of  February,  1829,  presented 
the  draft  of  an  act  entitled  "  An  act  to  amend  an  act  en- 
titled An  Act  granting  Privileges  to  the  Firemen  of  the  City 
of  New  York,"  passed  April  12tli,  1816,  which  was  for- 
warded to  the  Legislature,  with  a  suitable  memorial,  duly 
authenticated,  and  was  passed  by  the  Legislature  on  the 
4th  of  April,  1829. 

On  the  8th  December,  1828,  Jameson  Cox,  Esq.,  then     J.  cox  re 
Chief  Enffineer  of  the  Fire  Department,  tendered  his  res-  chief   edri 

^  ^  ■*■  noer,  and  U. 

ignation  in  consequence  of  ill  health ;  which  was  accepted.  ^^SJ^°  ***" 
The  Common  Council,  on  the  4th  ballot,  elected  Uzziah     . 
Wenman  to  fill  the  vacancy.     (Vol.  66  P.  C.  C,  MSS., 
p.  108.) 
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The  following  resolution  was  adopted  on  the  26th  of 
January,  1829: 

nrelv'Tiri*.      Resolved,  That  the   Special  Committee  on  Water  be 
rotuU^Xi  added,  in  connection  with  the  Committee  on  the  Fire  De- 
partment, on  the  subject  of  a  sufficient  supply  of  water  to 
extinguish  fires.     (Vol.  66  of  P.  C.  C,  MSS.,  p.  308.) 

The  following  resolution  was  adopted  on  the  26th  of 
Januarjs  1829 : 

Rinp|*S.mrr      Resolved,  That  no  person  shall  be  permitted  to  become  a 
^^  *  ^'        member  of  Supply  Fire  Engine  Company  No.  1,  who  hai 
not  served  five  years  in  the  Fire  Department  of  this  city. 

This  resolution  was  repealed  on  the  8th  of  February, 
1830,  in  consequence  of  the  passage  of  the  act  reducing  the 
time  of  service  of  firemen  from  ten  to  seven  years. 

•xfJodar""  Various  bills  and  memorials  were  authenticated  and 
directed  to  be  sent  to  the  Legislature,  in  relation  to  extend- 
ing the  fire  limits ;  one  to  extend  the  same  over  all  the 
Seventh  and  Fourteenth  Wards,  was  ordered  on  the  2d  of 
March,  1829 ;  also  one  to  extend  the  fire  limits  north  tf 
far  as  Spring  street,  from  Broadway,  west,  to  the  river; 
ordered  February  23,  1829. 

Accordingly,  the  law  of  May  1st,  1829,  was  enacted,  and 
on  its  presentation  to  the  Common  Council,  was  referred 
to  the  Committee  on  the  Fire  Department,  to  ascertain  or 
express  an  opinion  when  it  became  operative,  in  1829  or 
1830.  The  Committee  reported  on  the  ISth  of  May,  1S29, 
that  as  no  resolution  which  the  Common  Council  might 
adopt  could  have  any  influence  (the  construction  of  the 
.  law  being  a  matter  exclusively  pertaining  to  the  Judici- 
ary), it  was  not  expedient  that  they  should  express  any 
opinion  on  the  subject. 


vim:   DKrAKTMK-N  r.  •''"' 


^  -  > 


A  report,  signed  by  Messrs.  Isaac  Brown,  Stevens,  Ben- 
jamin M.  Brown)  Palmer,  and  Engs,  Committee  on  the  Fire 
Department,  adopted  on  the  16th  March,  1829,  in  relation 
to  the  supply  of  water  for  the  purpose  of  extinguishing 
fires,  &c.f  states,  that,  owing  to  the  supply  of  water  for 
culinary  purposes  being  of  a  quality  much  superior  to  that 
supplied  by  the  Manhattan  Company,  citizens  residing  in 
the  upper  part  of  the  city  are  unwilling  to  take  the  Man- 
hattan water,  hence  no  water  pipes  laid  in  all  that  part 
of  the  city  lying  tibove  Grand  street,  or  Pearl  street  on 
the  east  side  of  the  city,  and  therefore  no  protection  is 
afforded  for    the    purpose  of  extinguishing  fires.     The 
Committee  also  state  that  ''  Another  mode  of  supplying 
is  by  cisterns,  and  this,  to  a  certain  extent,  is  already 
in    operation.     The    Corporation    has  at  present  forty 
public  cisterns,  which  have  cost,  on  an  average,  six  hun- 
dred dollars  each,  making,  in  all,  a  cost  of  at  least  twenty- 
four  thousand  dollars.    They  usually  contain  one  hundred 
hogsheads  each.    Now,  to  provide  for  the  section  of  the 
city  between  Fourteenth  and  Grand  streets,  on  Broad- 
way and  Fourteenth  and  Pearl  streets,  on  Chatham  street, 
on  the  east  side  of  the  city,  by  cisterns,  would  require 
the  construction  of  at  least  sixty  additional  cisterns,  sup- 
posing that  each  one  thousand  feet  square  required  a 
cistern,  and  if  we  estimate  them  at  six  hundred  dollars 
each  (including  expenses  of  assessments),  it  will  make  the 
sum  of  thirty-six  thousand  dollars.     The  cisterns  would 
probably  not  last  longer  than  from  twenty  to  twenty-five 
years,  and  would  require  considerable  expense  in  repairs 
of  leaks,  and  for  leaders,  &c.,  during  that  time.     Your 
Committee  have  come  to  the  conclusion  to  recommend  to 
the  Board  the  la3ning  down  of  two  lines  of  iron  pipe  for 
the  security  against  fires  of  the  section  of  the  city  above 
described." 
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The  Committee  proposed  to  lay  one  line  of  tubes  from 
about  Fourteenth  street,  through  the  Bowery,  to  its  tenni- 
nation  with  Chatham  street,  a  distance  of  six  thousand  five 
hundred  feet,  and  also  a  line  of  tubes,  commencing  at  the 
same  place,  through  Broadway  to  Canal  street,  a  distance 
of  five  thousand  five  hundred  feet.  The  diameter  of  the 
tubes  to  be  twelve  inches,  the  cost  of  the  tubes  to  be  one 
dollar  and  fourteen  cents  per  foot,  or  six  thousand  and 
twenty  dollars  per  mile  ;  the  expense  of  laying  down  to 
be  eighty-six  cents  per  foot,  or  four  thousand  six  liundred 
and  forty  dollars  per  mile.  The  distance  of  these  two 
lines  to  be  about  twelve  thousand  feet,  or  two  and  one> 
fourth  miles,  and  the  aggregate  expense  of  laying  down 
tubes,  and  five  hundred  dollars  for  plugs  or  hydrants,  to 
amount  to  twenty-four  thousand  five  hundred  doUsTS. 
The  Committee  further  state  that  "  The  expense  of  i 
wooden  reservoir,  containing  two  thousand  hogsheads, 
equal  to  twenty  cisterns,  is  estimated  to  cost  not  exceed- 
ing one  thousand  five  hundred  dollars,  making,  in  all, 
twenty-six  thousand  dollars.  It  is  believed  that  the  power 
of  a  single  horse  will  be  sulBcient  to  pump  the  water  into 
the  reservoir,  and  the  annual  expense  of  a  horse  and  man 
ought  not  to  exceed  seven  hundred  dollars.  Your  Com- 
mittee are  of  opinion  that  water  sufficient  for  the  purpose 
of  extinguishing  fires  may  be  obtained  anywhere  about 
the  part  of  the  city  referred  to.  In  fact,  there  are  wells 
already  dug  which  would  fill  the  tubes  and  reservoirs;  and 
as  it  is  contemplated  to  use  the  water  only  for  fires,  there 
would  be  no  constant  demand,  excepting  to  supply  the 
waste  water." 

The  Committee  deemed  that  the  laying  of  said  pipes  as 
aforesaid,  though  at  considerable  distance  from  the  East 
and  North  Rivers,  would  be,  nevertheless,  sufficient  for  the 
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purpose  of  extinguiBbing  fires,  from  the  &ct  of  the  gradual 
descent  of  the  ground  towards  each  river ;  although  the 
Comioittee  remark,  that,  hereafter,  if  additional  security  is 
required,  small  tubes,  of  six  inches  diameter,  may  be  laid 
down,  to  subdivide  the  sections  referred  to.  The  Com- 
mittee go  on  to  state  that  the  proposed  plan  would  go  to 
reduce  the  labor  of  firemen,  and  make  their  duty  compara- 
tively  light ;  and  that  in  their  opinion  the  Fire,  as  a  vol- 
unteer Department,  could  not  be  upheld  in  our  extended 
tity,  without  reducing  the  excessive  labor  of  procuring 
water. 

On  the  20th  April,  1829,  the  following  resolution  was 
adopted: 

Retolttd,  That  the  contract  made  by  the  Committee  on  ormtrui  tn 
the  Fure  Department,  in  behalf  of  the  Mayor,  Aldermen,  "j*?"" 
and  Commonalty,  with  Mark  Richards,  of  Philadelphia,  for 
iron  pipes  and  castings,  be  authenticated  during  the  recess 
of  the  Board,  in  the  usual  manner. 

The  following  resolution  was  presented  and  referred  on 
the  14th  July,  1829 : 
Ruolved,  That  it  be  referred  to  the  Committee  on  Sup-     Fir*hnn- 

,  ,  *     dred   dolkn 

plying  the  City  with  Water,  to  report  upon  the  expediency  p™'™  •"" 
of  ofiering  a  premium  of  five  hunered  dollars  for  the  best  [^'"k    "** 
plan  for  supplying  the  city  with  pure  and  wholesome  water, 
to  be  approved  of  by  siud  Committee. 

The  Committee  on  the  Fire  Department  reported  on  the     R,«r™ir 
Ifith  November,  1829,  that  although  they  had  excavated  "  '^•'" 
ooly  fifty  feet  in  depth  at  Thirteenth  street,  yet  the  quan- 
tity of  water  would  be  sufficient  to  fill  the  reservoir  and 
pipes,  as  it  is  estimated  that  seventy  hogsheads  of  water  are 
<*ined  in  a  day ;  that  the  cast-iron  tank  was  received  from 
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Philadelphia,  and  that  the  same  should  be  inclosed  with  a 
brick  or  wooden  building ;  the  cost  of  the  former  beiif 
estimated  at  three  thousand  five  hundred  dollars,  and  of 
the  latter  two  thousand  dollars. 

Which  report  was  agreed  to. 

In  relation  to  procuring  water  for  the  extingaishmeiit 
of  fires,  the  following  resolution  was  presented  and  referred 
on  the  16th  November,  1829 : 

•loDCT  S°^^  jRe«?Zrc(/,  That  a  competent  practical  man  be  appointed 
mlt«""'for  ^^^  employed  to  act  as  a  Commissioner  or  Agent  for  ftc 
cu^wioTwa-  Common  Council,  to  procure  information,  and  to  make 
plans  and  estimates  for  supplpng  the  city  (abimdantif) 
with  pure  and  wholesome  water ;  said  Commissioner,  or 
his  successor,  to  be  continued  as  Superintendent  of  this 
highly  important  public  business. 

The  Water  Committee  was  also  directed  to  explore  the 
Croton  and  other  rivers  for  procuring  a  supply  of  water. 

Nevertheless,  assessments  for  sixteen  more  public  cisterns 
were  presented  for  confirmation  to  the  Common  Council 
on  the  7th  December,  1829. 


From  a  report  made  by  the  Committee  on  the  Fire  De- 
partment, on  the  19th  April,  1830,  the  following  extnete 
are  taken : 

That  they  have  caused  to  be  erected  on  the  public  ground, 
on  the  comer  of  Bowery  and  Thirteenth  street,  a  stone 
tower,  forty-four  feet  diameter  and  twenty-seven  feet  high, 
on  which  there  is  now  putting  up  an  iron  tank  of  forty- 
three  feet  diameter  and  twenty  feet  high,  which  will  coo- 
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bain  three  hundred  and  five  thousand  four  hundred  and 
twenty-two  gallons  of  water;  that  the  line  of  twelve-inch 
iron  pipes  are  completed  from  the  reservoir,  through  Thir- 
teentii  street  and  Broadway  to  Canal  street ;  and  the  line 
is  nearly  completed  through  the  Third  avenue  and  the 
Bowery  to  Catharine  street.  •  •  • 

The  whole  will  comprise  thirty  fire-plugs,  six  stop-cocks, 
und  eighteen  thousand  and  sixty  feet  of  iron  pipes,  con- 
taining one  hundred  and  eight  thousand  three  hundred  and 
sixty  gallons  of  water,  capable  of  being  thrown  sixty  feet 
above  the  surface  of  the  highest  elevation  of  the  streets. 
•  •  That  they  have  caused  a  well  to  be  dug  eigh- 
teen feet  diameter  and  seventy  feet  deep.  *  • 
rhe  greatest  quantity  at  any  time  in  the  well  is  estimated 
at  one  hundred  and  six  thousand  nine  hundred  and  eighty 
^lons  of  water,  *  *  and  that  a  steam-engine 
would  be  available. 

The  Committee  were  thereupon  authorized  to  procure  a 
iteam-engine,  at  a  sum  not  to  exceed  five  thousand  five 
Imndred  dollars. 


The  following  resolution  was  adopted  on  July  13th, 
1829: 

Reiolvedf  That  the  captains  of  each  watch  district  be    watchmen 

«,  _  ,  to  cry  aloud 

directed  to  instruct  the  watchmen  under  their  direction  to  incaaoofiiro. 
cause  every  alarm  of  fire  to  be  made  as  general  as  possi- 
ble, by  crying  aloud  the  name  of  the  street  or  part  of  the 
dty  where  the  fire  may  be.    (Vol.  69  P.  C.  C,  MSS.,  p.  26.) 


The  Committee  on  Applications  to  the  Legislature  made  a 
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report  on  the  15th  of  February,  1830,  and  presented  a  fonn 
of  a  law  for  the  more  effectual  prevention  of  fires  in  the  city 
of  New  York.  The  law  was  taken  up  by  sections,  and  i 
number  of  said  sections  approved  on  the  15th  of  Febmaiy, 
and  the  remainder  on  the  Ist  of  March,  1830,  the  bill  wai 
engrossed,  authenticated,  and  forwarded  to  Albany;  ilui 
Dwcuings,  bill  relates  more  particularly  to  the  construction  of  dwdl- 
■tructed.  2ng8,  stores,  &c.,  and  is  one  of  the  most  important  of  the 
State  laws  relative  to  the  prevention  of  fires  in  the  city  of 
New  York.  It  was  enacted  by  the  Legislature  on  the  20th 
April,  1830.  (Vide  Laws  of  the  State,  53d  Session,  chap. 
291.) 

The  following  is  an  ordinance  relative  to  injuries  to 
hydrants : 

Be  it  ordained  by  the  Mayar^  Aldermen^  and  CamnumaUy  (f 
t/ie  City  of  New  York^asfollotcs: 

notto^bSTto!  •A.ny  person  not  being  the  Chief  Engineer,  nor  engineer 
Jurwi-.  uQi-  foreman  of  a  fire  company,  who  shall  unscrew  any  or 
either  of  the  hydrants  belonging  to  the  Corporation  wate^ 
works,  erected  for  the  extinguishment  of  fire,  or  who  shall 
interfere  with  the  same,  or  any  part  of  the  works  belong- 
ing to  said  establishment,  whereby  the  said  establishment, 
or  any  or  either  of  the  pipes,  hydrants,  stop-cocks,  or  any 
part  of  the  works  may  be  injured,  or  the  water  taken 
^foaiiT.  therefrom  or  wasted,  shall  be  liable  to  a  penalty  of  fifty 
dollars  for  each  and  every  such  offense ;  and  it  shall  be 
the  duty  of  the  Corporation  Attorney  to  prosecute  all 
offenders  under  this  law. 

Passed  October  11,  1830.    (Vol.  73  P.  C.  C,  MSS-,p. 
166.) 
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On  the  15th  Norember,  1830,  the  following  resolution 
was  adopted : 

Resolved.  That  the  11th  section  of  the  14th  chap,  of   fit©  ward- 

^  ens  to  be  ap- 

the  ordinances  of  the  Common  Council  (passed  1827),  l^^SJi'SJ^'J^ 
amended  so  as  to  read,  "  but  none  other  than  those  who  J^rw  ^SS! 
have  been  firemen  at  least  three  years,  shall  be  so  recom- 
mended." 


A  LAW  to  amend  a  law  passed  SOth  Aprils  1827,  entitled 
**-4  Law/or  Preventing  and  Extinguishing  FiresJ** 

Passed  January  10th,  1831. 

Be  it  ordained  by  tlie  Mayor^  Aldermen^  and   Commonalty  of 
the  City  of  New  YorJc,  in  Common  Council  convened : 

%  1.  That  every  fireman  hereafter  recommended  through 
the  Chief  Engineer  to  the  Common  Council,  as  a  suitable 
person  to  be  appointed  a  Fire  Warden,  shall  be  at  the  time 
of  such  recommendation  an  actual  resident  and  inhabitant  of 
the  ward  for  which  such  return  shall  be  made. 

%  2.  Be  it  further  ordained^  That  in  case  any  Fire  Warden^ 
appointed  after  the  passage  of  this  ordinance,  shall  remove 
fi'om  the  ward  to  which  he  shall  have  been  appointed,  the 
said  oflSce  shall  be  deemed  vacant,  and  the  Chief  Engineer 
shall  notify  the  company  of  Fire  Wardens  to  proceed  to 
fill  the  vacancy  thus  made.  (Vol.  74,  P.  C.  C,  MSS.,  p. 
132.) 

The  following  resolutions  were  adopted  on  the  28th  of 
February,  1831 : 
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Resolved^  That  the  Counsel  of  the  Board  prepare  a  me- 
morial to  the  Legislature,  setting  forth  the  wants  of  the 
city  m  relation  to  a  full  and  ample  supply  of  water,  as 
necessary  for  the  safety  of  the  city  against  fire,  and  to  be 
of  a  pure  and  wholesome  quality,  as  necessary  for  the 
preservation  of  the  health  and  lives  of  our  fellow-citizens; 
also,  that  the  Manhattan  Company,  although  chartered  in 
the  year  1799,  for  the  express  and  apparently  sole  purpose 
of  furnishing  the  city  these  inestimable  blessings,  have 
not,  in  the  opinion  of  the  Common  Council,  complied  with 
the  conditions  of  their  charter,  and  stating  that,  under 
such  circumstances,  it  has  become  necessary  for  the  Co^ 
poration  to  do  that  which  the  Manhattan  Company  have 
failed  to  perform  ;  and  that  there  exist  powers  in  the  act 
relating  to  this  Company,  authorizing  them  to  take,  by 
process  of  law,  all  streams  of  water,  and  to  divert  water- 
courses from  their  natural  channels,  and  also,  in  like  man- 
ner, to  possess  themselves  of  other  propertj^ ;  which  powers 
the  Manhattan  Company  have  wholly  failed  to  use,  there- 
fore asking  a  repeal  of  the  said  powers  now  vested  in  said 
Company,  and  the  vesting,  exclusively,  all  such  powers  for 
the  purpose  aforesaid,  in  the  Corporation  of  the  City  of 
New  York.     (Vol.  74  P.  C.  C,  MSS.,  p.  320.) 

The  various  memorials  to  the  Legislature  in  relation  to 
pure  and  wholesome  water,  resulted  in  the  passage  of  the 
acts  of  May  2d,  1831,  and  May  25th,  1S36,  and  the  final 
establishment  of  the  Croton  Aqueduct.  (For  a  further 
and  complete  history  of  the  Croton  Aqueduct,  see  a  me- 
moir of  the  construction,  cost,  and  capacity  of  the  Croton 
Aqueduct,  by  Charles  King.) 
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A  LAW  forming  a  hydrant  Jire  company. 

Be  it  ordained  by  the  Mayor ^  Aldermen ,  and  Commonalty  of 
the  City  of  New  Yorky  in  Common  Council  convened: 

%  1.  That  a  company  shall  be  organized,  to  consist  of  a      Hydrant 
foreman,  assistant,  and  clerk,  and  twenty  men,  to  be  fire-  "y- 
men  and  hydrantmen;  and  it  shall  be  their  duty,  on  an 
alarm  of  fire,  to  proceed  to  the  hydrants,  and  see  to  the   . 
water  being  properly  let  out,  and  that  the  hydrants  are 
not  injured,  and  that  they  are  properly  secured  and  put  in 
order  after  the  fire  is  extinguished ;  and  also  to  see  that  the 
stop-cocks  are  kept  in  order,  and  generally  to  attend  to 
the  engines  being  supplied  with  water  from  the  reservoir, 
and  to  report  all  injuries  and  defects  which  they  may  dis- 
cover in  any  part  of  the  works,  to  the  Chief  Engineer;  and 
that  the  caps  of  said  company  shall  be  painted  black,  and 
the  words  hydrant  company  on  the  frontispiece  thereof. 

%  2.  And  he  it  further  ordained,  That  the  said  company  By-iawi. 
shall  have  the  like  power  with  other  firemen,  to  make  by- 
laws for  their  own  government,  and  such  regulations  as 
will  more  particularly  insure  the  performance  of  their  du- 
ties not  defined  in  this  law ;  provided  that  no  individual 
shall  be  appointed  a  hydrantman  in  said  company,  unless 
he  is  an  exempt  fireman. 

Passed  by  the  Board  of  Aldermen,  June  8,  1S31. 
Passed  by  the  Board  of  Assistant  Aldermen,  June  1 1, 1831. 
Approved  by  the  Mayor,  July  16,  1831. 
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AN  ACT  continuing  the  Laws  now  in  forces 

Be  it  ordained  by  the  Mayor ^  Aldermen^  and  Commonalty  of  the 
City  of  New  York^  in  Common  Council  convened: 

That  all  the  laws  and  ordinances  of  the  Common  Cooncfl 
now  in  force,  be,  and  the  same  are  hereby  re-ordained  and 
re-enacted,  and  to  remain  in  force  until  repealed  or  modi- 
fied, or  until  they  expire  by  operation  of  law. 

Passed  by  both  Boards,  September  19,  1831. 

Approved  by  the  Mayor,  September  21,  1831. 


A  LAW  creating  a  Fire  and  Building  Department^  and  pre' 
scribing  the  duties  of  the  officers  thereof. 

Be  it  ordained  by  the  Mayor^  Aldermen^  and  Commonalty  of  the 
City  of  New  Yorkj  in  Common  Council  convened  : 

§  1.  That  there  shall  be  created  and  organized  a  Fire  and 
Building  Department. 

Fire  and  §  ^*  -^^  ^  '^  further  ordained 9  That  three  discreet  and 
Jl!iSiSnt.^  proper  persons  shall  be  appointed  to  superintend  the  Fire 
and  Building  Department,  to  be  called  and  known  as  the 
Commissioners  of  the  Fire  and  Building  Department,  and 
that  the  said  Commissioners  shall  be  a  Superintendent  of 
Buildings,  Chief  Engineer,  and  Commissioner  of  the  Fire 
Department. 

§  3.  And  be  it  further  ordaified^  That  it  shall  be  the  duty 
of  the  Superintendent  of  Buildings  to  advertise  for  esti- 
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mates  for  all  public  buildings  which  may  hereafter  be 
erected  under  the  authority  of  the  Common  Council,  for 
all  repairs  which  may  be  required  for  the  public  buildings 
now  in  use,  or  which  are  now  erecting,  or  may  be  hereaf- 
ter erected  by  the  Corporation  (except  slight  repairs),  for 
the  building  of  new  engines,  under  the  authority  of  the 
Common  Council,  and  for  all  other  subjects  connected  with 
building  and  repairs,  which  are  not  embraced  in  other  de- 
partments, and  in  conjunction  with  the  Chief  Engineer,  and 
Commissioner  of  the  Fire  Department,  to  present  such  es- 
timates to  the  Common  Council  for  their  approbation,  pre- 
vious to  furnishing  contracts  for  the  same  ;  to  examine  and 
supervise  all  public  works  which  are  in  progress,  and  which 
are  connected  with  the  Fire  and  Building  Department,  and 
to  suggest  to  the  Commissioner  of  the  Fire  Department  all 
subjects  connected  with  the  same,  which,  in  his  opinion, 
are  necessary. 

§4.  And  be  it  further  ordained,  That  it  shall  be  the  duty  Dutyoi 
of  the  Chief  Engineer  to  report  the  names  of  persons  who  ^®^' 
may  be  designated  by  the  engineers  and  foremen  as  suita- 
ble persons  to  be  appointed  by  the  Common  Council  to  fill 
such  vacancies  as  may  occur  in  fire  companies ;  in  all  cases 
of  fire,  to  have  the  sole  and  absolute  command  and  control 
over  all  the  engineers,  and  other  members  of  the  Fire  De- 
partment; to  direct  the  other  engineers  to  take  proper 
me&ures  that  the  fire-engines  be  suitably  arranged  and 
duly  worked ;  to  examine,  once  in  every  month,  into  the 
condition  and  number  of  the  fire-engines  and  buckets,  and 
other  fire  apparatus,  and  fire-engine  houses,  and  report  the 
Bame  to  the  Common  Council  twice  in  every  year ;  and 
whenever  any  of  the  said  fire-engines,  and  other  apparatus, 
shall  be  required  to  be  repaired,  or  new  ones  built,  it  shall 
be  the  duty  of  the  Chief  Engineer,  personally,  to  inspect 
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the  building  of  the  same,  to  report,  in  writing,  all  accidenia 
by  firC)  with  the  probable  causes  thereof,  and  the  number 
and  the  description  of  the  buildings  destroyed  or  injured, 
together  with  the  names  of  the  owners  or  occupants,  to 
the  City  Inspector,  who  shall  keep  an  accurate  register  of 
the  same,  and  to  suggest  to  the  Board  of  Commissioners 
of  the  Fire  and  Building  Department  any  improvements 
which,  in  his  opinion,  can  be  made  in  the  Fire  Department ; 
and  that  he  shall  be  required  to  attend  at  the  office  of  the 
Department. 

^  Water  ^  5.  And  be  it  further  ordained^  That  it  shall  be  the  duty 
of  the  Commissioners  of  the  Fire  Department  to  give  their 
personal  attention  and  supervision  to  the  laying  down  of 
all  such  water  pipes  as  the  Common  Council  may  direct; 
to  take  charge  of  the  reservoir  and  water  establishment 
in  Thirteenth  street ;  to  see  that  the  hydrants  are  in  order, 
and  generally  to  supervise  and  direct  all  the  subjects  con- 
nected with  a  full  and  ample  supply  of  water  for  the  ex- 
tinguishment of  fires. 

Bills  to  bo      §  6.  And  be  it  further  ordained,  That  it  shall  be  the  duty 

comm'ssim^  of  the  Said  Commissioners  of  the  Fire  and  Buildine  De- 
ere. .  .  ° 

partment  to  examine,  and  if  found  correct,  to  sign  all  bills 
for  expenditures  connected  with  said  Department,  which 
bills  shall  not  be  audited  by  the  Comptroller,  except  coun- 
tersigned by  a  majority  of  said  Commissioners;  also  to  sug- 
gest to  the  Common  Council,  from  time  to  time,  all  sub- 
jects connected  with  said  Department  which  may  be  deemed 
important,  and  to  report  to  the  Attorney  of  the  Common 
Council  any  infraction  of  the  laws  and  ordinances  con- 
nected with  the  same. 


■lonera 


commiB-      §  7.  And  be  it  further  ordained^  That  the  Commissioners 


tworc.        of  the  Fire  and  Building  Department  shall  be  sworn  io 


FIBE  DEPABTMENT. 


286 


the  faithful  performance  of  their  duties,  and  shall  each 
give  honds,  with  sufficient  surety  or  sureties,  to  be  ap- 
proved of  by  the  Common  Council,  in  the  penal  sum  of 
fire  thousand  dollars,  faithfully  to  perform  such  duties. 

§  8.  And  he  it  further  ordained^  That  all  the  laws  and 
ordinances  of  the  Common  Council  in  relation  to  building 
and  repairs,  and  the  duties  of  the  Superintendent  of  Re- 
pairs, in  relation  to  the  Fire  Department,  which  are  not 
inconsistent  with  the  provisions  of  this  ordinance,  shall  not 
be  construed  as  modified,  repealed,  or  afiectcd  thereby,  but 
shall  continue  and  remain  in  full  force. 

Passed  by  the  Board  of  Assistant  Aldermen,  September 
26,  1S31. 

Passed  by  the  Board  of  Aldermen,  October  3,  1831. 
Approved  by  the  Mayor,  October  5,  1831. 
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1832. 

Resoked,  That  the  third  section  of  the  laws  for  prevent- 
ing and  extinguishing  fires  be  so  amended,  in  the  third 
line,  as  to  read,  *'  of  the  engineers  and  foremen.*' 

Adopted  by  the  Board  of  Assistant  Aldermen,  Novem- 
ber 21,  1831. 

Adopted  by  the  Board  of  Aldermen,  December  28, 1831. 

Approved  by  the  Mayor,  January  3,  1832. 


Fire  limits. 


Rcsolvcdy  That  it  is  expedient  so  to  extend  the  fire  limits 
as  to  include  all  that  part  of  the  city  contained  within  the 
following  description,  viz. :  beginning  on  West  street,  one 
hundred  feet  northerly  from  Spring  street,  and  running 
thence,  northerly,  along  West  street  to  Bank  street; 
thence,  easterly,  through  Bank  street  to  Greenwich  lane ; 
thence,  southerly,  through  Greenwich  lane,  to  the  cast  side 
of  the  Sixth  avenue,  at  a  point  distant  northerly,  one 
hundred  feet,  from  Eighth  street ;  thence,  westerly,  along 
the  Sixth  avenue  to  a  line  distant,  southerly,  one  hundred 
feet  from  An\ity  lane  ;  thence,  easterly,  and  parallel  with 
Amity  street,  to  a  line  distant,  westerly,  one  hundred  feet 
from  Greene  street ;  thence,  southerly,  and  parallel  with 
Greene  street,  to  a  line  distant  one  hundred  feet,  northerly, 
from  Spring  street ;  and  thence,  westerly,  and  parallel 
with  Spring  street,  to  West  street,  at  the  place  of  begin- 
ning.   Also,  beginning  at  the  Bowery,  one  hundred  feet 
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northerly  from  Rivington  street,  and  running  thence, 
northerly,  along  the  Bowery,  to  a  line  distant,  southerly, 
one  hundred  feet  from  North  street ;  thence,  easterly,  and 
parallel  with  North  street  to  Orchard  street;  thence, 
southerly,  along  Orchard  street  to  a  line  distant  one  hun- 
dred feet,  northerly,  from  Rivington  street ;  and  thence, 
westerly,  and  parallel  with  Rivington  street,  to  the  Bow- 
ery, at  the  place  of  beginning. 

Resolved^  That  the  Counsel  to  the  Corporation  be  direct- 
to  make  the  necessary  application  to  the  Legislature  to 
carry  into  effect  the  preceding  resolution  ;  the  law  to  take 
efiect  on  the  first  day  of  August  next. 

Adopted  by  both  Boards,  March  19,  1832. 
Approved  by  the  Mayor,  March  22,  1832. 


Resolvedy  That  the  Committees  of  the  two  Boards  on  watw'coS 
Pire  and  Water,  hereafter  be  a  Joint  Committee  on  all^iST**^*** 
subjects  referred  to  them  by  either  Board. 

Adopted  by  the  Board  of  Assistant  Aldermen,  April  9, 
1832. 

Adopted  by  the  Board  of  Aldermen,  April  16,  1832. 

Approved  by  the  Mayor,  April  19,  1832. 


Resolution  as  to  a  proviso  in  the  law  entitled,  *'  A  law 
forming  a  hydrant  fire  company." 

Resolvedy  That  the  proviso  contained  in  the  law  entitled,  peaied. 
"  A  law  forming  a  hydrant  fire  company,"  approved  July 
16,  1831,  be  and  the  same  is  hereby  repealed,  and  that  no 
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individual  shall  be  appointed  a  hydrantman  in  the  hydrant 
company,  unless  he  shall  have  served  as  a  fireman  for  at 
least  three  years. 

Adopted  by  the  Board  of  Assistant  Aldermen,  April  33, 
1832. 

Adopted  by  the  Board  of  Aldermen,  April  30,  1832. 

Approved  by  the  Mayor,  May  6,  1832. 


Resolution  relative  tp  the  Fire  Wardens  of  the  Ninth  and 
Fifteenth  Wards. 

Division  of  RcsolvcJ,  That  the  Fire  Wardens  of  the  Ninth  Ward  be 
of  the  Niuth  divided,  by  electing  such  of  them  as  reside  m  the  Fifteenth, 
to  be  Fire  Wardens  of  said  Ward ;  and  that  the  present 
members  of  said  Ninth  Ward  company  proceed  to  fill  the 
vacancies  from  the  Ninth  and  Fifteenth,  to  fill  both  com- 
panies, and  that  the  same  be  presented  to  the  next  joint 
meeting. 

Resolved f  That  a  copy  of  the  above  resolution  be  served 
on  Fire  Warden  Company,  Ninth  Ward. 

Adopted  by  the  Board  of  Aldermen,  April  23,  1832. 

Adopted  by  the  Board  of  Assistant  Aldermen,  April  80, 
1832. 

Approved  by  the  Mayor,  May  5,  1832. 


A  LAW   relating  to  Estimates  of  the  Street  Cammissioner't 

and  Fire  and  Building  Departments* 

Be  it  ordained  by  the  Mayor j  Aldermen ,  and  Commonalty  ofth 
City  of  New  York,  in  Common  Council  convened : 

That  such  parts  of  the  ordinance,  entitled,  <<  A  law  ore- 
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ating  a  Street  Commijssioner's  Department,  and  prescribing 
the  duties  of  the  Street  Commissioner,  Assistant  Street 
Commissioner,  and  Superintendent  of  Wharves  and  Piers," 
and  such  parts  of  the  ordinance,  entitled,  **  A  law  creating 
a  Fire  and  Building  Department,"  as  require  the  Street 
Commissioners,  and  the  Commissioners  of  the  Fire  and  Build- 
ing Department,  to  report  the  estimates  for  the  objects 
embraced  by  their  respective  departments,  to  the  Common 
Council,  previously  to  completing  contracts  for  the  same, 
be,  and  the  same  are  hereby  repealed. 

And  be  it  further  ordained.^  That  the  Street  Commissioner, 
previously  to  entering  into  contracts  for  objects  embraced 
by  his  Department,  shall  submit  the  estimates  for  such  ob- 
jects to  Committees  of  the  Board  of  Aldermen  and  Board 
of  Assistant  Aldermen,  for  their  approbation,  to  wit :  (esti- 
mates for  wells  and  pumps,  and  paving  and  repaving  streets, 
to  the  Committee  on  Streets;  estimates  for  canals  and 
sewers,  and  constructing  roads,  to  the  Committee  on  Roads 
and  Canals ;  estimates  for  building  wharves  and  piers,  to 
the  Committee  on  Wharves  and  Public  Lands  and  Places;) 
and  the  Commissioners  of  the  Fire  and  Building  Depart- 
ment shall,  previously  to  entering  into  contracts  for  objects 
embraced  in  their  Department,  subject  their  estimates  for 
such  objects  to  the  Committees  on  Public  Offices  and  Re- 
pairs, of  the  Board  of  Aldermen  and  Board  of  Assistant 
Aldermen,  for  approbation. 

Passed  by  the  Board  of  Aldermen,  February  6,  1832. 

Passed  by  the  Board  of  Assistant  Aldermen,  April  30, 
1832. 

Approved  by  the  Mayor,  May  2,  1832. 
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A  LAW  to  amend  "^  law  for  preventing  and  extinguiMng 

Jires,''  passed  April  30,  1827. 

The  Mayor,  Aldermen,  and  Commonalty  of  the  City  ^  New  York, 
in  Common  Council  convened,  do  ordain  as  follows: 

ExpeHcd     §  1.  That  any  fireman  having  been  found  guilty  of  an 

nmnbora  Qot  _ 

eligible.  ofiense  against  the  ordinances  of  the  Common  Council,  and 
having  thereby  resigned,  or  been  expelled,  shall  not  be  eli- 
gible to  an  appointment  in  any  company  from  which  he 
may  have  been  so  expelled,  nor  re-appointed  a  fireman  in 
any  case. 

•ppaSitM  nJ  ^  ^'  "^^^^  80  much  of  the  seventeenth  section  of  the  law 
'****^*  hereby  amended,  as  directs  the  firemen  to  draw  out  the  fire- 
engines  and  the  implements,  in  order  to  wash  and  cleanse 
them,  and  to  exercise  the  men,  be,  and  the  same  is  hereby 
repealed  ;  Provided,  however,  this  section  shall  not  apply  io 
any  fire  company  attached  to  an  engine  not  located  within 
the  lamp  and  watch  district. 

%  3-  That  all  firemen  attached  to  a  fire-engine,  hose,  or 
hook  and  ladder  company  whose  machine  and  implements 
shall  have  been  ordered  to  the  Corporation  yard,  for  want 
of  a  sufficient  complement  of  men  to  manage  the  same, 
shall,  at  every  fire,  report  themselves  to  the  Chief  Engi- 
neer, or  to  an  engineer  in  command,  and  be  subject  io  his 
order  and  direction,  and  perform  their  duty  as  firemen; 
and  for  every  default  thereof,  each  fireman  shall  forfeit  and 
pay  the  sum  of  three  dollars. 

tf^  "^^  %  4.  That  no  fire-engine  shall  be  let  out  for  hire,  or  lent, 
in  any  case,  without  permission  from  the  Alderman  or 
Assistant  Alderman  of  the  ward  wherein  it  is  wanted  to  be 
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used;  and  the  Chief  Engineer,  in  default  thereof,  and  the 
firemen  so  ofiending,  shall  be  removed  from  the  Fire  De- 
partment. 

Passed  by  the  Board  of  Aldermen,  June  15,  1832. 

Passed  by  the  Board  of  Assistant  Aldermen,  June  25, 
1832. 

Approved  by  the  Mayor,  July  3,  1832. 


A  LAW  to  protect  the  engine  leaders  and  hose  from  getting 

injured  atjircs* 

Beit  ordained  by  the  Maxjor^  Aldermen  ^  and  Commonalty  of  the 
City  of  New  York,  in  Common  Council  convened : 

4 

§  1.  That  all  carts,  engines,  stages,  and  carriages,  of  ^^^  ^ 
every  description,  are  hereby  prohibited  from  running  over 
the  hose  or  leaders  at  fires,  under  the  penalty  of  five  dol- 
lars for  each  and  every  offense,  which  fine  or  penalty  shall 
be  collected  by  the  Corporation  Attorney,  from  the  owner 
of  said  cart,  stage,  or  carriage,  or  of  the  officers  of  said  en- 
gine, hook  and  ladder,  or  hose  company,  that  has  commit- 
ted the  offense ;  and  the  whole  of  said  penalty,  when  re- 
ceived, shall  be  paid  over  by  the  said  attorney  to  the 
Treasurer  of  the  Fire  Department  Fund. 

Passed  by  the  Board  of  Assistant  Aldermen,  September 
24, 1832. 

Passed  by  the  Board  of  Aldermen,  October  3,  1832. 

Approved  by  the  Mayor,  October  6,  1832. 


■*  /* 


S42 


cnr  hkws. 


Resolution  concerning  instructions  of  Captains  of  the 
Watch  to  their  respective  men,  as  to  engine-houses. 

Resolved,  That  the  several  Captains  of  the  Watch  give 
special  instructions  to  the  respective  watchmen  having  an 
engine-house  on  his  post,  to  report  whether  the  same  is 
not  occupied  or  frequented  by  boys  at  all  hours  of  the 
night,  and  report  the  same  to  this  Board,  so  that  some 
provision  may  be  made  to  remedy  the  evil. 

Adopted  by  the  Board  of  Aldermen,  December  10, 1832. 

Adopted  by  Board  of  Assistant  Aldermen,  December 
28,  1832. 

Approved  by  the  Mayor,  December  31,  1832. 
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Resolution  that  Captains  of  the  Watch  report  in  all 
cases  of  fire,  when  the  church  bells  do  not  ring,  &c. 

Resolved,  That  the  Captains  of  the  Watch  report  to  his  ^^  **«"^ 
Honor  the  Mayor  all  cases  where  the  church  bells  are  not, 
or  do  not  ring  on  the  alarm  of  fire ;  also,  that  they  be  di- 
rected to  enforce  the  law  relative  to  the  watchmen  calling 
out  the  street,  or  between  what  streets  the  fire  is ;  and  in 
case  of  default  by  any  watchman  in  the  premises,  that  the 
captain  shall,  forthwith,  report  him  or  them  to  the  Mayor, 
for  dismissal. 

Adopted  by  the  Board  of  Aldermen,  January  7,  1833. 

Adopted  by  the  Board  of  Assistant  Aldermen,  January 
14,  1833. 

Approved  by  the  Mayor,  January  17,  1833. 


Resolution  authorizing  Captains  of  Sub-watch  to  place 
two  additional  men  in  the  cupola  of  tower  of  Delancey 
and  Attorney  streets,  &c. 

Resolved,  That  the  Captain  of  the  Sub-watch  house,  at  Beiirinfers. 
the  comer  of  Delancey  and  Attorney  streets,  be  ordered 
and  directed  to  have  two  more  men,  and  place  one  of  them 
in  the  cupola  of  the  same  every  night,  to  look  for  fires, 
and  give  the  alarm,  by  ringing  the  bell,  and  hang  out  of 
the  window  a  pole,  with  a  lantern  on  the  end,  in  the  direc- 
tion of  the  fire,  that  the  firemen  and  the  citizens  may  know 
in  which  direction  the  fire  is  :  and  also  to  strike  the  bell 
the  difierent  hours  through  the  night. 
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Adopted  by  the  Board  of  Assistant  Aldermen,  January 
2,  1833. 

Adopted  by  the  Board  of  Aldermen,  January  21,  1833. 

Approved  b    the  Mayor,  January  28, 1833. 


AN  ORDINANCE  to  empower  the  Committee  on  Fire  atd 
Water  to  take  engines^  Ifc.y  from  fire  congMtniei. 

Be  it  ordained  by  the  Mayor^  Aldermen^  and  Commonalty  of 
the  City  of  New  Yorky  in  Common  Council  convened : 

^  1.  That  the  Committee  on  Fire  and  Water,  under  the 
advice  of  the  Chief  Engineer,  shall  be  authorized  and  em- 
powered to  take  any  fire-engine,  hook  and  ladder,  or  hose- 
truck  from  the  company,  and  place  the  same  in  the  public 
yard,  or  give  the  same  to  some  other  company. 

§  2.  That  the  members  of  every  company  from  whom 
their  engine  or  truck  shall  be  taken  as  aforesaid,  shall  re- 
port themselves,  at  every  fire,  to  the  Chief  Engineer,  or 
acting  engineer,  for  the  time  being,  and  perform  such  duty 
as  he  shall  prescribe;  in  default  whereof  they  shall  be 
deemed  guilty  of  a  neglect  of  duty,  for  which  they  shall 
be  removed  from  the  Fire  Department  by  the  Common 
Council. 

Adopted  by  the  Board  of  Aldermen,  February  18, 1S33. 

Adopted  by  the  Board  of  Assistant  Aldermen,  March  6, 
1833. 
Approved  by  the  Mayor,  March  7,  1833. 


Appiicatkm      Resolvcd.  That  the  Counsel  be  directed  to  forward  to  the 

tooctaidflre  ' 

limiu.        Legislature  a  law  extending  the  fire  limits  over  that  part 
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of  the  city  embraced  in  the  following  boundaries,  to  wit : 
beginning  on  Orchard  street,  one  hundred  feet  north 
of  Rivington  street,  and  running  thence,  northerly,  along 
Orchard  street,  to  North  street ;  thence,  westerly,  along 
North  street  to  a  line  distant  one  hundred  feet,  easterly, 
from  the  First  avenue,  and  parallel  thereto ;  thence,  north- 
erly, along  the  last-mentioned  line  to  Second  street ;  thence, 
easterly,  along  Second  street,  to  North  street ;  thence,  still 
easterly,  along  North  street  to  the  East  river,  at  Tomp- 
kins street ;  thence,  southerly,  along  the  easterly  side  of 
Tompkins  street,  to  a  line  distant,  northerly,  one  hundred 
feet  •  from  Rivington  street,  and  parallel  thereto ;  and 
thence,  westerly,  to  the  place  of  beginning;  to  take  effect 
after  the  first  day  of  August  next. 

Adopted  by  the  Board  of  Assistant  Aldermen,  March  26, 
1833. 

Adopted  by  the  Board  of  Aldermen,  April  1,  1833. 

Approved  by  the  Mayor,  April  4,  1833. 


A  luAW  for  preventing  and  extinguUkingJires. 

The  Mayor  J  Aldermen,  and  Commonalty  of  the  City  of  New 
York,  in  Common  Council  convened,  do  ordain  as  follows : 

§  1.  The  Fire  Department  of  the  said  city  shall  consist       nwDe. 
of  a  Chief  Engineer,  and  as  many  other  engineers,  fire-  !!lb^&toooa- 
wardens,  fire-enginemen,  hosemen,  and  hook  and  ladder- 
men,  as  are  or  may,  from  time  to  time,  be  appointed  by 
the  Common  Council ;  and  who  shall  respectively  be  dis- 
tinguished by  the  several  appellations  aforesaid. 

^  2.  Whenever  any  oflSce  in  the  Engineer  Department 
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Vacancies,  shall  becomc  vacant,  it  shall  be  the  duty  of  the  engineerB 
to  nominate  five  persons,  being  firemen  of  the  said  city,  as 
suitable  persons  to  supply  such  vacancy,  and  to  give 
notice  thereof  to  the  foremen  of  the  fire  companies  respec- 
tively, and  to  require  them  to  meet  at  such  time  and  place 
as  the  said  engineers  shall  appoint.  And  the  said  engineen 
and  foremen  shall,  then  and  there,  or  at  such  other  time 
and  place  as  they  may  appoint,  by  joint  ballot,  designate, 
froqi  the  persons  so  nominated,  by  a  majority  of  the  votes 
which  shall  be  given,  the  person  whom  they  may  wish  to 
fill  such  vacancy. 

Howtopro-     ^  3.  If  more  than  one  such  vacancy  shall  exist  at*the 
two  or  mor«  samc  time,  it  shall  be  the  duty  of  the  said  engineers,  after 

vacaocics  ex* 

1st.  the  designation  of  one  person  as  aforesaid,  to  add  the  name 

of  one  other  foreman  to  the  said  list,  and  the  engineers  and 
foremen  shall  thereupon  proceed,  by  joint  ballot,  as  afore- 
said, to  designate,  from  the  said  list,  one  other  person  for 
the  purpose  aforesaid ;  and  a  further  nomination  and  desig- 
nation shall  be  made,  in  like  manner,  for  every  %uch  addi- 
tional vacancy. 

Doty  of     ^  4.  It  shall  be  the  duty  of  the  Chief  Engineer  to  report 
noer  to  re-  the  usmcs  of  thc  pcrsons  who  may  be  so  designated,  to  the 
^hMe  dM-  Common  Council,  as  being  the  persons  so  designated  by 
^SS?°      the  engineers  and  foremen,  as  suitable  persons  to  be  ap- 
pointed by  the  Common  Council  to  fill  such  vacancies. 

KngiiKMi,  ^  5.  No  fire-engine,  nor  hook  and  ladder,  nor  hose-cart 
go' on  tide-  shall,  in  going  to  or  returning  from  any  fire,  or  at  anj 
0^  special  other  time,  be  run,  driven,  wheeled,  or  placed  upon  any 
sidewalk,  except  by  the  special  order  of  one  of  the  engi- 
neers, under  the  penalty  of  twenty-Jive  dollars  for  each  of 
fense,  to  be  forfeited  and  paid  by  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  any  of  the 
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provisions  of  this  section,  to  be  recovered  by  the  Attorney 
of  the  CJommon  Council,  for  the  use  of  the  Corporation. 

§  6.  No  such  fire-engine,  hook  and  ladder,  or  hose-cart,  ^  ^^^^ 
during  any  fire  in  this  city,  or  any  report  of  fire,  or  at  any  JS^aSSmSl 
time,  under  any  pretense  whatever,  shall  be  taken  or  re-  SreSSt*** 
moved  out  of  its  house,  unless  the  foreman  or  assistant-  prMeat. 
foreman,  or  at  least  two  of  the  firemen  of  the  company  to 
which  the  same  shall  belong,  shall  be  present  and  consent 
thereto,  under  the  penalty  of  ten  dollars  for  every  such  of- 
fense, to  be  forfeited  and  paid  by,  and  recovered  from  any 
and  every  person  aiding  and  assisting  in,  or  consenting  to 
the  violation  of  any  of  the  provisions  of  this  section. 

§  7.  It  shall  be  the  duty  of  the  several  engineers,  and  of   i>utyof  en. 
every  foreman  and  assistant  foreman  of  every  fire  company,  ^  ^^'p***^*- 
to  report  all  violations  of  this  ordinance  to  the  Fire  De- 
partment. 

^  8.  The  Chief  Engineer  shall,  in  all  cases  of  fire,  have  oiief  Eh- 
the  sole  and  absolute  control  and  command  over  all  the  of.  ' 
engineers  and  other  persons  of  the  Fire  Department ;  and 
it  shall  be  the  duty  of  the  said  Chief  Engineer  to  direct  the 
other  engineers  to  take  proper  measures  that  the  several 
fire-engines  be  arranged  in  the  most  advantageous  situa- 
tions, and  be  duly  worked  for  the  effectual  extinguishing 
of  fires.  And  it  shall,  moreover,  be  the  duty  of  the  said 
Chief  Engineer  to  examine,  twice  in  every  year,  into  the 
condition  and  number  of  the  fire-engines,  fire-buckets,  and 
other  fire  apparatus,  and  fire-engine  houses  belonging  to 
the  Corporation,  and  report  the  same,  once  a  year,  to  the 
Common  Council,  together  with  the  names  of  all  the  mem- 
bers of  the  Fire  Department,  and  the  respective  associa- 
tions to  which  they  belong ;  and  whenever  any  of  the  said 
fire-engines  and  other  fire  apparatus  shall  require  to  be 
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repaired,  the  Chief  Engineer,  under  the  direction  of  the 
joint  Committee  on  Fire  and  Water,  shall  cause  the  same 
to  be  well  and  sufficiently  done.  And  it  shall,  moreover, 
be  the  duty  of  the  Chief  Engineer  to  report,  in  writing,  all 
accidents  by  fire  that  may  happen  in  this  city,  with  the 
causes  thereof,  as  well  as  they  can  be  ascertained,  and  the 
number  and  description  of  the  buildings  destroyed  or  in- 
jured, together  with  the  names  of  the  owners  and  occu- 
pants, to  the  City  Inspector,  who  shall  keep  an  accurate 
register  of  the  same. 

FirtWard      §  9.  So  mauv  of  the  freeholders  or  freemen  of  the  said 

enii,  bow  ap- 
pointed,      city  as  the  Common  Council  may  deem  proper,  shall,  from 

time  to  time,  be  appointed  in  each  of  the  wards  of  the  said 
city,  to  be  denominated*  Fire  Wardens ;  each  of  whom 
shall  be  assigned  and  attached  by  the  Mayor  of  the  said 
city,  to  such  company  of  firemen,  having  charge  of  a  fire- 
engine,  as  he  shall  think  proper ;  and  shall  report  himself 
to  the  Chief  or  other  engineer,  at  every  fire.  And  each 
Fire  Warden  shall  have  a  certificate,  under  the  seal  of  the 
mayoralty,  stating  his  appointment  as  a  Fire  Warden,  and 
the  company  of  firemen  to  which  he  shall  be  attached. 

Tobodi-  <^  10.  The  Fire  Wardens  of  each  ward  shall  form  a 
compantoB,  separate  company ;  and  each  of  the  said  companies  shall . 
waSatioiir*  ^^^  ^^y  choose,  out  of  their  own  number,  a  foreman  and 
clerk,  in  such  manner,  and  at  such  times  as  they  may  thmk 
proper ;  and  each  company  may  make  rules  regulating  the 
time  and  manner  of  conducting  their  elections,  and  impos- 
ing such  fines  upon  the  members  as,  in  their  judgment, 
may  best  secure  the  performance  of  the  duties  of  the  said 
Fire  Wardens,  both  at  fires,  and  at  visiting  the  buildings, 
and  in  other  duties  in  their  several  districts ;  and  any  dis- 
obedience to  such  rule  shall  be  reported,  by  each  company, 
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to  the  Common  Council,  and  shall  subject  the  Fire  Ward- 
ens, so  disobeying,  to  removal  by  the  Common  Council. 

§  11.  Whenever  a  vacancy  shall  happen  in  any  of  the  ikJ*^*^' 
said  companies,  the  company  in  which  the  same  shall  hap-  *"**^* 
pen,  may  recommend,  through  the  Chief  Engineer,  to  the 
Common  Council,  for  approbation,  a  suitable  person  to  fill 
8uch  vacancy ;  but  none  other  than  those  who  have  been 
firemen  at  least  three  years,  shall  be  so  recommended. 

§  12.  Every  fireman  hereafter  recommended  through  jnn»T^^. 
the  Chief  Engineer,  to  the  Common  Council,  as  a  suitable  i^t.  '^"the 
person  to  be  appointed  as  a  Fire  Warden,  shall  be,  iat  the  ^^^* 
time  of  such  recommendation,  an  actual  resident  of  the 
v«^ard  for  which  such  appointment  is  required  to  be  made. 

^13.  In  case  any  Fire  Warden  shall  remove  from  the       warden 
ward  to  which  he  shall  have  been  appointed,  the  said  office  ®^^J°  ^® 
shall  be  deemed  vacant,  and  the  Chief  Engineer  shall  no- 
tify the  company  of  Fire  Wardens  to  proceed  to  fill  the 
vacancy  there  made. 

§  14.  The  said  wardens,  when  attending  fires,  shall  be  jeni'^^LSSt 
subject  to  the  direction  of  the  Chief  Engineer,  and  the  uo?^®of  ^IS 
other  engineers  of  the  Fire  Department.  Engiaeerg. 

.  §  15.  It  shall  be  the  duty  of  the  Fire  Wardens,  immedi-  ^^^^^ 
ately  on  the  alarm  of  fire,  to  repair  to  the  place  where  it 
inay  be,  and  aid  and  assist  in  procuring  supplies  of  water 
to  the  fire-engines  to  which  they  shall  be  respectively  as- 
signed and  attached,  and  to  such  other  fire-engines  as  the 
Chief  Engineer  or  other  engineer  may  direct  them  to  at-  • 
tend.  It  shall  also  be  the  duty  of  the  said  Fire  Wardens 
to  prevent  the  hose  from  being  trodden  on,  and  to  keep  all 
idle  and  suspected  persons  at  a  distance  from  the  fire,  and 
firom  the  vicinity,  and  the  citizens  are  hereby  enjoined  to 
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comply  with  the  orders  and  directions  of  the  said  ¥m 
Wardens,  in  the  premises. 

warttotobe     ^  IG.  Each  of  the  said  companies  shall  divide  tiieir  ward 

divided  Into         '  i  /.  /. 

tajgctton  into  distncts,  and  the  foreman  of  the  company  shall  attach 
one  or  more  of  the  members  of  the  said  company  to  each 
of  the  said  districts,  for  the  purpose  of  making  the  visita- 
tion and  examination  directed  in  the  next  following  sec- 
tion ;  who  shall  keep  a  record  of  the  names  of  the  occupanfs 
of  the  houses,  and  of  the  members  of  the  same,  wherein 
they  shall  observe  any  violations  of  this  law  or  of  the  act 
for  the  more  effectual  prevention  of  fires;  and  annuaUy,  in 
the  month  of  January,  exhibit  a  transcript  of  the  same  to 
their  foreman,  and  the  said  foreman  shall  report  to  the 
Chief  Engineer,  in  the  month  of  June,  annually,  the  name, 
residence,  and  occupation  of  each  of  the  wardens  of  his 
company ;  and  also,  a  copy  of  the  record  to  be  kept  aa 
aforesaid,  under  the  penalty  of  fifty  dollars  for  each  and 
every  neglect,  to  be  recovered  in  an  action  of  debt,  firom 
the  said  foreman,  by  the  Attorney  of  the  Corporation,  in 
the  name  of  the  Mayor,  Aldermen,  and  Conmionalty  of  the 
City  of  New  York,  and  it  shall  be  the  duty  of  the  Chirf 
Engineer  to  report  to  the  Mayor,  in  the  month  of  July,  . 
annually,  a  copy  of  the  aforesaid  return  and  record,  which 
shall  be  filed  in  his  office. 

wardoM      §  17.   It  shall  be  the  duty  of  the  said  Fire  Wardens, 

to     examino         **  ^         ^         "^ 

»od^  ^ve  *wice  in  every  year,  viz.,  in  the  months  of  June  and  Decem- 
j^rccttoDB,  jjgj.^  ^j^j  jjg  much  ofkener  as  they  may  think  proper,  to  exam- 
ine the  dwelling-houses  and  other  buildings  in  their  respect- 
ive wards,  for  the  purpose  of  ascertaining  all  violations  of 
any  act  in  force  for  the  more  effectual  prevention  of  files 
in  New  York,  and  also  to  examine  the  fire-places,  hearths, 
chimneys,  stoves,  and  the  pipes  thereto,  ovens,  boilers,  ket- 
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and  also  all  chemical  apparatus  which,  in  their  opinion, 

be  dangerous  in  causing  or  promoting  fires,  and  also 
places  where  ashes  may  be  deposited;  and,  upon  find- 
iny  of  them  defective  or  dangerous,  they,  or  either  of  them, 
1  direct  the  owner  or  occupant,  either  by  a  printed  or 
ten  notice,  to  alter,  remove,  or  amend  the  same,  in  such 
mer,  and  within  such  reasonable  time  as  they,  or  either 
hem,  may  deem  necessary ;  and  in  case  of  neglect  or 
sal  so  to  do,  the  party  offending  shall  forfeit  and  pay 
Dty-five  dollars,  and  for  every  day  after  the  time  allot- 
as  aforesaid  to  alter,  remove,  or  amend  the  same,  in 
brmity  with  the  directions  aforesaid,  the  party  so  of- 
ing  shall  forfeit  and  pay  the  further  sum  of  five  dollars ; 
all  the  expenses  of  any  removal,  alteration,  or  amend- 
t,  as  aforesaid,  shall  be  paid,  in  the  first  instance,  by 
'occupant,  but  shall  be  chargeable  against  the  owner 
rach  dwelling-house  or  other  building,  and  shall  be 
icted  from  the  rent  of  the  same,  unless  such  expense 
endered  necessary  by  the  act  or  default  of  such  occu- 
t,  or  unless  there  be  a  special  agreement  to  the  contrary 
veen  the  parties.  And  it  shall,  moreover,  be  the  duty 
he  Fire  Wardens,  or  either  of  them,  at  such  times  as 
esaid,  to  enter  into,  and  examine  all  buildings,  livery 
rther  stables,  hay  boats  or  vessels,  and  places  where 

gunpowder,  hemp,  flax,  tow,  hay,  rushes,  fire-wood, 
rds,  shingles,  shavings,  or  other  combustible  materials 
'  be  lodged,  and  give  such  directions,  in  writing,  in  the 
nises,  as  may  be  deemed  necessary  by  them  or  him,  rela- 

to  the  removal  thereof;  and  in  case  of  neglect  or  re- 
1  on  the  part  of  the  possessor  of  such  combustible 
erials,  or  of  any  of  them,  to  remove  or  secure  the  same 
lin  the  time  and  in  the  manner  directed  by  the  said 
J  Wardens,  or  either  of  them,  the  party  ofiending  shall 
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forfeit  and  pay  twenty-five  dollars,  and  the  further  sum  of 
five  dollars  for  every  day's  neglect  to  remove  or  secure  the 
same,  after  being  so  notified. 

be^m!^  to     ^  IS.  The  duties  prescribed  by  the  foregoing  section 
ttM  foromeo.  gjjj^]|  j^^  performed  within  each  district  by  the  warden  or 
wardens  attached  to  such  district,  who  shall  make  an  imme- 
.diate  report  to  the  foreman  (who  shall  record  the  same  in 
a  book  to  be  kept  for  that  purpose)  of  all  persons  neglect- 
ing or  refusing  to  comply  with  the  orders  and  directioDi 
aforesaid,  together  with  the  circumstances  of  each  case ;  and 
shall  also  make  report  whether  any,  and  what  cases  of  yiih 
lations  of  the  laws  of  this  State,  prohibiting  the  construction 
of  wooden  buildings,  within  certain  limits  in  this  city,  haye 
come  to  his  or  their  knowledge ;  and  in  case  of  any  violation 
of  such  law,  he  or  they  shall  particularly  report  the  name 
of  the  owner  or  owTiers  of  the  building,  and  of  the  master 
builder,  and  the  particular  circumstances  of  each  case;  and 
in  case  of  neglect  to  report  as  aforesaid,  or  to  perform  anj 
of  the  duties  prescribed  in  this  or  the  preceding  section  of 
this  ordinance,  such  warden  or  wardens,  respectively,  shall 
forfeit  and  pay  the  sum  of  twenty  dollars  for  each  neglecti 
to  be  recovered  in  an  action  of  debt,  by  the  Attorney  of 
the  Corporation,  in  the  name  of  the  Mayor,  Aldermen,  and 
Commonalty  of  the  City  of  New  York ;  and  in  order  that 
the  provisions  of  this  ordinance  may  be  carried  into  full 
effect,  it  shall  be  the  duty  of  the  foreman  of  each  respee- 
tive  company  of  wardens,  to  report  to  the  Attorney  of  the 
Corporation  all  violations  of  the  same,  whether  on  the  part 
of  the  citizens  or  of  the  wardens,  under  a  penalty  of  fifty 
dollars  for  each  neglect,  to  be  recovered  as  aforesaid. 


Fircmoa. 


<^  19.  The  firemen  shall  be  divided  into  companies,  to 
consist  of  as  many  members  as  the  Common  Council  shall 
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le  to  time  direct,  to  attend  to  the  fire-enginesy  hose- 
and  hooks  and  ladders  belonging,  or  that  may 
r  belong  to  the  Corporation  of  the  city,  or  to  such 
gons  and  hooks  and  ladders  as  the  Conmion  Coim- 
direct ;  and  each  of  the  companies  shall  and  may 
Dut  of  their  own  number,  a  foreman,  assistant,  and 
such  a  manner  and  at  such  times  as  they  may  think 
and  it  shall  be  the  duty  of  the  said  firemen,  as  often    DntiM. 
ire  shall  break  out  in  the  said  city,  to  repair,  im- 
ly  upon  the  alarm  thereof,  to  their  respective  en- 
ose-wagons,  hooks  and  ladders,  and  convey  them  to 
the  place  where  such  fireshall  happen,  unless  other- 
ected  by  the  Chief  or  other  engineer;  and  there,  in 
ity  with  the  directions  given  by  the  said  Chief  En- 
)r  other  engineers,  to  work  and  manage  the  said 
or  apparatus  and  implements,  with  all  their  skill 
er ;  and  when  the  fire  is  extinguished,  they  shall 
)ve  therefrom  but  by  the  permission  of  an  engi- 
id  on  such  permission,  they  shall  return  their  re- 
hose-wagons,  hooks  and  ladders,   engines,  and 
18,  well  washed  and  cleansed,  to  their  several  places 
jit.     If  any  fireman  shall  neglect  to  attend  to  any 
foresaid,  or  leave  his  fire-engine  or  other  apparatus 
any  fire,  without  permission,  or  shall  neglect  to  do 
on  such  occasion,  without  reasonable  excuse,  he 
r  every  default,  forfeit  and  pay  the  sum  of  three 
and  may,  on  request  of  the  company  to  which  he 
be  removed  from  his  station  as  a  fireman. 

The  Committee  on  Fire  and  Water,  under  the  ad-    committoe 

may  sond  en- 

he  Cliief  Engineer,  shall  be  authorized  and  empow-  '^J^***^^ 
take  any  fire-engine,  hook  and  ladder,  or  hose-truck  JJ^f  ^^^j. 
3  company,  and  place  the  same  in  the  public  yard, 
the  same  to  some  other  company. 


neer. 
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Firemcii     ^21.  All  firemen  attached  to  any  fire-engine,  hose,  or 

MWic^Srlf  ^^^^  ^^^  ladder  company,  whose  machine  and  iniplementB 

£e8 *iS?rc-  shall  have  been  ordered  to  the  public  yard,  for  want  of  i 

,£?vc8  ^1^°^'  sufficient  complement  of  men  to  manage  the  same,  shall,  it 

Dcer.      *  every  fire,  report  themselves  to  the  Chief  Engineer,  or  to 

an  engineer  in  command,  and  be  subject  to  his  order  and 

direction,  and  perform  their  duty  as  firemen,  and  for  eveij 

default  thereof,  each  fireman  shall  forfeit  and  pay  the  som 

of  three  dollars. 

to^too^^h?^  ^^^'  ^^  fire-engine  shall  be  let  out  for  hire,  or  lent,  in 
Imyi^'.ulT  ^^y  ^^®»  without  pcrmission  of  the  Alderman  and  Assist- 
iM«  ivrmit-  ^jj^  ^f  ^|jg  Ward  wherein  it  is  wanted  to  be  used,  and  tiie 

Chief  Engineer ;  in  default  thereof,  the  firemen  so  offend- 
ing shall  be  removed  from  the  Fire  Department. 

certiocate  ^  23.  Wlicnevcr  any  fireman  is  appointed  to  supplv  any 
roent  and  re-  vacaucy  lu  any  company,  it  shall  be  his  duty  to  call  on  the 
Treasurer  of  the  Fire  Department,  and  procure  a  certificate, 
within  one  month  of  his  appointment,  specifying  the  name 
and  number  of  the  company  to  which  such  fireman  shiD 
be  elected ;  and  any  fireman,  after  being  re-elected,  shall 
obtain  a  new  certificate  as  aforesaid ;  and  it  shall  be  the 
duty  of  the  Chief  Engineer  to  certify,  on  every  retonit 
whether  a  vacancy  exists  in  the  company. 

Fireman      ^24.  If  any  fireman  shall  be  expelled  by  a  vote  of  the 
bo  referred  compauv  to  which  hc  may  belonir,  and  the  fact  beiDir  re- 

toCommittoe  a        -^  ^  o  o 


If  they  re-  ported  to  thc  Commou  Council  by  the  Chief  Engineer,  afr 
companied  by  a  remonstrance  of  the  person  so  expelled,' in 
every  such  case  the  subject  shall  be  referred  to  the  Com- 
mittee on  Fire  and  Water  of  the  two  Boards,  as  a  Joint 
Committee,  together  with  thc  Chief  Engineer,  who  ahaU 
hear  the  parties,  and  report  thereon,  at  the  next  joint  meet* 
ing  of  the  Common  Council. 
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§25.  In  order  that  the  members  of  the  Common  Coun-   How  Aider. 
cil.  Engineers,  and  Fire  Wardens,  may  be  more  readily  dis-  JJJJ;  *^- 
tinguished  at  fires,  the  Mayor,  Recorder,  Aldermen,  and  l^^^St- 
Assistants,  shall  severally  bear,  on  these  occasions,  a  wand,  **"«"******• 
with  a  gilded  flame  at  the  top ;  and  each  of  the  engineers 
shall  wear  a  leathern  cap,  painted  white,  with  a  gilded  front 
thereto,  and  a  fire-engine  blazoned  thereon,  and  shall  also 
carry  a  speaking-trumpet,  painted  black,  with  the  words, 
**"Chief  Engineer,"  "Engineer  No.  1,"  as  the  case  may  be, 
in  white,  which  shall  also  be  painted  on  their  caps  respec- 
tively ;  and  each  of  the  fire  wardens  shall  wear  a  hat,  with 
the  rim  black,  the  crown  painted  w^hite,  and  the  city  arms 
blazoned  on  the  front,  and  shall  also  carry  a  speaking-trum- 
pet, painted  white,  with  the  word  "Warden,"  in  black, 
painted  thereon. 

^  26.  The  foremen  of  engine  companies,  and  the  firemen,  Okpt  oriha 
shall,  when  on  duty,  wear  leathern  caps,  in  the  form  here- 
tofore used ;  and  the  said  cap  shall  be  painted  and  distin- 
guished in  the  manner  following,  viz.,  the  cap  of  each 
foreman  shall  be  painted  black,  with  a  white  frontispiece, 
and  the  word  "  Foreman,"  with  the  initials  of  the  name  of 
the  foreman,  and  the  number  of  the  engine  to  which  he  be- 
longs, painted  thereon,  in  black ;  the  cap  of  each  fireman 
shall  be  painted  black,  with  the  initials  of  the  name  of  the 
fireman  and  the  number  of  the  engine  to  which  he  belongs 
painted  in  front  thereof,  in  white.  The  foreman  of  each 
of  the  hook  and  ladder  companies  shall  wear  a  cap,  painted 
black,  with  a  white  frontispiece,  and  the  word  "Fore- 
man," and  the  initials  of  his  name,  and  the  number  of  the 
company  to  which  he  belongs,  and  a  hook  and  ladder,  paint- 
ed thereon,  in  black ;  and  each  member  of  the  hook  and 
ladder  companies  shall  wear  a  cap,  painted  black,  with  the 
nitials  of  his  name  and  the  number  of  the  company  to 
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which  he  belongs,  with  a  hook  and  ladder,  painted  in  front 
thereof,  in  white ;  and  each  foreman  of  the  fire-hose  com- 
panies shall  wear  a  cap,  painted  black,  with  a  white  front]** 
piece,  and  the  word  ''  Foreman,''  and  the  initials  of  hif 
name,  and  the  number  of  the  company  to  which  he  belongs, 
and  a  coil  of  hose  painted  thereon,  in  black;  and  each 
member  of  the  said  fire-hose  companies  shall  wear  a  cap, 
painted  black,  with  the  initials  of  his  name,  and  the  num- 
ber of  the  company  to  which  he  belongs,  with  a  coil  of 
hose  painted  thereon,  in  white ;  and  the  assistant  to  each 
respective  company  shall  wear  a  cap,  painted  in  the  same 
manner  as  that  of  the  foreman  of  the  company,  with  the 
word  "Assistant"  in  lieu  of  the  word  "Foreman."  And 
that  it  shall  be  the  duty  of  the  Chief  Engineer  to  report 
to  the  Common  Council  the  name  of  every  person  who 
shall  neglect  or  refuse  to  comply  with  the  foregoing  re- 
quisitions, which  said  person  shall  thereupon  be  removed 
from  his  office. 


AMcriiKm      «^  27.  The  names  and  places  of  abode  of  the  members  of 

and     Aitsjpt-  ■*  *• 

waNons ''^'  tlic  Common  Council,  Engineer,  Fire  Wardens,  and  Fore- 
Sii  I?n2^I?'^  men  of  the  respective  companies,  and  bell-ringers  shall, 
if  *nriy^'"by  annually,  in  the  month  of  June,  be  printed,  and  set  up  in 
men.  ^"^'    tlic  Several  watch-houses,  by  the  City  Inspector ;  and  when- 
ever any  fire  shall  happen  in  the  night,  the  watchmen  shall 
give  notice  to  each  of  the  members  of  the  Common  Council' 
Engineers,  Fire  Wardens,  Foremen,  and  bell-ringers  within 
their  respective  watch  districts  ;  and  it  shall,  moreover,  be 
the  duty  of  every  watchman,  upon  the  breaking  out  of  any 
fire,  to  alarm  the  citizens  by  crying  fire,  and  mentioning  the 
street  where  it  may  be,  so  that  the  firemen  and  citizens  may 
thereby  be  generally  directed  where  to  repair ;  and  if  any 
watchman  shall  neglect  so  to  do,  he  shall  forfeit  and  pay 
one  dollar;  and  if  it  shall  happen  that  a  chimney  only  shall 
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fire,  either  by  day  or  by  night,  the  fire-bell  at  the 
lall,  and  the  bells  of  the  several  churches  in  this  city, 
lot  be  rung,  but  only  on  occasions  where  a  building 
ye  proclaimed  to  be  on  fire ;  and  it  is  enjoined  on 
scupants  to  place  a  lighted  candle  at  the  windows  of 
respective  buildings  where  fire  may  happen  at  night, 
ler  that  the  citizens  may  pass  along  the  streets  with 
eater  safety. 

3.  It  shall  be  the  duty  of  the  constables  and  marshals    cooatabiM 
)air,  inm[iediately  on  the  alarm  of  fire,  with  their  to  atusnd 
of  office,  to  the  place  where  8uch  fire  may  be ;  and  "^ 
1  be  the  duty  of  the  constables  then  and  there  to  re- 
iiemselves  to  the  high  constable ;  and  of  the  marshals 
md  there  to  report  themselves  to  the  first  marshal, 
,  conform  to  such  orders  as  may  be  given  them  by 
iayor,  Recorder,  or  any  one  of  the  Aldermen  or  As- 
;8,  for  the  preservation  of  the  public  peace,  and  the 
al  of  all  idle  and  suspected  persons,  or  others  not 
ly  or  usefully  employed  in  aiding  the  extinguishment 
;h  fire,  or  in  the  preservation  of  property  in  the  vi- 
thereof ;  and  if  any  constable  or  marshal  shall  not 
[  at  such  fire,  or  shall  neglect  so  to  report  himself,  or 
3y  any  orders  that  may  be  given  him  as  aforesaid,  he 
brfeit  and  pay  the  sum  of  five  dollars  for  each  ofiense. 
)•  If  any  chimney,  stove-pipe,  or  flue  within  this    penalty  fbr 
hall  take  fire,  the  occupant  of  the  house  to  which  ingoaln. 
chimney,  stove-pipe,  or  flue  appertains,  shall  forfeit 
ly  Jive  dollars. 

K  All  carpenters  and  others  making  or  using  shav-  carpenters, 
;hall  respectively,  at  the  close  of  each  day,  cause  the  '-ure    shav- 
fco  be  securely  stowed  in  some  safe  place,  remote  from 
r  by  means  of  fire,  under  the  penalty  of  Jive  dollars 
3li  omission  so  to  do. 
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ororet  in  ^  31.  No  persoD  shall  kindle  any  fire,  nor  furnish  the 
materials  for  any  fire,  nor  in  any  way  authorize  or  allow 
any  fire  to  be  made  in  any  street,  road,  or  lane,  or  on  an; 
pier  or  bulkhead  in  this  city,  except  for  the  purpose  of 
boiling  tar,  which  fire  shall  not  be  more  than  six  feet  from 
the  bulkhead  or  the  end  of  the  pier,  under  the  penalty  of 
ten  dollars  for  every  such  ofiense. 

itrJS^^  bo**     ^  ^^'  ^^  person  shall  have,  put,  or  keep  any  hay  or 
to  be  placed,  gtraw,  uucovcred,  in  any  stack  or  pile,  or  in  any  other  way 
exposed,  within  one  hundred  yards  of  any  building  to  the 
southward  of  Fourteenth  street,  or  shall  have,  put,  or  keep, 
to  the  southward  of  the  said  line,  any  hay,  straw,  hempv , 
flax,  shavings,  or  rushes,  in  any  building  not  built  of  stone 
or  brick,  and  covered  with  tile  or  slate,  or  other  fire-proof 
materials,  which  is  or  shall  be  within  ten  feet  of  any  dwell- 
ing-house or  chimney  whatsoever,  under  the  penalty  of 
tvcenty-five  dollars  for  every  such  offense,  and  the  fiirther 
penalty  of  ten  dollars  for  every  twenty-four  hours  the  same 
shall  so  remain,  after  a  printed  or  written  notice  has  been 
given,  to  the  owner  or  person  having  charge  thereof,  by 
any  Fire  Warden,  to  remove  the  same. 

cin  lies.     ^  33.  No  owner  or  occupant  of  any  stable  within  this 

how    to    be     ,  "■■ 

«ia-  city,  or  any  person  in  the  employment  of  any  such  owner 
or  occupant,  shall  use  therein  any  lighted  candle  or  lamp* 
except  the  same  shall  be  securely  kept  within  a  lant»D» 
under  the  penalty  of  ten  dollars  for  every  such  ofiense. 

Penalties,  §  34.  All  tlic  fiucs,  penalties,  and  forfeitures  imposed  by 
vtMkUiX.  this  law  for  not  attending  fires,  shall,  when  received,  be 
paid  to  the  treasurers  of  the  respective  companies  afore- 
said in  which  the  delinquencies  may  happen,  for  tiie  n* 
and  benefit  of  said  companies ;  and  all  the  other  finei) 
penalties,  and  forfeitures  imposed  by  this  law,  except  ^ 


u^M   ill 
blcfi. 
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enalties  mentioned  in  the  fifth  section  thereof,  shall,  when 
jcovered,  be  paid  to  the  Treasurer  of  the  "  Fire  Dep^ment 
r  the  City  of  New  York,"  for  the  use  and  benefit  of  the 
kid  Fire  Department.  The  Chief  Engineer  shall,  annually, 
1  the  second  Monday  of  December  in  each  year,  report 
>  the  Common  Council  the  amoimt  of  the  sums  which  may 
B  received  by  the  Fire  Department  of  the  City  of  New 
ork,  and  the  application  thereof. 

§  35.  It  shall  be  lawful  for  the  Fire  Department  of  the  j^^J^J^: 
ity  of  New  York,  and  for  the  respective  companies  before  •*• 
lentioned,  or  persons  duly  authorized  by  them,  to  receive, 
16  for,  and  recover,  in  the  name  of  the  Mayor,  Aldermen, 
nd  Commonalty  of  the  City  of  New  York,  all  the  fines, 
enalties,  and  forfeitures  hereby  imposed,  and  appropriated 
r  their  respective  uses  as  aforesaid,  except  the  penalty 

mtioned  in  the  fifth  section  of  this  law. 

\  36.  No  person  shall  be  elected  a  fireman  imtil  he  shall  ^^  ^S^^bS 
e  attained  the  age  of  twenty-one  years ;  and  it  shall  be  Sw  iToartS^ 
duty  of  the  foremen  of  the  respective  fire  companies,  **** 
n  they  report  to  the  Chief  Engineer  the  names  of  the 
ons  elected  firemen,  to  certify  that   the  persons  so 
ed  are  at  least  twenty-one  years  of  age. 

\7.  It  shall  be  the  duty  of  the  Clerk  of  the  Common  certuicMeg. 
dl  to  furnish  the  certificates,  required  to  be  furnished 
firemen,  without  fee  or  reward. 

\.  It  shall  be  the  special  duty  of  the  Mayor,  for  the 
Bing,  to  see  that  this  ordinance  is  carried  into  full 

d  by  the  Board  of  Assistants,  October  21,  1833. 
i  by  the  Board  of  Aldermen,  December  9,  1833. 
ved  by  the  Mayor,  December  10,  1833. 


tji 


890  crrr  laws. 


meot. 


1831 

A  hAWfor  the  appointment  of  a  Chirf  Engineer ,  andpreterA 

ing  his  duties. 

The  Mayor 9  Aldermen^  and  Commonalty  cf  the  City  (f  Nes 
Torki  in  Common  Council  convened^  do  ordain  as  follows: 

MvoiBi-  ^  1.  There  shall  be  appointed  by  the  Common  Council, 
a  suitable  person,  who  shall  be  known  as  the  Chief  Engi- 
neer. 

Oath  of  ^2.  The  said  Chief  Engineer  shall,  before  entering  upon 
the  duties  of  his  office,  take  and  subscribe  an  oath  or  affir- 
mation, well  and  faithfully  to  perform  such  duties. 

Bond.  ^  3.  The  said  Chief  Engineer  shall  give  a  bond,  with 

sufficient  surety  or  sureties,  to  be  approved  by  the  Finance 
Committee  of  both  Boards,  in  the  penal  sum  of  five  thou- 
sand dollars,  conditioned  for  the  faithful  performance  of  the 
duties  of  his  office. 


^  4.  The  said  Chief  Engineer  shall  receive  for  Ms  serv- 
ices, a  yearly  salary  of  one  thousand  dollars,  payable 
quarterly. 

Do""  ^  5^  It  shall  be  the  duty  of  the  said  Chief  Engineer,  in 

Tb  adver-  addition  to  such  duties  as  are  prescribed  for  him  in  the  lav 
tise  ftw^jj"-  f^j.  preventing  and  extinguishing  fires,  to  advertise  for  esti- 
mates for  the  construction  of  all  new  fire-engines  which 
To  lobmit  may.be  ordered  by  the  Common  Council,  and  to  submit  all 

estlmAtoi  to 

iho  Commit-  Buch  estimates,  when  received  by  him,  to  the  Committees 

t«e«  on  Fire  •' 

■Ddwator.    Qn  pjrg  ^j^^  Water,  for  their  approval,  previous  to  any 
contract  being  concluded  for  any  such  fire-^igine. 


DOW  eoginet. 


FIRE  depart:\ient. 


261 


^  6.  It  shall  be  the  duty  of  the  said  Chief  Engineer  to    Tosnperin- 
superintend  the  repairing  of  all  fire-engines  which  may  be  JJJjjjJ  *" 
Bent  to  the  public  yard  for  such  purpose,  and  generally  to 
see  that  the  fire-engines  are  kept  in  good  and  sufficient 
order  for  use. 

^  7.  It  shall  be  the  duty  of  the  said  Chief  Enffineer  to  aiw,  um 
superintend  the  making  and  repairing  of  all  hose,  ladders,  JJJ^JL^ 
hooks,  and  other  apparatus  used  for  extinguishing  fires.       ^• 

^  8.  All  bills  for  expenditures  incupred  by  or  under  the    ibapproTe 
directipn  of  the  said  Chief  Engineer,  shall,  previous  to  the  ^^^ 
payment  thereof,  be  carefully  examined,  and  if  found  to  be 
Correct,  shall  be  signed  by  him. 

Passed  by  the  Board  of  Assistants,  December  2,  1833. 
Passed  by  the  Board  of  Aldermen,  January  6,  1834. 
Approved  by  the  Mayor,  January  7,  1834. 


A,  LAW  to  amend  the  ordinances^  and  in  addition  thereto. 

§  2. 
^  3. 
^4. 
§6. 
^  6. 

^  8.  The  Superintendent  of  Buildings  and  Chief  Engi-      cm  and 
neer,  under  the  advice  of  the  Committee  on   Fire  and  flrc^oginflf 
Water,  are  authorized  to  sell,  for  cash,  any  old  and  con-i>««>M. 


^Ibare  an  only  two  mcUodb  of  thii  law  which  are  reloyaat  to  the  Fire  Department. 
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demned  fire-engines  and  hose  deposited  at  the  public  yard; 
they  shall  pay  the  money  received  for  such  engines  or  hose, 
when  sold,  to  the  city  treasurer,  and  deposit  the  receipts 
for  such  money  with  the  Comptroller. 

§  9.  ♦  ♦  ♦  ♦ 

^10.  •  ♦  ♦  ♦ 

cofg^^"^     %  11.  It  shall  be  the  duty  of  the  Clerk  of  the  Conmion 

SSSe***«-  Council,  whenever  and  as  often  as  the  fire  limits  of  this 

^tanoriire  ^j^^  ^y^qII  bc  extended  by  any  act  of  the  L^islatur^,  to 

cause  the  same  to  be  {>ublished  in  the  papers  employed  by 

the  Corporation,  for  the  information  of  the  citizens. 

%  12. 

§  13. 

§  14. 

§  15. 

§  16. 

§  17. 

§  18. 

§  19. 

^  20. 

§  21. 

^  22. 

Passed  by  the  Board  of  Assistants,  March  10,  1834. 

Passed  by  the  Board  of  Aldermen,  April  14,  1834. 

Approved  by  the  Mayor,  April  15,  1834. 
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1835. 

A  LAW  to  amend  a  law  entitled  **-4  law  for  preventing  and 

extinguishing  fires!'* 

The  Mayor  J  Aldermen^  and  Commonalty  of  the  City  of  New 
Yorky  in  Common  Council  convened^  do  ordain  as  follows: 

l8t.^A  watchman  shall  at  all  times  be  stationed  in  the  watchman 
cupola  of  the  City  Hall,  for  the  purpose  of  giving  alarms  cupoia,  aty 
of  fire,  whenever  cause  shall  arise.  The  Chief  Engineer, 
by  and  with  the  consent  of  the  Mayor,  shall  appoint  a 
competent  number  of  persons  to  perform  the  duty  of  such 
watchmen,  day  and  night,  and  they  shall  be  severally  re- 
movable by  the  Chief  Engineer,  and  at  all  times  during 
the  night  be  subject  to  the  rules  and  regulations  of  the 
Watch  Department,  and  the  authority  of  the  oflScers  of  the 
watch,  and  as  such,  members  of  the  Watch  Department. 

2d.  On  the  occurrence  of  any  fire,  the  City  Hall  bell  h»ii  beu 
shall  be  rung  by  the  watchman  on  duty  in  the  cupola,  and  ^^^^^' 
the  ringing  thereof  shall  be  continued  during  the  continu- 
ance of  the  fire  ;  and  he  shall  give  notice  of  the  locality 
of  the  fire  by  ringing  said  bell  in  a  manner  which  shall  be 
prescribed  by  directions  to  be  given  by  the  Committee  on 
Fire  and  Water,  and  the  Chief  Engineer,  and  by  hanging 
out  a  light  in  the  direction  of  the  fire  ;  and  for  neglect  of 
any  of  the  duties  required  by  this  law,  he  shall  be  removed 
from  office  by  the  Chief  Engineer  or  Captftins  of  the  Watch. 

3d.  That  upon  the  happening  of  any  fire,  the  several   other  beiig 
watch-house  and  market  bells  shall  be  rung,  and  also  all 
other  alarm  bells,  and  the  same  shall  be  done  whenever 
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any  one  alarm  bell  shall  ring,  and  the  ringing  thereof  shall 
be  continued  until  the  city  bell  shall  be  stopped. 

Neglect.  4th.  That  all  watchmen,  bell-ringers,  and  other  persons 
or  officers  charged  with  the  ringing  of  bells  in  cases  of 
fire,  shall,  on  neglect  to  comply  with  the  requisitions  of 
this  law,  be  removed  from  office*  by  the  person  or  the  au- 
thority having  power  to  remove  him,  on  such  person  or 
authority  being  credibly  informed  of  such  neglect ;  and  he 
shall  not  be  re-appointed  to  that  or  any  other  office  under 
the  Corporation,  within  one  year  after  such  removal. 

Chief  to  6th.  The  Chief  Engineer  is  hereby  required  to  report  to 
the  Common  Council  all  cases  of  neglect  on  the  part  of 
bell-ringers  to  churches,  to  ring  their  bells  on  alarms  of 
fire. 

penalty.  6th.  The  Captains  of  the  Watch,  respectively,  shall  re- 
move from  office  every  watchman  who  shall  fail  or  neglect 
to  give  the  notices  and  alarms  of  fire,  by  crying  fire,  and 
mentioning  the  street  where  it  may  be,  as  required  by  the 
twenty-seventh  section  of  the  law  hereby  amended,  and 
such  removal  shall  be  made  by  such  captain,  on  his  being 
credibly  informed  thereof,  by  any  member  or  officer  of  the 
Fire  Department. 

Passed  by  both  Boards,  March  30,  1835. 

Approved  by  the  Mayor,  April  1,  1835. 
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1836. 

AN  ORDINANCE  to  amend  an  ordinance  for  the  better  regU" 
lotion  of  the  Fire  Departmenty  passed  December  10th,  1833. 

Hie  Mayor 9  Aldermen  j  and  Commonalty  of  the  City  of  New 
York,  in  Common  Council  convened,  do  ordain  as  follows : 

§  1.  That  two  persons  be  appointed  to  each  fire-engme  Fireappor- 
and  hose  company,  and  two  persons  to  each  hook  and  lad-  boci'canod. 
der  company  within  the  lamp  and  watch  district  of  this 
city,  whose  duty  it  shall  be  to  keep  all  the  apparatus  of 
said  companies  in  complete  order  and  ready  for  immediate 
use  ;  and  who  shall,  at  every  alarm  of  fire,  repair,  forth- 
with, to  the  house  of  the  engine,  hose,  or  hook  and  ladder 
company  to  which  they  shall  be  attached,  and  assist  the 
members  of  said  company  in  conveying  the  engine,  car- 
riage, or  truck  to  wherever  such  fire  may  happen,  and 
there  to  assist  the  company  in  getting  the  engine  to  work, 
or  the  hose  ready  for  immediate  action,  under  the  direction 
of  the  oflScers  of  the  company  to  which  they  may  belong; 
and  shall,  during  the  time  such  engine  or  hose-carriage  is 
employed  at  a  fire,  take  charge  of  the  hose,  and  prevent 
any  person  from  treading  on,  or  otherwise  injuring  the 
same. 

§2.  That  when  the  engine  or  hose-carriaire  shall  be  dis-      DutiMor 

^  persons    ap- 

charged  from  duty  (on  the  putting  out  of  any  fire),  by  an  p^Jj^    ^ 
engineer,  it  shall  be  the  duty  of  such  persons,  under  the  ^'*■• 
direction  of  the  officers  of  the  company,  to  assist  the  mem- 
bers of  said  company  in  taking  up  the  hose  and  other  ap- 
paratus, and  shall  assist  in  conveying  them,  together  with 
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the  engine  or  hose-carriage,  and  other  apparatus,  to  the 
house  appropriated  for  it,  and  there  shall  wash  and  dry 
the  hose,  and  clean  and  put  in  complete  order  all  the  appar 
ratus,  so  as  to  be  ready  for  immediate  use,  taking  care, 
however,  in  no  case  to  meddle  with  the  works  of  an  en- 
gine. 

Datu»  of  ^  3.  It  shall  be  the  duty  of  those  persons  so  appointed, 
l^dSiurgoof  who  shall  be  attached  to  a  hook  and  ladder  company,  to 
preserve  the  truck  and  apparatus  belonging  to  their  com- 
pany from  injury  during  the  fire  ;  shall  assist  the  membeis 
in  raising  or  moving  ladders  and  hooks,  under  the  direction 
of  the  officers  of  said  company  ;  and  shall,  afler  the  truck 
is  discharged  from  duty,  assist  the  members  in  collecting 
the  hooks,  ladders,  and  other  apparatus,  and  aid  in  convey- 
ing them,  together  with  the  truck,  to  the  house  where  they 
belong,  and  shall  then  clean  and  prepare  them  for  immedi- 
ate use ;  and  each  person  so  appointed  to  perform  the  duties 
compenM  in  <the  several  engine,  hose,  and  hook  and  ladder  companies 
as  above  mentioned,  shall  not  be  entitled  to  the  privileges 
and  exemptions  of  firemen,  but  shall,  for  the  faithful  per- 
formance of  said  services,  receive  a  salary  of  one  hundred 
and  twenty-five  dollars  per  annum. 

aty  u)  le     §  4.  The  city  shall  be  divided  into  as  many  districts  as 

divided   into         ^  "^  ,  ^ 

<"«*«*^'«-  there  are  engineers  in  the  Fire  Department,  and  that  such 
division  be  made  by  the  engineers,  having  due  regard  to 
the  location  of  the  houses  of  said  engines,  hose-carriages, 
and  hook  and  ladder  trucks  ;  and  that  it  shall  be  the  duty 
of  said  engineers,  afler  each  fire,  to  see  that  the  engines, 
hose-carriages  and  hose,  hooks  and  ladders,  with  their 
trucks,  and  all  other  apparatus  belonging  to  the  Depart- 
ment, in  their  respective  districts,  are  in  complete  order, 
and  ready  for  immediate  use. 
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^  5.  It  shall  be  the  duty  of  each  foreman  of  a  fire-engine,       suitable 
hose,  or  hook  and  ladder  company,  to  recommend  to  the  K,"  ^^Sii 
engineer  of  his  district,  suitable  persons  to  take  care,  as  JJapSwa^ 
above  mentioned,  of  the  fire-engine,  hose,  hose-carriage  or 
truck,  or  hook  and  ladder  of  the  company  to  which  he  may 
belong;  which  persons  must  have  served  as  firemen  at 
least  five  years ;  and  the  foreman  shall  recommend  exempt 
firemen  in  preference  to  all  others,  and  said  persons  shall, 
on  such  recommendation  being  made  through  the  engineer 
of  his  district,  be  appointed  by  the  Mayor,  but  no  acting 
fireman  shall  be  appointed  to  discharge  said  duties. 

^  6.  In  case  of  any  nerfect  of  the  person   or  persons      Engineer 

^  JO  r  r  ot  district  to 

employed  to  keep  the  engine,  hose-carriage  or  truck,  or  Jj'^®  remw 
hook  and  ladder  to  which  he  or  they  shall  belong,  in  order,  J^JST  *  w 
the  engmeer  shall,  forthwith,  remove  him  or  them,  and  re-  S^^pp"*- 
port  to  the  Mayor  his  or  their  removal,  who  shall,  on 
recommendation  of  the  engmeer,  as  aforesaid,  substitute 
a  person  or  persons  in  his  or  their  place;  and  that,  in  case 
any  engine,  hose-carriage,  or  truck  be  in  need  of  repairs, 
the  engineer  in  whose  district  it  is,  shall  report  the  same 
to  the  Chief  Engineer,  forthwith. 

^  7.  It  shall  be  the  duty  of  all  members  of  the  Fire      i>aty  of 

*  "^  flremoD. 

Department,  as  well  as  of  those  who  are  hired  for  the  pur- 
poses mentioned  in  the  first  section,  to  prevent  all  persons 
not  belonging  to  the  Department,  and  espexjially  boys,  from 
entering  any  house,  or  handling  any  apparatus  belonging 
to  the  Department. 

^  8.  Every  engineer  of  the  Fire  Department  (except  the  qj^^JJJ  ^ 
Chief  Engineer  and  such  other  engineers  as  hold  salaried 
offices  under  the  Common  Council)  shall  be  paid  for  his 
services  the  sum  of  five  hundred  dollars  per  annum. 
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^  9.  That  nothing  contained  in  this  ordinance  shall  de- 
prive the  Common  Council  from  repealing  or  altering  the 
same  at  any  time  they  may  think  proper. 

Adopted  by  the  Board  of  Assistants,  May  9,  1836. 
Adopted  by  the  Board  of  Aldermen,  May  9,  1836. 
Approved  by  the  M^yor,  May  10,  1836. 


A  LAW  to  amend  a  law  entitled  ^^A  law/or  presenting  and 

extinguishing  ^res.^^ 

The  Mayor ^  Aldermen^  and  Commonalty  of  the  City  of  New 
Yorlcy  do  ordain  a^ follows: 

mara£SiMi^  Ist.  It  shall  be  the  duty  of  the  marshals  and  constables 
oooetobies.  ^  repair,  immediately  on  the  alarm  of  fire,  with  their 
staves  of  office,  to  the  place  where  such  fire  may  be,  and 
report  themselves  to  the  High  Constable,  or  Alderman  or 
Assistant  Alderman  of  the  ward  in  which  such  fire  may 
happen,  and  to  conform  to  such  orders  as  may  be  given 
them  by  the  Mayor  or  any  one  of  the  Aldermen  and  As- 
sistants, for  the  preservation  of  the  public  peace,  and  the 
removal  of  all  idle  and  suspected  persons,  or  others  not 
actually  or  usefully  employed  in  aiding  the  extinguishment 
of  such  fire,  or  in  the  preservation  of  property  in  the  vi- 
cinity thereof;  and  if  any  marshal  or  constable  shall  not 
attend  at  such  fire,  or  shall  neglect  so  to  report  himself,  or 
to  obey  any  orders  that  shall  be  given  him  as  aforesaid, 
he  shall,  unless  he  has  a  reasonable  excuse,  to  be  determined 
by  the  Mayor,  forfeit  and  pay  the  sum  of  five  dollars  for 
each  ofiense. 
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The  twenty-eighth  section  of  the  law  entitled  "A  law 
for  preventing  and  extinguishing  fires,"  is  hereby  repealed. 

Passed  by  the  Board  of  Assistants,  October  3,  1836. 
Passed  by  the  Board  of  Aldermen,  October  24,  1836. 
Approved  by  the  Mayor,  October  27, 1836, 
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1837. 


Resolution  on  occurrence  of  fires  during  the  setting  of 
the  watch.  / 

Dai7  of     Resolved,  That  when  a  fire  occurs  during  the  setting  of 
dnriiig    the  the  watch,  it  shall  be  the  duty  of  the  watchman  by  whom 

Mttlngof  the  .  *^  "^ 

inu:h.  it  is  first  discovered,  to  announce,  aloud,  the  street  and 
block  where  it  originated,  and  that  such  announcement  be 
made  from  watch  to  watch,  throughout  the  city. 

Adopted  by  the  Board  of  Assistants,  November  13, 1837. 
Adopted  by  the  Board  of  Aldermen,  December  4, 1837. 
Approved  by  the  Mayor,  December  6,  1837, 
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1838. 

AN  ORDINANCE  to  amend  and  modify  the  laws  and  ordi- 
nances^ as  now  in  force^  relaxing  to  fires  and  the  Fire  De- 
partment of  the  City  of  New  York,  and  reduce  the  same  into 
one  act. 

The  Mayor  J  Aldermen,  and  Commonalty  of  the  City  of  New  York, 
in  Common  Council  convened,  do  ordain  as  follows : 

§  1.  The  Fire  Department  of  the  said  city  shall  consist     .  FiroDc- 

''  ■^  J  partmnnt,  of 

of  a  Chief  Engineer,  nine  Assistant  Engineers,  a  Water  ^^  **»*»"- 
Purveyor,  and  as  many  Fire  Wardens,  fire-enginemen, 
hosemen,  and  hook  and  ladder  men  as  are  or  may,  from 
time  to  time,  be  appointed  by  the  Common  Council,  and 
who  shall  respectively  be  distinguished  by  the  several  ap- 
pellations aforesaid. 

^  2.  The  Chief  Engineer  shall  be  nominated  by  the  en-    chief  Enjri- 
gineers,  foremen,  and  assistant  foremen ;  and  the  Assistant  B^tMit  s^gt. 

T,       •  1  /•  /•  neers,     how 

Engineer  by  the  foremen  and  assistant  foremen  of  the  fire  appoint«i. 
companies,  respectively,  to  the  Common  Council,  for  ap- 
pointment, and  shall  hold  their  respective  offices  during 
the  pleasure  of  the  Common  Council. 

§  3.  The  Water  Purveyor  shall  be  appointed  by  the   wator  put- 
Common  Council,  and   shall  hold  his  office  during  the^°^°'' 
pleasure  of  the  Common  Council. 

§  4.  The  Chief  Engineer  shall,  in  all  cases  of  fire,  have       Doty  of 
the  sole  and  absolute  control  and  command  over  all  the  en-  nwr. 
gineers  and  other  persons  connected  with  the  Fire  Depart- 
ment ;  it  shall  be  the  duty  of  the  Chief  Engineer  to  direct 
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the  other  engmeers  to  take  proper  measures  to  arrange  the 
several  engines  m  the  most  advantageous  manner,  and  to 
cause  them  to  be  duly  worked  for  the  effectual  extingoidh 
ment  of  fires ;  it  shall  also  be  the  duty  of  the  said  engines 
to  examine,  twice  in  every  year,  into  the  condition  and 
number  of  the  fire-engines  and  other  fire  apparatus,  and  fire- 
engine  houses,  and  to  report  the  same,  once  a  year,  to  the 
Common  Council,  together  with  the  names  of  all  the  mem- 
bers of  the  Fire  Department,  and  the  respective  associations 
to  which  they  belong ;  it  shall  also  be  the  duty  of  the  Chief 
Engineer  to  report,  in  writing,  all  accidents  by  fire  that 
may  take  place  in  the  city,  with  the  causes  thereof,  as  well 
as  they  can  be  ascertained,  and  the  number  and  the  de- 
scription of  the  buildings  destroyed  or  injured,  together 
with  the  names  of  the  owner  and  occupants,  to  the  City 
Inspector,  who  shall  keep  an  accurate  register  of  the  same. 

*^*^-  ^  5.  The  Cliief  Engineer  shall  receive  for  his  services  a 
yearly  salary  of  $1,200  (twelve  hundred  dollars),  payable 
quarterly ;  and  shall  before  entering  upon  the  duties  of  his 
office,  take  and  subscribe  an  oath  or  affirmation  well  and 
faithfully  to  perform  such  duties. 

Vacancy.  ^  g  j^^  ^^^  ^f  ^^^  vacancy  in  the  office  of  Chief  Engi- 
neer, the  Senior  Engineer  shall  discharge  the  duties  of 
Chief  Engineer  until  the  vacancy  shall  be  filled. 

howaOTotat-  ^  '^'  ^^^  engineers,  foremen,  and  assistant  foremen  of  the 
fire  companies,  respectively,  shall  meet  on  the  first  Tues- 
day in  June,  annually,  for  the  pui-pose  of  nominating  a 
suitable  person  as  Cliief  Engineer ;  and  the  foremen  and 
assistant  foremen,  for  the  purpose  of  nominating  assistant 
engineers,  shall  then  and  there,  or  at  such  other  time  and 
place  as  they  may  appoint,  by  joint  ballot,  designate  from 
the  whole  body  of  firemen,  by  a  majority  of  votes  which 
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shall  be  given,  the  persons  whom  they  may  wish  to  fill 
said  offices. 

%  8.  Whenever  any  vacancy  shall  occur  in  the  office  of  ^'»»ocy. 
Chief  Engineer,  it  shall  be  the  duty  of  the  Senior  Assistant 
Engineer  to  notify  the  engineers,  foremen,  and  assistant 
foremen  to  meet  at  such  time  and  place  as  the  said  engineer 
shall  designate ;  and  in  case  of  a  vacancy  among  the  Assist- 
ant Engineers,  the  Chief  Engineer  shall  notify  the  foremen 
and  assistant  foremen  to  meet  at  such  place  and  time  as 
the  said  Engineer  shall  designate,  and  they  shall,  as  afore- 
said, by  joint  ballot,  designate  from  the  whole  body  of  fire- 
men, by  a  majority  of  votes  which  shall  be  given,  the  per- 
son whom  they  may  wish  to  fill  such  vacancy. 

^  9.  It  shall  be  the  duty  of  the  Chief  Engineer  or  Senior  dn^f^Sgi' 
Engineer  to  certify,  under  his  hand,  to  the  Common  Coun-  ^^^' 
cil,  the  names  who  may,  from  time  to  time,  be  designated, 
pursuant  to  the  provisions  of  the  seventh  and  eighth  sec- 
tions of  this  ordinance,  for  the  respective  offices  for  which 
they  may  have  been  nominated ;  to  the  end  that,  if  .ap- 
proved of  by  the  Common  Council,  they  may  be  appointed. 

§  10.  It  shall  be  the  duty  of  the  said  Chief  Engineer,  ^^^  ^^ 
under  the  direction  of  the  Joint  Committee  on  Fire  and  {J^u^.  *^' 
Water,  whenever  any  of  the  fire-engines,  hose-carts,  trucks, 
hooks  and  ladders,  and  other  fire  apparatus  shall  require 
to  be  repaired,  to  cause  the  same  to  be  well  and  sufficiently 
done*  It  shall  also  be  his  duty  to  advertise  for  estimates 
for  the  construction  of  all  new  fire-engines  and  other  ap- 
paratus which  may  be  ordered  by  the  Common  Council, 
and  to  submit  all  such  estimates,  when  received  by  him,  to 
the  Committee  on  Fire  and  Water,  for  theur  approval,  pre- 
vious to  any  contract  being  concluded  for  any  such  engine 
or  other  apparatus.    It  shall  also  be  his  duty  to  superin- 

18 
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tend  the  repairing  of  all  fire-engines  and  apparatus  which 
may  be  sent  to  the  public  yard  for  that  purpose,  and  gene- 
rally to  see  that  the  fire-engines  and  other  apparatus  are 
kept  in  good  and  sufficient  order  for  use.  It  shall  also  be 
his  duty  to  superintend  the  making  of  all  hose,  ladders, 
hooks,  and  all  other  fire  apparatus  used  for  extinguisliiiig 
of  fires. 

tobl?''i?*^  ^11.  All  bills  for  expenditures  incurred  by  and  unda 
the  Chief  Engineer  shall,  previous  to  the  pajrment  therec^, 
be  examined  by  the  Committee  on  Fire  and  Water,  and 
when  approved  of  by  them,  signed  by  the  Chief,  and  paid. 

y^^^'  ^  ^^'  "^^^  Water  Purveyor  shall,  before  entering  upon 
the  duties  of  his  office,  take  and  subscribe  an  oath  or  affir- 
mation, well  and  faithfully  to  perform  the  said  duties. 

cond.  §  13.  The  said  Water  Pun^eyor  shall  give  a  bond,  with 

sufficient  surety  or  sureties,  to  be  approved  of  by  the 
Finance  Committee,  conditioned  for  the  faithful  perform- 
ance of  the  duties  of  his  office. 

^•^*^-  §  14.  That  the  said  Water  Purveyor  shall  receive  for 

his  services  a  yearly  salary  of  one  thousand  dollars,  pay- 
able quarterly. 

waiS'^Pu'^  §  15.  It  shall  be  the  duty  of  said  Water  Purveyor 
^<^yor-  to  take  charge  of  the  public  reservoirs  and  establishments 
of  water  for  the  extinguishment  of  fires,  and  to  see  that 
the  same,  and  all  the  apparatus  land  machinery  belonging 
thereto,  and  all  the  public  hydrants,  are  kept  in  good 
order. 

§  IG.  It  shall  be  the  duty  of  the  said  Water  Purveyor 
to  superintend,  in  pei-son,  the  laying  dovm  of  all  such 
water-pipes  as  may  be  ordered  by  the  Common  Councfl, 
and  generally  to  take  charge,  and  have  the  care  and 
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superintendence  of  all  public  works  erected  or  undertaken 
for  the  purpose  of  procuring  or  keeping  a  supply  of  water 
for  the  extinguishment  of  fires. 

§  17.  It  shall  be  the  duty  of  the  said  Water  Purveyor     AdvertiM 
to  advertise  for  estimates  for  all  public  works  connected  matca. 
with  his  department,   or  for   the  repairing  or  altering 
thereof,  except  the   laying  down  and  repairing  water- 
pipes,  the  expense  of  which  may  not,  in  his  judgment,  ex- 
ceed five  hundred  dollars. 

§  18.  In  all  cases  of  slight  repairs,  the  expense  whereof  J^«^*  ^ 
shall  not  exceed  the  above  sum,  the  said  Water  Purveyor 
shall  cause  the  same  to  be  done  without  advertising  for 
such  estimates. 

^  19.  All  estimates  which  may  be  received  by  the  said     Eitimates 
Water  Purveyor,  for  the  expense  of  work  to  be  done  under  twi. 
his  superintendence,  for  his  department,  shall  be  submitted 
by  him  to  the  Committee  of  Fire  and  Water,  for  their  ap- 
proval, previous  to  any  contract  being  concluded  for  the 
same. 

^  20.  All  bills  for  expenditures  incurred  by  or  under  the    buii  to  be 

'  -^  "^  examined  by 

direction  of  the  said  Water  Purveyor  shall,  previous  to  the  SS°Ffro**Mid 
payment  thereof,  be  examined  by  the  said  Committee  on  ^*^- 
Fire  and  Water,  and  when  approved  by  them,  signed  by 
the  Water  Purveyor,  and  paid. 


^21.  So  many  of  the  freeholders  or  freemen  of  the  said  riwward.. 
city  as  the  Common  Council  may  deem  proper,  shall,  from 
time  to  time,  be  appointed  in  each  of  the  wards  of  the 
said  city,  to  be  denominated  Fire  Wardens ;  each  of  whom 
shall  be  assigned  and  attached  by  the  Mayor  of  said  city, 
to  such  company  of  firemen,  having  charge  of  a  fire-engine, 
or  any  other  fire  apparatus,  as  he  shall  think  proper ;  and 
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shall  report  himself  to  the  Chief  or  other  engineer,  at 
every  fire.  And  each  Fire  Warden  shall  have  a  certificate, 
nnder  the  seal  of  the  mayoralty,  stating  his  appointment 
as  a  Fire  Warden,  and  the  company  of  firemen  to  which 
he  shall  be  attached. 

•ad  ^^-  ^  ^2-  The  Fire  Wardens  of  each  ward  shall  form  a 
^*°°''  ^'  separate  company ;  and  each  of  the  said  companies  shall 
and  may  choose,  out  of  their  own  number,  a  foreman  and 
clerk,  in  such  manner  and  at  such  times  as  they  may  think 
proper ;  and  each  company  may  make  rules  regulating  the 
time  and  manner  of  conducting  their  elections,  and  impos- 
ing such  fines  upon  the  members,  as,  in  their  judgment, 
may  best  secure  the  performance  of  the  duties  of  the  said 
Fire  Wardens,  both  at  fires  and  at  visiting  the  buildings, 
and  in  other  duties  in  their  several  districts ;  and  any  diso- 
bedience to  such  rules  shall  be  reported,  by  each  company, 
to  the  Common  Council,  and  shall  subject  the  Fire  Ward- 
ens, so  disobeying,  to  removal  by  the  Common  Council. 

hol^^'bli  ^^^'  Whenever  a  vacancy  shall  happen  in  any  of  said 
"***•  companies,  the  company  in  which  the  same  shall  happen, 
may  recommend,  through  the  Chief  Engineer,  to  the  Com- 
mon Council,  for  approbation,  a  suitable  person  to  fill  such 
vacancy  ;  but  none  other  than  those  who  have  been  firemen 
at  least  three  years,  shall  be  so  recommended. 

Fire  Ward-      «^24.  Evcrv  fircmau  hereafter  recommended  through  the 

en  to  bo  an         '  *'  o 

£S*iiS!*^  "^  Chief  Engineer,  to  the  Common  Council,  as  a  suitable  per- 
son to  be  appointed  as  a  Fire  Warden,  shall  be,  at  the  time 
of  such  recommendation,  an  actual  resident  and  inhabitant 
of  the  Ward  for  which  such  appointment  is  required  to  be 
made. 

offlcotobe-      §25.  In  case  any  Fire  Warden  shall  remove  from  the 

oome  vacant  • 

Ward  to  which  he  shall  have  been  appointed,  the  said  office 
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Bball  be  deemed  vacant,  and  the  Chief  En^eer  shall  no-  «>  rMmmi 
tify  the  company  of  Fire  Wardens  to  proceed  to  fill  the  '"*■ 
vacancy  there  made. 

§26.  The  said  Wardens,  when  attending  fires,  shall  he  "Mden. 
Bubject  to  the  direction  of  the  Chief  Engineer,  and  the  f^'ii^'ljj? 
other  engineers  of  the  Fire  Department.  ""'  •°- 

§  27.  It  shall  he  the  duty  of  the  said  Fire  Wardens,  imme-  dqu™  ot 
diately  on  the  aknn  of  fire,  to  repair  to  the  place  where  it  <*•*■ 
may  be,  and  aid  and  assist  in  procuring  supplies  of  water 
to  the  fire-engines  to  which  they  shall  be  respectively  as- 
ngned  and  attached,  and  to  such  other  engines  as  the  Chief 
Engineer  or  other  engineer  may  direct  them  to  attend.  It 
shall  also  be  the  duty  of  tlie  said  Fire  Wardens  to  prevent 
the  hose  from  being  trodden  on,  and  to  keep  all  idle  and 
suspected  persons  at  a  proper  distance  from  the  fire,  and 
frt>m  the  vicinity,  and  the  citizens  are  hereby  enjoined  to 
comply  with  the  orders  and  directions  of  the  said  Fire 
Wardens,  in  the  premises. 

^  28.  Each  of  the  said  companiea  shall  divide  their  Ward  wardi  o 
into  districts,  and  the  foreman  of  the  company  shall  attach  ""^  "^ 
one  or  more  of  the  membcra  of  said  company  to  each  of 
said  districts,  for  the  purpose  of  making  the  visitation  and 
examination  directed  in  the  next  following  section ;  who 
shall  keep  a  record  of  the  names  of  the  occupants  of  the 
houses,  and  the  numbers  of  the  same,  wherein  they  shall 
observe*  any  violations  of  this  law  or  of  the  act  for  the 
more  efiectual  prevention  of  fires ;  and  annually,  in  the 
month  of  January,  exhibit  a  transcript  of  the  same  to  tlieir 
foreman,  and  the  said  foreman  shall  report  to  the  Chief 
Engineer,  in  the  month  of  June,  annually,  the  name,  resi- 
dence, and  occupation  of  each  of  the  wardens  of  his  com- 
pany ;  and  also,  a  copy  of  the  record  to  be  kept  as  afore- 
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Fteaiiiet.  Bald,  Under  the  penalty  of  fifty  dollars  for  each  and  every 
neglect,  to  be  recovered  in  an  action  of  debt,  from  the  said 
foreman,  by  the  Attorney  of  the  Corporation,  in  the  name 
of  the  Mayor  and  Commonalty  of  the  City  of  New  YoA, 
and  it  shall  be  the  duty  of  the  Chief  Engineer  to  report  to 
the  Mayor,  in  the  month  of  July,  annually,  a  copy  of  the 
aforesaid  return  and  record,  which  shall  be  filed  in  his 
office. 
Datkaof  §29.  It  shall  be  the  duty  of  the  said  Fire  Wardens, 
«••  twice  in  every  year,  viz.,  in  the  months  of  June  and  Decem- 

ber, and  as  much  oftener  as  they  may  think  proper,  to 
examine  the  dwelling-houses  and  other  buildings  in  their 
respective  wards,  for  the  purpose  of  ascertaining  all  viola- 
tions of  any  act  in  force,  for  the  more  efiectual  prevention 
of  fires  in  New  York,  and  also  to  examine  the  fire-places, 
hearths,  chimneys,  stoves,  and  the  pipes  thereto,  ovens, 
boilers,  kettles,  and  also  all  chemical  apparatus,  which,  in 
their  opinion,  may  be  dangerous  in  causing  or  promoting 
fires,  and  also  the  places  where  ashes  may  be  deposited ; 
and,  upon  finding  any  of  them  defective  or  dangerous,  they, 
or  either  of  them,  shall  direct  the  owner  or  occupant,  either 
by  a  printed  or  written  notice,  to  alter,  remove,  or  amend 
the  same  in  such  manner,  and  within  such  reasonable  time 
as  they,  or  either  of  them,  may  deem  necessary ;  and  in 
case  of  neglect  or  refusal  so  to  do,  the  party  ofiTending  shall 
forfeit  and  pay  twenty-five  dollars,  and  for  every  day  after 
the  time  allotted  as  aforesaid  to  alter,  remove,  or  amend  the 
same,  in  conformity  with  the  directions  aforesaid,  the  party 
so  offending  shall  forfeit  and  pay  the  further  sum  of  five  dol- 
lars ;  and  all  the  expenses  of  any  removal,  alteration,  or 
amendment,  as  aforesaid,  shall  be  paid,  in  the  first  instance 
by  the  occupant,  but  shall  be  chargeable  against  the  owner 
of  such  dwelling-house  or  other  building,  and  shall  be 
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deducted  from  the  rent  of  the  same,  unless  such  expense 
be  rendered  necessary  by  the  act  or  default  of  such  occu- 
pant, or  unless  there  he  a  special  agreement  to  the  contrary 
between  the  parties.  And  it  shall,  moreover,  he  the  duty 
of  the  Fire  Wardens,  or  either  of  them,  at  such  times  as 
aforesaid,  to  enter  into  and  examine  all  buildings,  livery 
or  other  stahles,  hay  boats  or  vessels,  and  places  where 
any  gunpowder,  hemp,  flax,  tow,  hay,  rushes,  fire-wood, 
boards,  shingles,  shavings,  or  other  combustible  materials 
may  be  lodged,  and  ^ve  such  directions,  in  writing,  in  the 
premises,  as  may  be  deemed  necessary  by  them  or  him,  re- 
lative to  the  removal  thereof,  and  in  case  of  neglect  or  re- 
fusal on  the  part  of  the  possessor  of  such  combustible 
materials,  or  any  of  them,  to  remove  or  secure  the  same 
within  the  time  and  in  the  manner  directed  by  the  said 
Fire  Wardens,  or  either  of  them,  the  party  offending  shall 
forfeit  and  pay  twenty-five  dollars,  and  the  further  sum  of 
five  dollars  for  every  day's  neglect  to  remove  or  secure  the 
same,  after  being  notified. 

^30.  The  duties  prescribed  by  the  foregoing  section,  Doti«io 
shall  be  performed  within  each  district,  by  the  warden  or  J^JlJ!"*'" 
wardens  attached  to  such  district,  who  shall  make  on  imme- 
diate report  to  the  foreman  (who  shall  record  the  same  in 
a  book  to  be  kept  for  that  purpose)  of  all  persons  neglect- 
ing or  refusing  to  comply  with  the  orders  and  directions 
aforesaid,  together  with  the  circumstances  of  each  case ;  and 
shall  also  make  report  whether  any,  and  what  cases  of  vio- 
lations of  the  laws  of  this  State,  prohibiting  the  construction 
of  wooden  buildings,  within  certain  limits  in  this  city,  have 
come  to  his  or  their  knowledge,  and  in  case  of  any  violation 
of  such  law,  he  or  they  shall  particularly  report  the  name 
of  the  owner  or  owners  of  said  building,  and  of  the  master 
builder,  and  the  particular  circumstances  of  each  case ;  and 
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in  case  of  neglect  to  report  as  aforesaid,  or  to  perform  any 
of  the  duties  prescribed  in  this  or  the  preceding  section  of 
this  ordinance,  such  warden  or  wardens,  respectively,  shall 
forfeit  and  pay  the  sum  of  twenty  dollars  for  each  neglect, 
to  be  recovered  in  an  action  of  debt,  by  the  Attorney  <rf 
the  Corporation,  in  the  name  of  the  Mayor,  Aldermen,  and 
Commonalty  of  the  City  of  New  York ;  and,  in  order  that 
the  provisions  of  this  ordinance  may  be  carried  into  full 
effect,  it  shall  be  the  duty  of  the  foreman  of  each  respec- 
tive company  of  wardens,  to  report  to  the  Attorney  of  the 
Corporation  all  violations  of  the  same,  whether  on  the  part 
of  the  citizens  or  of  the  wardens,  under  a  penalty  of  fifty 
dollars  for  such  neglect,  to  be  recovered  as  aforesaid. 

Firem<»nto  §31.  Thc  fircmcn  shall  be  divided  into  companies,  to 
uTto**  wmpL-  consist  of  as  many  members  as  the  Common  Council  shall 
from  time  to  time  direct,  to  attend  to  the  fire-engines,  hose- 
wagons,  and  hooks  and  ladders  belonging,  or  that  may 
hereafter  belong  to  the  Corporation  of  the  city,  or  to  such 
hose-wagons  and  hooks  and  ladders  as  the  Common  Coun- 
cil shall  direct ;  and  each  of  the  companies  shall  and  may 
choose,  out  of  their  own  number,  a  foreman,  assistant,  and 
clerk,  in  such  a  manner  and  at  such  times  as  they  may  think 
proper;  and  it  shall  be  the  duty  of  the  said  firemen,  as  often 
as  any  fire  shall  break  out  in  the  said  city,  to  repair,  ini- 
mediately  upon  the  alarm  thereof,  to  their  respective  en- 
gines, hose-wagons,  hooks  and  ladders,  and  convey  them  to 
or  near  the  place  where  such  fire  shall  happen,  unless  othe^ 
wise  directed  by  the  Chief  or  other  engineer;  and  there, 
in  conformity  with  the  directions  given  by  the  Chief  En- 
gineer, or  other  engineers,  to  work  and  manage  the  said 
engines,  or  apparatus  and  implements,  with  all  their  skill 
and  power;  and  when  the  fire  is  extiugui^ed,  they  shall 
not  remove  therefrom  but  by  the  permission  of  an  engineer; 
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and  on  such  permission  they  shall  return  their  respective 
hose-wagons,  hooks  and  ladders,  engines  and  apparatus, 
well  washed  and  cleansed,  to  their  several  places  of  deposit. 
If  any  fireman  shall  neglect  to  attend  to  any  fire  as  afore- 
said, or  leave  his  fire-engine  or  other  apparatus  while  at 
any  fire,  without  permission,  or  shall  neglect  to  do  his 
duty  on  such  occasion,  without  reasonable  excuse,  he  shall, 
for  every  such  default,  forfeit  and  pay  the  sum  of  three  dol- 
lars; and  may,  on  request  of  the  company  to  which  he  be- 
longs, be  removed  from  his  station  as  a  fireman. 

§  32.  There  shall  be  two  persons  appointed  to  each  fire-    PenoM  to 

,      ,  clean  appar* 

engine  and  hose  company  within  the  lamp  and  watch  dis-  »'»» 
trict  of  this  city,  whose  duty  it  shall  be  to  keep  all  the 
apparatus  of  said  companies  in  complete  order  and  ready 
for  immediate  use ;  and  who  shall,  at  every  alarm  "of  fire, 
repair,  forthwith,  to  the  house  of  the  engine  or  hose  com- 
pany to  which  they  shall  be  convejing  the  engine,  car- 
riage, or  truck,  to  wherever  such  fire  may  happen,  and 
there  to  assist  the  company  in  getting  the  engine  to  work, 
or  the  hose  ready  for  immediate  action,  under  the  direc- 
tion of  the  officers  of  the  company  to  which  they  may 
belong,  and  shall,  during  the  time  such  engine  or  hose- 
carriage  is  employed  at  a  fire,  take  charge  of  the  hose,  and 
prevent  any  person  from  treading  on,  or  otherwise  injuring 
the  same. 

§  33.  That  when  the  engine  or  hose-carriage  shall  be  Duuef. 
discharged  from  duty  (on  the  putting  out  of  any  fire)  by 
an  engineer,  it  shall  be  the  duty  of  such  persons,  under  the 
direction  of  the  officers  of  their  company,  to  assist  the 
members  of  said  company  to  take  up  the  hose  and  other 
apparatus,  and  shall  assist  in  conveying  them,  together 
with  the  engine  or  hose-carriage,  or  other  apparatus,  to 
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the  house  appropriated  for  it,  and  there  riiall  wash  and 
dry  the  hose,  and  clean,  and  put  in  complete  order,  all  the 
apparatus,  so  as  to  be  ready  for  immediate  use ;  taking  care 
in  no  case  to  meddle  with  the  works  of  an  engine. 

sakuT  ^  34.    It  shall  be  the  duty  of  the  persons  so  appointed, 

who  shall  be  attached  to  a  hook  and  ladder  company,  to 
preserve  the  truck  and  apparatus  belonging  to  their  com- 
pany from  injury  during  the  fire;  shall  assist  the  memben 
in  raising  or  moving  the  ladders  and  hooks,  under  the  di- 
rection of  the  officers  of  said  company ;  and  shall,  after  the 
truck  is  discharged  from  duty,  assist  the  members  in  col- 
lecting the  hooks,  ladders,  and  other  apparatus,  and  aid  in 
conveying  them,  together  with  the  truck,  to  the  house 
where  they  belong,  and  shall  there  clean  and  prepare  them 
for  immediate  use ;  and  each  person  so  appointed  to  per- 
fonn  the  duties  in  the  several  engine  and  hose  companies, 
as  above  mentioned,  shall  not  be  entitled  to  the  privileges 
and  exemptions  of  firemen ;  but  shall,  for  the  fiiithful  per- 
fonuance  of  said  ser\'ices,  receive  a  salary  of  one  hundred 
and  twenty-five  dollars  per  annum. 

To  bo  Arc-      §  35.  It  shall  be  the  duty  of  each  foreman  of  a  fire-en- 

men  for  flvo     .  t  i        .r-s.    .    «  . 

years.  gmc  or  hosc  compsuy  to  recommend  to  the  Chief  Engineer 
suitable  persons  to  take  care,  as  above  mentioned,  of  the 
fire-engine,  hose-carriage,  or  truck  of  the  company  to  which 
he  may  belong ;  which  persons  must  have  served  as  firemen 
at  least  five  years ;  and  the  foreman  shall  recommend  ex- 
empt firemen  in  preference  to  all  others ;  and  said  persons 
shall,  on  such  recommendation  being  made  through  the 
Chief  Engineer,  be  appointed  by  the  Mayor ;  but  no  acting 
fireman  shall  be  appointed  to  discharge  said  duties. 

RcmoTa!.       §  36.  In  casc  of  any  neglect  of  the  person  or  persons 
employed  to  keep  the  engine,  hose-carriage,  or  truck  to 
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which  he  or  they  shall  belong,  in  order,  the  Chief  Engi- 
neer shall,  on  the  request  of  the  foreman  of  the  company 
to  which  such  person  or  persons  belong,  forthwith  remove 
him  or  them,  and  report  to  the  Mayor  his  or  their  removal ; 
who  shall,  on  the  recommendation  of  said  foreman,  made 
through  the  Chief  Engineer,  as  aforesaid,  substitute  a 
person  or  persons  in  his  or  their  place ;  and  that  in  case 
any  engine,  hose-carriage,  or  truck  be  in  need  of  repairs, 
the  foreman  thereof  shall  report  the  same  to  the  Chief 
Engineer. 

§  37.  It  shall  be  the  duty  of  all  members  of  the  Fire      Members 
Department,  as  well  as  those  who  are  hired  for  the  pur-  handling  or 

appuratoB. 

poses  above  mentioned,  to  prevent  all  persons  not  belong- 
ing to  the  Department  from  entering  any  house,  or  hand- 
ling any  apparatus  belonging  to  the  Department. 

§  38.  No  fire-engine,  nor  hook   and  ladder,  nor  hose-    jj„t  ^  ^^ 
cart,  in  going  to  or  returning  from  any  fire,  or  at  any  wuhouTItiw* 
other  time,  to  be  run,  driven,  wheeled,  or  placed  upon  any  ^ 
sidewalk,  except  by  the  special  order  of  one  of  the  engi- 
neers, under  the  penalty  of  txventy-five  dollars  for  each  of-    i»enaity, 
fense,  to  be  forfeited  and  paid  by  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  one  of  the 
provisions  of  this  section,  to  be  recovered  by  the  Attorney 
of  the  Common  Council,  for  the  use  of  the  Corporation. 

%  39.  No  such  fire-engine,  hook  and  ladder,  or  hose-cart,  ^pparatas, 
during  any  fire  in  this  city,  or  any  report  of  fire,  or  at  any  JSiifv'SM^ 
time,  under  any  pretense  whatever,  shall  be  taken  or  re-  o7*  J^!Sl 
moved  out  of  its  house,  unless  the  foreman  or  assistant  fore-  two  flromon 

presrat. 

man,  or  at  least  two  of  the  firemen  of  the  company  to  which 
the  same  shall  belong,  shall  be  present  and  consent  thereto, 
under  the  penalty  of  tm  dollars  for  every  such  offense,  to  be    peaaitj 
forfeited  and  paid  by,  and  recovered  from  any  and  every 
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person  aiding  and  assisting  in,  or  consenting  to  the  violation 
of  any  of  the  provisions  of  this  section. 

Duty  cf     ^  40.  It  shall  be  the  duty  of  the  several  engineers,  and 

ikc.^uT'Vc-  of  every  foreman  and  assistant  foreman  of  every  fire  com- 
port    viola-  "^  ... 

tioDB.         pany,  to  report  all  violations  of  this  ordinance  to  the  Ttoh 
surer  of  the  Fire  Department. 

§  41.  The  Committee  on  Fire  and  Water,  under  the  ad- 

Poww  of  '  ' 

Sn?re  Md  ^'^^^  ^^  *^^  Chief  Engineer,  shall  be  authorized  and  em- 
^^^^'        powered  to  take  any  fire-engine,  hook  and  ladder,  or  hose- 
truck  from  the  company,  and  place  the  same  in  the  pnbHc 
yard,  or  give  the  same  to  some  other  company. 

^  42.  All  firemen  attached  to  any  fire-engine,  hose,  or 
when  in  want  hook  aud  ladder  company,  whose  machine  and  implements 

of    complo-  11  • 

mentoimen.  shall  havc  bccn  ordcrcd  to  the  public  yard,  for  want  of  a 
sufficient  complement  of  men  to  manage  the  same,  shall  be 
attached,  by  the  Fire  and  Water  Committee,  to  any  other 
company  they  may  designate ;  and  in  case  of  their  refusal 
to  designate  such  company  to  which  they  wish  to  be  at- 
tached,  they  shall  be  liable  to  expulsion. 

^  43.  No  fire-engine  shall  be  let  out  for  hire,  or  let,  in 
to^bo*TurM  ^^y  ^ase,  without  permission  from  the  Alderman  and  A»- 
Si^"^!mk*K  sistant  of  the  ward  wherein  it  is  wanted  to  be  used,  and  the 
Chief  Engineer ;  in  default  tliereof,  the  foremen  so  offend- 
ing shall  be  removed  from  the  Fire  Department. 

^  44.  Wlienever  any  firemen  is  appointed  to  supply  any 
of  ^aplSSi^  vacancy  in  any  company,  it  shall  be  his  duty  to  call  on  the 
•SSlon"'* ''''  Treasurer  of  the  Fire  Department,  and  procure  a  certificate, 
within  one  month  from  the  date  of  his  appointment,  speci- 
fying the  name  and  number  of  the  company  to  which  such 
firemen  shall  be  elected ;  and  any  foreman,  after  being  re- 
elected, shall  obtain  a  new  certificate  as  aforesaid ;  and  it 
shall  be  the  duty  of  the  Cliief  Engineer  to  certify,  onevciy 
return,  whether  a  vacancy  exists  in  the  company. 
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^  45.  If  any  foreman  shall  be  expelled  by  a  vote  of  the      Fir«men 

'  •'  .  expelled     to 

company  to  which  he  may  belong,  and  the  fact  being  re-  ^  ^"JJJJJJ 
ported  to  the  Common  Council  by  the  Chief  Engineer,  ac-  J^^Mt^ie^ 
companied  by  a  remonstrance  by  the  person  so  expelled,  in 
every  such  case  the  subject  shall  be  referred  to  the  Com- 
mittee on  Fire  and  Water  of  the  two  Boards,  as  a  Joint 
Committee,  together  with  the  Chief  Engineer,  who  shall 
hear  the  parties,  and  report  thereon,  at  the  next  meeting 
of  the  Common  Council. 

§  46.  In  order  that  the  members  of  the  Common  Council,  how  aww- 

mon,  Affilst- 

Enfidneers,  and  Fire  Wardens  may  be  more  readily  distin-  aa«8,    Enei- 
guished  at  fires,  the   Mayor,   Aldermen,  and  Assistants,  J^i^^ro^  b^ 
shall  severally  bear,  on  those  occasions,  a  wand  wuth  a  ^«"°k"*»*»- 
gilded  flame  at  the  top,  and  each  of  the  engineers  shall 
wear  a  leathern  cap,  painted  white,  with  a  gilded  front 
thereto,  and  a  fire-engine  blazoned  thereon,  and  shall  also 
carry  a  speaking-trumpet,  painted  black,  with  the  words, 
"  Chief  Engineer,"  "Engineer  No.  1,"  as  the  case  may  be, 
in  white,  which  shall  also  be  painted  on  their  caps  respec- 
tively ;   and  each  of  the  Fire  Wardens  shall  wear  a  hat, 
with  the  brim  black,  the  crown  painted  white,  and  the  city 
arms  blazoned  on  the  front,  and  shall  also  carry  a  speaking- 
trumpet  painted  white,  with  the  word  "  Warden  "  in  black 
painted  thereon. 

%  47.  The  foremen  of  engine  companies  and  the  firemen  oipnofthe 
shall,  when  on  duty,  wear  leathern  caps,  in  the  form  here- 
tofore used ;  and  the  said  caps  shall  be  painted  and  distin- 
guished in  the  manner  following,  viz. :  the  cap  of  each 
foreman  shall  be  painted  black,  with  a  white  frontispiece, 
and  the  word  "  Foreman,"  with  the  initials  of  the  name  of 
the  foreman  and  the  number  of  the  engine  to  which  he  be- 
longs, painted  thereon  in  black ;   the  cap  of  each  fireman 


286  CITY  LAWS. 

shall  be  painted  black,  with  the  initials  of  the  name  of  the 
fireman  and  the  number  of  the  engine  to  which  he  belongs, 
painted  in  front  thereof  in  white.  The  foreman  of  eadi 
of  the  hook  and  ladder  companies  shall  wear  a  cap,  paint- 
ed black,  with  a  white  frontispiece,  and  the  word  "  Fore- 
man," and  the  initials  of  his  name,  and  the  number  of  the 
company  to  which  he  belongs,  and  a  hook  and  ladder  paint- 
ed thereon  in  black ;  and  each  member  of  the  hook  and 
ladder  companies  shall  wear  a  cap  painted  black,  with  the 
initials  of  his  name  and  the  number  of  the  company  to 
which  he  belongs,  with  a  hook  and  ladder  painted  in  front 
thereof  in  white ;  and  each  foreman  of  the  fire  hose  com- 
panies shall  wear  a  cap  painted  black,  with  a  white  frontb- 
piece  and  the  word  "  Foreman,"  and  the  initials  of  his  name 
and  the  number  of  the  company  to  which  he  belongs,  and  a 
coil  of  hose,  painted  thereon  in  black  ;  and  each. member  of 
the  said  said  fire  hose  companies  shall  wear  a  cap  painted 
black,  with  the  initials  of  his  name,  and  the  nimiber  of  the 
company  to  which  he  belongs,  with  a  coil  of  hose  painted 
thereon  in  white ;  and  the  assistant  to  each  respective  com- 
pany shall  wear  a  cap  painted  in  the  same  manner  as  that 
of  the  foreman  of  the  company,  with  the  word  "  Assistant" 
in  lieu  of  the  word  "  Foreman."  And  that  it  shall  be  the 
duty  of  the  Chief  Engineer  to  report  to  the  Conunon  Coun- 
cil the  name  of  every  person  who  shall  neglect  or  refuse  to 
comply  with  the  foregoing  requisitions,  which  said  person 
shall  thereupon  be  removed  from  his  office. 

A!dttrm  n  ^  48.  Tlic  uamcs  and  places  of  abode  of  the  members  of 
Mu,  ifre  the  Common  Council,  Engineers,  Fire  Wardens,  and  Fore- 
Fwomen.'nnd  mcu  of  tlic  rcspcctivc  compauics,  and  bell-ringers,  shallt 
5J^i^''^ir*  annually,  in  the  month  of  June,  be  printed,  and  set  up  in 
the  watch-  ^}jg  several  watch-houses,  by  the  City  Inspector ;  and  when- 
ever any  fire  shall  happen  in  the  night,  the  watch  shall 
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notice  to  each  of  the  members  of  the  Common  Council, 
neers,  Fire  Wardens,  Foremen,  and  bell-ringers  within 

respective  watch  districts ;  and  it  shall,  moreover,  be 
luty  of  every  watchman,  upon  the  breaking  out  of  any 
to  alarm  the  citizens  by  crying  fire,  and  mentioning  the 
it  where  it  may  be,  so  that  the  firemen  and  citizens  may 
jby  be  directed  where  to  repair ;  and  if  any  watchman 

neglect  so  to  do,  he  shall  forfeit  and  pay  the  sum  of 
^joUar;  and  if  it  shall  happen  that  a  chimney  only  shall 
Q  fire,  either  by  day  or  by  night,  the  fire-bell  at  the 
Hall,  and  the  bells  of  the  several  churches  in  this  city, 

not  be  rung ;  but  only  on  occasions  where  a  building 

be  proclaimed  to  be  on  fire ;  and  it  is  enjoined  on  the 
pants  to  place  a  lighted  candle  at  the  windows  of  their 
sctive  buildings,  where  fire  may  happen  at  night,  in 
r  that  the  citizens  may  pass  along  the  streets  with  the 
ber  safety. 

49.  A  watchman  shall,  at  all  times,  be  stationed  in  the    waiefaman 

to  b«  stetioD- 

»la  at  the  City  Hall,  for  the  purpose  of  giving  alarms  ^  ^^  «^^ 
•e  whenever  cause  thereof  shall  arise ;  the  Chief  Engi- 
,  by  and  with  the  consent  of  the  Mayor,  shall  appoint 
mpetent  number  of  persons  to  perform  the  duty  of 
.  watchmen,  day  and  night ;  and  they  shall  be  severally 
)vable  by  the  Chief  Engineer,  and  at  all  times  during 
light  be  subject  to  the  rules  and  regulations  of  the 
ch  Department,  and  the  authority  of  the  officers  of  the 
5h ;  and,  as  such,  members  of  the  Watch  Department. 

50.  On  the  occurrence  of  any  fire,  the  City  Hall  bell  jo^l^e^"?,^ 
[  be  rung  by  the  watchman  on  duty  in  the  cupola,  and  f^J^  *l?.'^of 
ringing  thereof  shall  be  continued  during  the  continu-  Sig  b^u.'*"*" 
I  of  the  fire,  and  he  shall  give  notice  of  the  locality  of 

fire  by  ringing  said  bell  in  a  manner  which  shall  be 


ruug. 
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inscribed  by  direction,  to  be  given  by  the  Conunittee  on 
Fire  and  Water,  and  Chief  Engineer,  and  by  hanging  out  a 
light  in  the  direction  of  the  fire ;  and  for  neglect  of  any  of 
the  duties  required  by  this  law,  he  shall  be  remoired  from 
office  by  the  Chief  Engineer  or  Captain  of  the  Watch* 

Bolls  tob9  §  51.  That  upon  the  happening  of  any  fire,  the  several 
watch-house  and  market  bells  shall  be  rung,  and  also  all 
other  alarm  bells,  and  the  same  shall  be  done  whenever  any 
one  alarm  bell  shall  ring,  and  the  ringing  thereof  shall  be 
continued  until  the  ringing  of  the  City  Hall  bell  shall  be 
stopped. 

&r*to^^'  ^  ^^'  '^^^*  ^^^  watchmen,  bell-ringers,  and  other  persons 
SiTwt.  ^**  ^^  officers  charged  with  the  ringing  of  bells  in  cases  of  fire, 
shall,  on  neglect  to  comply  with  the  requisitions  of  this 
law,  be  removed  from  office,  by  the  person  or  authority 
having  power  to  remove  him,  on  such  person  or  authority 
being  credibly  infonned  of  such  neglect,  and  he  shall  not 
be  re-appointed  to  that  or  any  other  office  under  the  Cor- 
poration, within  one  year  after  such  removal. 

mS^lo^fe-      ^  ^^'  ^^^  Chief  Engineer  is  hereby  required  to  report 
SoJiJ^  ^^to  the  Common  Council  all  cases  of  neglect  on  the  part  of 

the  bell-ringers  to  churches  to  ring  their  bells  on  alarms 

of  fire. 

wSS^lS're^  §  54.  The  Captains  of  the  Watch,  respectively,  shall 
SJJ  fo7*^-  remove  from  office  every  watchman  who  shall  fail  or  ne- 
glect to  give  the  notice  and  alarm  of  fire,  by  crying  fire, 
and  mentioning  the  street  where  it  may  be,  as  required  by 
the  fifty-first  section  of  this  ordinance,  and  such  removal 
shall  be  made  by  such  captain,  on  his  being  credibly  in- 
formed thereof,  by  any  member  or  officer  of  the  Fire  De- 
partment. 


lect. 
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^  55.  It  shall  be  the  duty  of  the  marshals  and  constables  cjoaiabie* 
to  repair,  immediately  on  the  alarm  of  fire,  with  their  ^*«nd 
staves  of  office,  to  the  place  where  such  fire  may  be;  and 
report  themselves  to  the  High  Constable,  or  Alderman  or 
Assistant  Aldennan  of  the  ward  in  which  such  fire  may 
happen ;  and  to  conform  to  such  orders  as  may  be  givei^ 
them  by  the  Mayor,  or  any  one  of  the  Aldermen  or  As- 
sistants, for  the  preservation  of  the  public  peace,  and  the 
removal  of  all  idle  and  suspected  persons,  or  others  not 
actually  or  usefully  employed  in  aiding  the  extinguishment 
of  such  fire,  or  in  the  preservation  of  property  in  the  vi- 
cinity thereof;  and  if  any  marshal  or  constable  shall  not 
attend  at  such  fire,  or  shall  neglect  so  to  report  himself, 
or  to  obey  any  order  that  shall  be  given  him  as  aforesaid, 
he  shall,  unless  he  has  a  reasonable  excuse,  to  be  deter- 
mined by  the  Mayor,  forfeit  and  pay  the  sum  of  five  dol- 
lars for  each  ofiense. 

§  56.  If  any  chimney,  stove-pipe,  or  flue  within  this  city,       PenAiir 
shall  take  fire,  the  occupant  of  the  house  to  which  such  being oo  Are 
chimney,  stove-pipe,  or  flue  appertains,  shall  forfeit  and 
pay^re  dollars. 

§  67.  All  carpenters  or  others  making  or  using  shavings,  ^^^^^^* 
shall  respectively,  at  the  close  of  each  day,  cause  the  same  f^    ■***^* 
to  be  securely  stowed  in  some  safe  place,  remote  fyom 
danger  by  means  of  fire,  under  the  penalty  oi  Jive  dollars 
for  each  omission  so  to  do. 


0lre«'t9. 


^  58.  No  person  shall  kindle  any  fire,  or  furnish  the  ,,or  Area  in 
materials  for  any  fire,  to  be  made  in  any  street,  road,  or 
lane,  or  any  pier  or  bulkhead  in  this  city,  except  for  the 
purpose  of  boiling  tar,  which  fire  shall  not  be  more  than 
six  feet  from  the  bulkhead  or  the  end  of  the  pier,  under  the 
penalty  of  ten  dollars  for  every  such  ofiense. 

19 
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Hv  aod  §  59.  No  person  shall  have,  put,  or  keep  any  bay  or 
to  be  piftood.  straw,  uncovered,  in  any  stack  or  pile,  or  in  any  other  way 
exposed,  within  one  hundred  yards  of  any  building  to  the 
southward  of  Fourteenth  street,  or  shall  have,  put,  or  keep, 
to  the  southward  of  said  line,  any  hay,  straw,  hemp,  flax, 
shavings,  or  rushes,  in  any  building  not  built  of  stone  or 
brick,  and  covered  with  tile  or  slate,  or  other  fire-proof 
materials,  which  is  or  shall  be  within  ten  feet  of  any  dwell- 
ing-house or  chimney  whatsoever,  under  the  penalty  of 
twenty-Jive  dollars  for  every  such  offense,  and  the  further 
penalty  of  ten  dollars  for  every  twenty-four  hours  the  same 
shall  so  remain,  after  a  printed  or  written  notice  has  beai 
given,  to  the  owner  or  person  having  charge  thereof,  by 
any  Fire  Warden,  to  remove  the  same. 

ctadias,      %  60.  No  owner  or  occupant  of  any  stable  within  this 

QMd  la  fu.  city,  or  any  person  in  the  employment  of  such  owner  or 

occupant,  shall  use  therein  any  lighted  candle  or  lamp, 

except  the  same  shall  be  securely  kept  within  a  lantern, 

under  the  penalty  of  ten  dollars  for  every  such  offense. 

renAities,  %  61.  All  the  fines,  penalties,  and  forfeitures  imposed  by 
printed.  this  law,  on  the  members  of  the  Fire  Department,  for  not 
attending  to  fires,  shall,  when  received,  be  paid  to  the 
treasurers  of  the  respective  companies  aforesaid,  in  which 
the  delinquencies  may  happen,  for  the  use  and  benefit  of 
said  companies ;  and  all  the  other  fines,  penalties,  and  for- 
feitures imposed  by  this  law,  shall,  when  recovered,  be 
paid  to  the  Treasurer  of  the  "  Fire  Department  of  the  City 
of  New  York,"  for  the  use  and  benefit  of  the  said  Fire  De- 
partment. The  Chief  Engineer  shall,  annually,  on  the 
second  Monday  of  December,  in  each  year,  report  to  the 
Common  Oouncil  the  amount  of  the  sums  which  may  be 
received  by  the  Fire  Department  of  the  City  of  New  YoA, 
and  the  application  thereof. 
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62.  It  shall  be  lawful  for  the  Fire  Department  of  the     PBuattai, 
'  of  New  York,  and  for  the  respective  companies  before  «>• 
tioned,  or  persons  duly  authorized  by  them,  to  receive, 

for,  and  recover,  in  the  name  of  the  Mayor,  Aldermen, 
Commonalty  of  the  City  of  New  York,  all  the  fines, 
aties,  and  forfeitures  hereby  imposed  and  appropriated 
lieir  respective  uses  as  aforesaid,  except  the  penalty 
tioned  in  the  thirty-eighth  section  of  this  law. 

63.  No  person  shall  be  elected  a  fireman  until  he  shall  rtrvam 
\  attained  the  age  of  twenty-one  years ;  and  it  shall  be  «iM:t«d  under 
luty  of  the  foremen  of  the  respective  fire  companies,  '"•^'•^ 
n  they  report  to  the  Chief  Engineer  the  names  of  the 

3ns  elected  firemen,  to  certify  that  the  persons  so 
ed  are  at  least  twenty-one  years  of  age. 

4.  It  shall  be  the  duty  of  the  Clerk  of  the  Common  certificates. 
•il  to  furnish  the  certificates,  required  to  be  furnished 
firemen,  without  fee  or  reward. 

,  It  shall  be  the  special  duty  of  the  Mayor,  to  see      Appomt- 

is  ordinance  is  carried  into  full  effect.     This  ordi-w^touk* 

^hall  take  effect  immediately  after    the  passage 

and  the  first  appointment  of  Chief  and  Assistant 

*8,  under  this  ordinance,  shall  take  place  on  or 

\  first  Tuesday  of  June  next. 

''othing  contained  in  this  ordinance  shall  deprive 
on  Council  of  the  power  to  repeal  or  alter  the 
ly  time  they  may  think  proper. 

'  laws,  or  parts  of  laws,  relating  to  the  New 
department,  heretofore  passed  by  the  Common 
hereby  declared  to  be  repealed. 

the  Board  of  Aldermen,  April  23,  1838. 
the  Board  of  Assistants,  May  4,  1838. 
>y  the  Mayor,  May  7,  1838. 
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«n^  Whereas^  The  recent  ordinance  passed  by  the  Common 
Council,*  in  relation  to  the  Fire  Department,  the  compinj 
known  as  the  hydrant  company  was  accidently  omitted  to 
be  embraced  in  said  ordinance  ;  therefore, 

Resolved,  That  the  words ''  hydrant  company*'  be  inserted 
in  section  first,  and  the  word  '^hydrant'*  in  section  thirtf- 
one  of  the  said  ordinance,  in  the  fourth  and  seventh  Uimi 
thereof;  and  that  the  words  *'  fire-engine"  be  abo  inserted 
in  the  sixth  line  of  said  section. 

Adopted  by  the  Board  of  Assistants,  May  7,  1838. 

Adopted  by  the  Board  of  Aldermen,  May  8,  1838. 

Approved  by  the  Mayor,  May  9,  1838. 


AN  ORDINANCE  relative  to  Commissioners  of  Fires. 

The  May  or  y  Aldermen,  and  Commonalty  of  t/u  City  (fNeu 
York,  in  Common  Council  convened,  do  ordain  as  follow: 

GomxDis-     ^  1.  The  Common  Council  may  appoint  three  perBoni 

fdonore      of  _ 

fl^^-  Commissioners,  to  investigate  the  causes  of  fires  in  the  citj 

of  New  York,  who  shall  hold  their  office  during  the  ple^ 
sure  of  the  Common  Council,  and  shall  receive  a  compen- 
sation at  and  after  the  rate  of  one  thousand  dollars  per 
annum. 

Dutict.  ^  2.  It  shall  be  the  duty  of  the  said  CommissionerB  to 
attend  all  fires  which  shall  occur  in  the  city  of  New  York, 
and.  immediately  after  each  fire,  to  investigate  the  cause 
thereof,  and  inquire  and  ascertain,  as  nearly  as  may  be,  in 
what  manner  the  same  originated,  and  particularly,  whe- 
ther by  design  or  by  negligence,  by  defect  in  the  construc- 
tion of  the  building,  or  the  manner  of  warming  or  lighting 

•  The  ordinance  referred  to  Is  the  geoenl  wdtoence,  ai^npored  Urj  Ttb,  IW. 
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it ;  by  the  business  carried  on  in  such  building,  or  in  the 
manner  in  which  it  was  conducted,  or  by  the  combination 
of  materials  liable  to  spontaneous  combustion. 

^  3.  It  shall  further  be  the  duty  of  the  said  Commission- 
ers to  keep  a  record  of  their  proceedings,  and  of  the  evidence 
taken  by  them  in  each  case,  and  to  file  a  report  of  their 
proceedings  in  each  case,  together  with  a  copy  of  the  evi- 
dence taken,  and  their  opinion  as  to  the  cause  or  origin  of 
the  fire,  in  the  office  of  the  Clerk  of  the  Common  Council ; 
and  they  shall  be  authorized  to  employ  such  clerk  or  agent, 
at  a  compensation  to  be  fixed  by  them,  and  to  provide  for 
such  stationery  and  other  expenses  as  they  may  deem 
necessary,  to  an  amount,  in  the  whole,  including  such  com- 
pensation and  expenses,  not  exceeding  one  thousand  dollars 
per  annum,  to  be  audited  by  the  Comptroller. 

§  4.  A  summons  or  subpoena,  in  the  name  of  the  Mayor,  |„oJ^^Yub^ 
Aldermen,  and  Commonalty  of  the  City  of  New  York,  and  '^"^ 
subscribed  with  the  names  of  a  majority  of  the  said  Com- 
missioners, may  be  issued  by  the  said  Commissioners,  re- 
quiring any  person  or  persons  in  the  city  of  New  York,  to 
attend  before  them,  and  testify,  upon  oath  or  affirmation, 
concerning  any  fires  in  the  city  of  New  York. 

§  6.  Every  person  who,  having  been  personally  served       rw«J»7 
with  such  summons  or  subpcena,  shall  neglect  or  reiuse  to 
attend  before  the  said  Commissioners,  or  shall  refuse  to  tes- 
tify, under  oath  or  affirmation,  shall,  for  every  offense,  for- 
feit the  sum  of  twenty-five  dollars. 

^  6.  That  this  ordinance  shall  take  effect  on  the  first  day 
of  August  next,  providing  the  sum  of  four  thousand  dollars 
shall  be  previously  paid  into  the  city  treasury,  by  one  or 
more  of  the  insurance  companies  of  the  city  of  New  York, 
for  the  purpose  of  defrajdng  the  expenses  incurred,  and 
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shall  continue  in  force  (unless  repealed)  so  long  as  one  or 
more  of  the  said  insurance  companies  shall,  on  or  before 
the  first  day  of  June,  in  each  year,  pay  into  the  city  treas- 
ury the  sum  of  four  thousand  dollars,  for  the  purpose  of 
defra3ring  the  expense  ;  and  that  on  failure  to  make  such 
payment,  this  ordmance  shall  expire  on  the  first  day  of 
August  succeeding  such  failure. 

Passed  by  the  Board  of  Aldermen,  July  2,  1838. 

Passed  by  the  Board  of  Assistants,  July  9,  1838. 

Approved  by  the  Mayor,  July  10,  1838. 


AN  ORDINANCE  to  amend  the  law  relating  to  Jires  and  the 
Fire  Department  of  the  City  of  New  Yorkf  approved  by  the 
Mayor f  May  7,  1838. 

nre  com-     §  1    It  shall  be  the  duty  of  each  and  every  fire  company, 
otoyOiior.    in  going  to,  or  returning  from  any  fire,  or  alarm  of  fire,  or 
removing  their  apparatus  from  their  respective  places  of 
deposit,  to  obey  the  orders  of  the  Chief  or  other  engineer. 

penaitj.  ^  2.  And  lu  casc  any  foreman  or  assistant  foreman,  or 
any  other  fireman  having  charge  of  any  fire  company,  di&- 
obe3ring,  or  refusing  to  obey  any  order  or  direction  given 
by  the  Chief  or  other  engineer,  shall,  for  such  offense,  be 
expelled  from  the  Fire  Department. 

§  3.  The  word  "  permission"  shall  be  stricken  out,  and 
the  word  "  direction"  shall  be  inserted,  in  the  third  and 
fourth  lines  from  the  bottom  of  page  10,  section  thirty-one, 
of  the  law  named  above. 

Passed  the  Board  of  Aldermen,  December  17,  1838. 
Passed  the  Board  of  Assistants,  December  24,  1838. 
Approved  by  the  Mayor,  December  28,  1838. 
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1839. 

AN  ORDINANCE  to  amend  an  ordinance  eiititled  ^^An  ordi" 
nance  to  amend  and  modify  the  hws  and  ordinances  now  in 
force  relating  to  fires  and  the  Fire  Department  of  the  City  of 
New   Yorkj  and  reduce  them  into  one  act^'^  passed  May  7, 
1838. 

§  1.  The  second  section  of  the  said  ordinance  is  hereby  ^^^^^ 
amended  by  inserting  the  word  "  engineers,"  between  the  «»®°»*n*'«^ 
words  "  the"  and  **  foremen,"  in  the  third  line  of  the  said 
section,  so  that  the  second  section,  as  amended,  shall  read 
as  follows :  "  The  Chief  Engineer  shall  be  nominated  by 
the  engineers,  foremen,  and  assistant  foremen  ;  and  the  As- 
sistant Engineer  by  the  engineers,  foremen,  and  assistant 
foremen  of  the  fire  companies,  respectively,  to  the  Com- 
mon Council,  for  appointment,  and  shall  hold  their  respec- 
tive offices  during  the  pleasure  of  the  Conmion  Council." 

§  2.  The  eighth  section  of  the  said  ordinance  is  hereby  vacu 
amended  by  inserting  the  word  **  engineers,"  between  the  ftaeor,  ik 
words  **the"  and  "  foremen,"  in  the  seventh  line  of  the  said 
section,  so  that  the  said  section,  as  amended,  shall  read  as 
follows  :  "  Whenever  any  vacancy  shall  occur  in  the  office 
of  Chief  Engineer,  it  shall  be  the  duty  of  the  Senior  As- 
sistant Engineer  to  notify  the  engineers,  foremen,  and  as- 
sistant foremen  to  meet  at  such  time  and  place  as  the  said 
engineer  shall  designate,  and  they  shall,  as  aforesaid,  by 
joint  ballot,  designate,  from  the  whole  body  of  firemen,  and 
a  majority  of  votes  shall  be  given  to  the  person  whom  they 
may  wish  to  fill  such  vacancy." 
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^  3.  The  seventh  section  of  the  said  ordinance  is  hereby 
repealed. 

^  4.  The  ninth  section  of  the  said  ordinance  is  amended 
by  striking  out  the  words  "  seventh  and,"  in  the  fifth  line. 

Boad.  ^5.  The  fifth  section  of  the  said  ordinance  is  hereby 

amended,  by  adding,  at  the  end  thereof,  the  following: 
'*  He  shall  also  give  a  bond,  with  sufficient  sureties,  to  be 
approved  by  the  Finance  Committees  of  both  Boards,  in 
the  penal  sum  of  five  thousand  dollars,  conditioned  for  the 
faithful  performance  of  the  duties  of  his  office;"  so  that  the 
said  section,  as  amended,  shall  read  as  follows :  "  The  Chief 

8ft!arjr.  Engineer  shall  receive  for  his  services  a  yearly  salary  of 
one  thousand  two  hundred  dollars,  payable  quarterly ;  and 
shall,  before  entering  upon  the  duties  of  his  office,  take  and 
subscribe  an  oath  or  affirmation,  well  and  faithfully  to 
perform  such  duties ;  he  shall  also  give  a  bond,  with  suffi- 
cient security,  in  sureties,  to  be  approved  by  the  Finance 
Committees  of  both  Boards,  in  the  penal  sum  of  five  thou- 
sand dollars,  conditioned  for  the  faithful  performance  of 
the  duties  of  his  office." 

Passed  the  Board  of  Assistants,  February  25,  1839. 

Passed  the  Board  of  Aldermen,  February  26^  1839. 

Approved  by  the  Mayor,  February  28,  1839. 


AN  ORDINANCE.     Ofjircs  and  the  Fire  Department. 

Passed  April  23d,  1839. 

The  Mayor f  Aldermen^  and  Commonalty  of  the  City  of  New- 
Yorky  in  Common  Council  convened^  do  ordain  asfoUom: 

lire  D^      41.  The  Fire  Department  of  the  said  city  shall  consist 
whomtooM-  0f  a  Chief  Engineer,  nine  Assistant  Engineers,  a  Water 
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Purveyor,  hydrant  compaDy,  and  as  many  Fire  Wardena, 
fire-enginemen,  hoscmen,  and  hook  and  ladder  men,  as  are 
or  may,  from  time  to  time,  be  appointed  by  the  Common 
Council,  and  who  shall  respectively  be  distinguished  by 
the  several  appellations  aforesaid. 

^  2.  The  Chief  Engineer  shall  be  nominated  by  the  engi-   ^^  ^^ 
neers,  foremen,  and  assistant  foremen ;   and  the  Assistant  ^JJJ^  h*JS 
Engineers  by  the  foremen  and  assistant  foremen  of  the  fire  '^p®******* 
companies^  respectively,  to  the  Common  Council,  for  ap- 
pointment, and  shall  hold  their  respective  offices  during 
the  pleasure  of  the  Common  Council. 

§3.  The  Water  Purv^eyor  shall  be  appointed  by,  and    Y^^tcrrur- 
shall  hold  his  office  during  the  pleasure  of  the  Common 
Council. 

§  4.  The  Chief  Engineer  shall,  in  all  cases  of  fire,  have  raiy  ..r 
the  sole  and  absolute  control  and  command  over  all  the  ^^^r- 
engineers  and  other  persons  connected  with  the  Fire  De- 
partment ;  it  shall  be  the  duty  of  the  Chief  Engineer  to 
direct  the  other  engineers  to  take  proper  measures  to  arrange 
the  several  fire-engines  in  the  most  advantageous  manner, 
and  to  cause  them  to  be  duly  worked  for  the  efiectual 
extinguishment  of  fires ;  it  shall  also  be  the  duty  of  the 
said  Chief  Engineer  to  examine,  twice  in  every  year,  into 
the  condition  and  number  of  the  fire-engines  and  other  fire 
apparatus,  and  fire-engine  houses,  and  to  report  the  same, 
once  a  year,  to  the  Common  Council,  together  with  the 
names  of  all  the  members  of  the  Fire  Department,  and  the 
respective  associations  to  which  they  belong ;  it  shall  also 
be  the  duty  of  the  Chief  Engineer  to  report,  in  writing,  all 
accidents  by  fire  that  may  take  place  in  this  city,  with  the 
causes  thereof,  as  well  as  they  can  be  ascertained,  and  the 
number  and  description  of  buildings  destroyed  or  injured. 
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together  with  the  names  of  the  owners  and  occupants,  to 
the  City  Inspector,  who  shall  keep  an  accurate  register  of 
the  same. 

8«^"7  §5.  The  Chief  Engineer  shall  receive  for  his  services  a 

yearly  salar}^  of  one  thousand  two  hundred  dollars,  payable 
quarterly ;  and  shall,  before  entering  upon  the  duties  of  Ms 
office,  take  and  subscribe  an  oath  or  affirmation  well  and 
faithfully  to  perform  such  duties.  He  shall  also  ^ve  a  bond, 
with  sufficient  security,  in  sureties  to  be  approved  by  the 
Finance  Committees  of  both  Boards,  in  the  penal  sam  cf 
five  thousand  dollars,  conditioned  for  the  faithful  perform- 
ance of  the  duties  of  his  office. 

varaiiry  ^  6.  jn  casc  of  auy  vacancy  in  the  office  of  Chief  Engi- 
neer, the  senior  engineer  shall  discharge  the  duties  of  Chief 
Engineer  until  the  vacancy  shall  be  filled. 

Vacancy  ;n  ^7.  ^Vllencvcr  any  vacancy  shall  occur  in  the  office  of 
juriuunt.  Chief  Engineer,  it  shall  be  the  duty  of  the  senior  Assistant 
Engineer  to  notify  the  engineers,  foremen,  and  assistant 
foremen,  to  meet  at  such  time  and  place  as  the  said  engi- 
neer shall  designate  ;  and  in  case  of  a  vacancy  among  the 
Assistant  Engineers,  the  Chief  Engineer  shall  notify  the 
engineers,  foremen,  and  assistant  foremen,  to  meet  at  such 
place  and  time  as  the  said  engineer  shall  designate,  and 
they  shall,  as  aforesaid,  by  joint  ballot,  designates  from  the 
whole  body  of  firemen,  by  a  majority  of  votes  which  shall 
be  given,  the  person  whom  they  may  wish  to  fill  such  va- 
cancy. 

i>t;fy  of  §8.  It  shall  be  the  duty  of  the  Chief  Enfiineer  or  senior 
*'*rtiirararf  engineer  to  certify,  under  his  hand,  to  the  Common  Coud- 
nXi  ''iV^'  c^l»  *^^  names  of  the  persons  who  may,  from  time  to  time, 
al^di"      be  designated,  pursuant  to  the  provisions  of  the  seventh 
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action  of  this  ordinance,  for  the  respective  offices  for  which 
dey  may  have  been  nominated ;  to  the  end  that,  if  ap- 
roved  of  by  the  Common  Council,  they  may  be  appointed. 

§  9.  It  shall  be  the  duty  of  the  said  Chief  Engineer,  un-  _  Duty  of 
er  the  direction  of  the  Joint  Committee  on  Fire  and  Water,  «^eor- 
rhenever  any  of  the  fire-engines,  hose-carts,  trucks,  hooks 
ad  ladders,  and  other  fire  apparatus  shall  require  to  be  re- 
aired,  to  cause  the  same  to  be  well  and  sufficiently  done. 
\  shall  also  be  his  duty  to  advertise  for  estimates  for  the 
onstruction  of  all  new  fire-engines,  and  other  apparatus, 
^hich  may  be  ordered  by  the  Common  Council,  and  to  sub- 
dt  all  such  estimates,  when  received  by  him,  to  the  Com- 
dttee  on  PHre  and  Water,  for  their  approval,  previous  to 
ny  such  contract  being  concluded  for  any  such  fire-engine 
r  other  apparatus.  It  shall  also  be  his  duty  to  superintend 
le  repairing  of  all  fire-engines  and  apparatus  which  may 
B  sent  to  the  public  yard  for  that  purpose,  and  generally 
)  see  that  the  fire-engines  and  other  apparatus  are  kept  in 
ood  and  sufficient  order  for  use.  It  shall  also  be  his  duty 
\  superintend  the  making  of  all  hose,  ladders,  hooks,  and 
^er  fire  apparatus  used  for  extinguishing  fires. 

^10.  The  Superintendent  of  Buildings  and  Chief  Engi-  .  owEn- 
Ber,  under  the  advice  of  the  Committee  on  Fire  and  Water,  ^f  '<*  ^ 
•e  authorized  to  sell,  for  cash,  any  old  and  condemned  fire- 
igines  and  hose  deposited  at  the  public  yard.  They  shall 
ly  the  money  received  for  such  engines  or  hose,  when 
Jd,  to  the  City  Treasurer,  and  deposit  the  receipts  for  such 
ioney  with  the  Comptroller. 

§  11.  All  bills  for  expenditures  incurred  by  or  under  the    Birmto  b* 
lection  of  the  said  Chief  Engineer  shall,  previous  to  the  coni°»»ttoo. 
lyment  thereof,  be  examined  by  the  said  Committee  on 
ire  and  Water,  and  when  approved  of  by  them,  be  signed 
^  the  said  Chief,  and  paid. 
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Water  riir-     ^12.  Thc  Water  Purveyor  shall,  before  entering  upon 
^yor,  «i    ^j^^  duties  of  his  office,  take  and  subscribe  an  oath  or  aflS^ 
mation,  well  and  faithfully  to  perform  the  said  duties. 

*^-  ^13-  The  said  Water  Purveyor  shall  give  a  bond,  ^rifli 

sufficient  surety  or  sureties,  to  be  approved  of  by  the  Fi- 
nance Committee  of  both  Boards,  conditioned  for  the  fiutb- 
ful  performance  of  the  duties  of  his  office. 

Salary.  ^  14,  The  Said  Water  Purveyor  shall  receive  for  hii 

services  a  yearly  salary  of  one  thousand  dollars,  payable 
quarterly. 

waS"*Fu?^     ^  ^'^'  ^^  ^^^^^  ^^  ^^®  ^^^y  ^^  ^^®  ^^  Water  Purveyor 
ve/or.        ^Q  ^^^Q  charge  of  the  public  reservoirs  and  establishments 

for  water  for  the  extinguishment  of  fires,  and  to  see  that 

the  same,  and  all  the  apparatus  and  machinery  belonging 

thereto,  and  oJl  the  public  hydrants,  are  kept  in  good 

order. 

Hill  duty  §  16.  It  shall  be  the  duty  of  the  said  Water  Purveyor 
^^  to  superintend,  in  person,  thc  laying  down  of  all  such 
water-pipes  as  may  be  ordered  by  the  Common  Council, 
and  generally  to  take  charge,  and  to  have  the  care  and 
superintendence  of  all  public  works  erected  or  undertaken 
for  the  purpose  of  procuring  or  keeping  a  supply  of  watff 
for  the  extinguishment  of  fires. 

Advori:«3     ^  17.  It  shall  be  the  dutv  of  the  said  Water  Purveyor 

for    esli-  ^  .  /.'       11  t  1-  1 

"^^*-  to  advertise  for  estimates  for  all  public  works  connected 
with  his  department,  or  for  the  repairing  or  altering  thereof, 
except  thc  laying  down  and  repairing  water-pipes,  the  ex- 
pense of  which  may  not,  in  his  judgment,  exceed  the  som 
of  five  hundred  dollars. 

Plight  re      ^18.  In  all  cases  of  slight  repairs,  the  expense  whereof 
shall  not  exceed  the  above  sum,  the  said  Water  Purveyor 
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cause  the  -same  to  be  done  without  advertismg  for 
estunates. 

19.  All  estimates  which  may  be  received  by  the  said  job^iibSJiv 
er  Purveyor  for  the  expense  of  the  work  to  be  done  ^ 

T  his  superintendence,  or  for  his  department,  shall  be 
litted  by  him  to  the  Committee  on  Fire  and  Water,  for 
•  approval,  previous  to  any  contract  being  concluded 
he  same. 

20.  All  bills  for  expenditures  incurred  by  or  under  the  exSiu»^  5? 
jtion  of  the  said  Water  Purveyor  shall,  previous  to  the  STFu-o^^d 
aent  thereof,  be  examined  by  the  said  Committee  on 

and  Water,  and  when  approved  of  by  them,  signed  by 
Water  Purveyor,  and  paid. 

21.  So  many  of  the  freeholders  or  freemen  of  the  said  Firowwi 
as  the  Common  Council  may  deem  proper,  shall,  from 

to  time,  be  appointed  in  each  of  the  wards  of  said 
to  be  denominated  Fire  Wardens ;  each  of  whom  shall 
assigned  and  attached  by  the  Mayor  of  the  said  city, 
ich  company  of  firemen,  having  charge  of  a  fire-engine, 
ly  other  fire  apparatus,  as  he  shall  think  proper ;  and 
.  report  himself  to  the  Chief  or  other  engineer,  at 
y  fire.  And  each  Fire  Warden  shall  have  a  certificate, 
;r  the  seal  of  the  mayoralty,  stating  his  appointment 
Fire  Warden,  and  the  company  of  firemen  to  which 
[lall  be  attached. 

22.  The  Fire  Wardens  of  each  ward  shall  form  a  sepa-       Byiawi 
company ;  and  each  of  the  said  companies  shall  and  may  "iui,S" 
ee,  out  of  their  own  number,  a  foreman  and  clerk, 

ucb  manner  and  at  such  times  as  they  may  think 
•er;  and  each  company  may  make  rules  regulating 
time  and  manner  of  conducting  their  elections,  and 
Msing  such  fines  upon  the  members  as,  in  their  judg- 
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ment,  may  best  secure  the  performance  of  the  duties  of 
the  said  Fire  Wardens,  both  at  fires  and  at  visiting  tiie 
buildings,  and  in  other  duties  in  their  several  districts; 
and  any  disobedience  to  such  rules  shall  be  reported,  by 
each  company,  to  the  Common  Council,  and  shall  sabject 
the  Fire  Wardens,  so  disobeying,  to  removal  by  the  Com- 
mon Council. 

^vacancio?,  ^  03.  Whcncvcr  a  vacancy  shall  happen  in  any  of  the 
^^"^  said  companies,  the  company  in  which  the  same  shall 
happen,  may  recommend,  through  the  Chief  Engineer, 
to  the  Common  Council,  for  approbation,  a  suitable  pe^ 
son  to  fill  such  vacancy  ;  but  none  other  than  those  who 
have  been  firemen  at  least  three  years,  shall  be  so  recom* 
mended. 

«i"uf^*M  ^  ^^*  E"^"*^^  fireman  hereafter  recommended  through  the 
ui^w!!?S!' "^  Chief  Engineer,  to  the  Common  Council,  as  a  suitable 
person  to  be  appointed  as  a  Fire  Warden,  shall  be,  at  the 
time  of  such  recommendation,  an  actual  resident  and  m- 
habitant  of  the  ward  for  which  such  appointment  is  re- 
quired to  be  made. 

b«com^'*'vl^      ^  2^'  I^  ^^^  ^^y  ^^^^  Warden  shall  remove  from  the 

Sf?vai**°from  wurd  to  wliicli  hc  shall  have  been  appointed,  the  said  office 

*  ^"^  '     shall  be  deemed  vacant,  and  the  Cliief  Engineer  shall 

notify  the  company  of  Fire  Wardens  to  proceed  to  fill  the 

vacancy  there  made. 

iradCT  tb«*di'  ^  ^^'  '^^®  ^^  wardens,  when  attending  fires,  shall  be 
tSl«?°  Sigi-  subject  to  the  direction  of  the  Chief  Engineer,  and  the 
"**'"'  ^      other  engineers  of  the  Fire  Department. 

Dulles   of     ^  27.  It  shall  be  the  duty  of  the  said  Fire  Warden*, 

FTre.    Ward-         '         ^  "^ 

«*  immediately  on  the  alarm  of  fire,  to  repair  to  the  place 

where  it  may  be,  and  aid  and  assist  in  procuring  supplies 
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of  water  to  the  fire-engines  to  which  they  may  be  respect- 
ively assigned  and  attached,  and  to  such  other  engines  as 
the  Chief  Engineer  or  other  engineer  may  direct  them  to 
attend.  It  shall  also  be  the  duty  of  the  said  Fire  Wardens 
to  prevent  the  hose  from  being  trod  on,  and  to  keep  all 
idle  and  suspected  persons  at  a  proper  distance  from  the 
fire  and  the  vicinity  ;  and  the  citizens  are  hereby  enjoined 
to  comply  with  the  orders  and  directions  of  the  said  Fire 
Wardens,  in  the  premises. 

§  28.  Each  of  the  said  companies  shall  divide  their  ward  bo^^inJidS 
into  districls,  and  the  foreman  of  the  company  shall  attach  ^^^  diatricti 
one  or  more  of  the  members  of  said  company  to  each  of 
said  districts,  for  the  purpose  of  making  the  visitation 
and  examination  directed  in  the  next  following  section ; 
who  shall  keep  a  record  of  the  names  of  the  occupants  of 
the  houses,  and  the  numbers  of  the  same,  wherein  they 
shall  observe  any  violations  of  this  law  or  of  the  act  for 
the  more  efiectual  prevention  of  fires  ;  and  annually,  in  the 
month  of  January,  exhibit  a  transcript  of  the  same  to  their 
foreman,  and  the  said  foreman  shall  report  to  the  Chief 
Engineer,  in  the  month  of  June,  annually,  the  name,  resi- 
dence, and  occupation  of  each  of  the  wardens  of  his  com- 
pany ;  and  also  a  copy  of  the  record  to  be  kept  as  afore- 
said, under  the  penalty  of  fifty  dollars  for  each  and  every 
neglecty  to  be  recovered  in  an  action  of  debt,  from  the  said 
foreman,  by  the  Attorney  of  the  Corporation,  in  the  name 
of  the  Mayor,  Aldermen,  and  Commonalty  of  the  City  of 
New  York,  and  it  shall  be  the  duty  of  the  Chief  Engineer 
to  report  to  the  Mayor,  in  the  month  of  July,  annually,  a 
copy  of  the  aforesaid  return  and  record,  which  shall  be 
filed  in  his  oflSce. 

^  29.  It  shall  be  the  duty  of  the  said  Fire  Wardens,   Foremm  to 
twice  in  every  year,  viz.,  in  the  months  of  June  and  De-  SteP  ^. 
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ccmber,  and  as  much  oftener  as  they  may  think  proper,  to 
examine  the  dwelling-houses  and  other  buildings  in  their 
respective  wards,  for  the  purpose  of  ascertaining  all  violt- 
tions  of  any  act  in  force  for  the  more  effectual  prevention  of 
fires  in  New  York,  and  also  to  examine  the  fire-places,  hearths, 
chimneys,  stoves,  and  the  pipes  thereto,  ovens,  boilers,  ket- 
tles, and  also  all  chemical  apparatus  which,  in  their  opinion, 
may  be  dangerous  in  causing  or  promoting  fires,  and  abo 
the  places  where  ashes  may  be  deposited ;  and,  upon  finding 
any  of  them  defective  or  dangerous,  they,  or  either  of  them, 
shall  direct  the  owner  or  occupant,  either  by  a  printed  or 
written  notice,  to  alter,  remove,  or  amend  the  same,  in  such 
manner,  and  within  such  reasonable  time  as  they,  or  either 
of  them  may  deem  necessary ;  and  in  case  of  refusal  w 
neglect  so  to  do,  the  party  ofiending  shall  forfeit  and  pay 
twenty-five  dollars,  and  for  every  day  after  the  time  allot- 
ted  as  aforesaid  to  alter,  remove,  or  amend  the  same,  in 
conformity  with  the  directions  aforesaid,  the  party  so  ot 
fending  shall  forfeit  and  pay  the  further  sum  of  five  dollars ; 
and  all  the  expenses  of  any  removal,  alteration,  or  amend- 
ment as  aforesaid,  shall  be  paid  in  the  first  instance  by  Ae 
occupant,  but  shall  be  chargeable  against  the  owner  of 
such  dwelling-house  or  other  building,  and  shall  be  de- 
ducted from  the  rent  of  the  same,  unless  such  expense  be 
rendered  necessary  by  the  act  or  default  of  such  occupant, 
or  unless  there  be  a  special  agreement  to  the  contrary 
between  the  parties.  And  it  shall,  moreover,  be  the  duty 
of  the  Fire  Wardens,  or  either  of  them,  at  such  times  88 
aforesaid,  to  enter  into  and  examine  all  buildings,  liveiy 
or  other  stables,  hay  boats  or  vessels,  and  places  wb^ 
any  gunpowder,  hemp,  flax,  tow,  hay,  rushes,  fire-wood, 
boards,  shingles,  shavings,  or  other  combustible  mateiiak 
may  be  lodged,  and  give  such  directions  in  writing  in  the 
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prcmiseB,  aa  may  be  deemed  oecessary  by  them  or  him,  reUr 
tive  to  the  removal  thereof;  and  in  case  of  neglect  or  re- 
ftua)  on  the  port  of  the  possessor  of  each  combustible 
materials,  or  any  of  them,  to  remove  or  secure  the  same 
witliin  the  time  and  in  the  manner  directed  by  the  said 
Fire  Wardens,  or  either  of  them,  the  party  offending  shall 
forfeit  and  pay  twenty-five  dollars,  and  the  further  simi  of 
five  dollars  for  every  day's  neglect  to  remove  or  secure  the 
same,  after  being  so  notified. 

^  30.  The  duties  prescribed  by  the  foregoing  section,      WMym 
■hall  be  performed  within  each  district)  by  the  warden  or  *^™JJL^ 
wardens  attached  to  such  district,  who  shall  make  an  im-  '^    *"°'" 
mediate  report  to  the  foreman  (who  shall  record  the  same  in 
a  book  to  be  kept  for  that  purpose)  of  all  persons  neglect- 
mg  or  refusing  to  comply  with  the  orders  and  directions 
aforesaid,  together  with  the  circumstances  of  each  case,  and 
shall  also  make  report  whether  any,  and  what  cases  of  vio- 
lations of  the  laws  of  this  State,  prohibiting  the  cons^uction 
of  wooden  buildings,  within  certain  limits  in  this  city,  have 
come  to  his  or  their  knowledge :  and  in  case  of  any  vio-     Dum  m 
lation  of  such  law,  he  or  they  shall  particularly  report  the  T*™*""* 
name  of  the  owner  or  owners  of  the  building,  and  of  the 
master-builder,  and  of  the  particular  circumstances  of  each 
case ;  and  in  case  of  neglect  to  report  as  aforesaid,  or  to  per- 
fonn  any  of  the  duties  prescribed  in  this  or  the  preceding 
sectioD  of  this  ordinance,  such  warden  or  wardens  respects 
ively,  shall  foifeit  and  pay  the  sum  of  twenty  doUais  for  each 
neglect,  to  be  recovered  in  an  action  of  debt,  by  the  Attor- 
ney of  the  Corporation,  in  the  name  of  the  Mayor,  Aldermen, 
and  Commonalty  of  the  City  of  New  York ;  and  in  order 
that  the  provisions  of  this  ordinance  may  be  carried  into  full 
effect,  it  shall  be  the  duty  of  the  foreman  of  each  respective 
company  of  wardens,  to.  report  to  the  Attorney  of  the  Cor- 
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poration  all  violations  of  the  same,  whether  on  the  part  of 
the  citizens  or  of  the  wardens,  under  a  penalty  of  fifty  dol- 
lars for  each  neglect,  to  be  recovered  as  aforesaid. 

be'^'XSiSd  ^  *^1-  The  firemen  shall  be  divided  into  companies,  to 
toto  oompii-  consist  of  as  many  members  as  the  Common  Council  shall 
from  time  to  time  direct,  to  attend  to  the  fire-engines, 
hydrants,  hose-wagons,  and  hooks  and  ladders  belonging, 
or  that  may  hereafter  belong  to  the  Corporation  of  the 
city,  or  to  such  hydrants,  fire-engines,  hose-wagons,  and 
hooks  and  ladders,  as  the  Common  Council  shall  direct; 
and  each  of  the  companies  shall  and  may  choose,  out  of 
their  own  number,  a  foreman,  assistant,  and  clerk,  in  such 
a  manner  and  at  such  times  as  they  think  proper ;  and  it 
shall  be  the  duty  of  the  said  firemen,  as  often  as  any  fire 
shall  break  out  in  the  said  city,  to  repair,  immediately 
upon  the  alarm  thereof,  to  their  respective  engines,  hoee- 
wagons,  hooks,  and  ladders,  and  convey  them  to  or  near 
the  place  where  such  fire  shall  happen,  unless  otherwiae 
directed  by  the  Chief  or  other  engineer ;  and  there,  in 
conformity  with  the  directions  given  by  the  Chief  Engi- 
neer, or  other  engineers,  to  work  and  manage  the  said 
engines,  or  apparatus  and  implements,  with  all  their  skiH 
and  power,  and  when  the  fire  is  extinguished,  they  shall 
not  remove  therefrom  but  by  the  direction  of  an  engineer; 
and  on  such  direction  they  shall  return  their  respective 
hose-wagons,  hooks  and  ladders,  engines  and  apparatoa, 
well  washed  and  cleansed,  to  their  several  places  of  deposit 
If  any  fireman  shall  neglect  to  attend  to  any  fire  as  afore- 
said, or  leave  his  fire-engine  or  other  appai-atus  while  at 
any  fire,  without  permission,  or  shall  neglect  to  do  his 
duty  on  such  occasion,  without  reasonable  excuse,  he  sbaU, 
for  every  default,  forfeit  and  pay  the  sum  of  three  dollars; 
and  may,  on  request  of  the  company  to  which  be  belongai 
be  removed  from  his  station  as  fireman* 
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^  32,  It  shall  be  the  duty  of  each  and  every  fire  com-       Tb 
ny,  m  going  to,  or  returning  from  any  fire,  or  alarm  of  jj«    ^ 
e,  or  removing  their  apparatus  from  their  respective 
aces  of  deposit,  to  obey  the  orders  of  the  Chief  or  other 
gineer. 

^  33.  And  in  case  any  foreman  or  assistant  foreman,  or    penaiijft 
y  other  fireman  having  charge  of  any  fire  company,  dis-  enoe. 
eying  or  refusing  to  obey  any  order  or  direction  given  by 
3  Chief  En^neer,  he  shall,  for  such  ofiense,  be  expelled 
•m  the  Fire  Department. 

^  34.  There  shall  be  two  persons  appointed  to  each  fire-    penooi  to 

pne  and  hose  company  within  the  lamp  and  watch  dis-  »^»- 

ct  of  this  city,  whose  duty  it  shall  be  to  keep  all  the 

>aratus  of  said  companies  in  complete  order,  and  ready 

immediate  use ;  and  who  shall,  at  every  alarm  of  fire, 

iir,  forthwith,  to  the  house  of  the  engine  or  hose  com- 

Y  to  which  they  shall  be  attached,  and  assist  the  mem- 

of  the  said  company  in  conveying  the  engine,  carriage, 

nek,  to  wherever  such  fire  may  happen,  and  there  to 

the  company  in  getting  the  engine  to  work,  or  the 

ready  for  immediate  action,  under  the  direction  of  the 

-8  of  the  company  to  which  they  may  belong,  and 

luring  the  time  such  engine  or  hose-carriage  is  em- 

at  a  fire,  take  charge  of  the  hose,  and  prevent  any 

from  treading  on,  or  otherwise  injuring  the  same. 

That  when  the  engine  or  hose-carriage  shall  (on    ^^^  ^ 

ting  out  of  any  fire)  be  discharged  from  duty,  by  J^T.  *'°"**' 

eer,  it  shall  be  the  duty  of  such  persons,  under  the 

of  the  officers  of  their  company,  to  assist  the 

of  said  company  to  take  up  the  hose  and  other 

',  and  shall  assist  in  conveying  them,  together  with 

e  or  hose-carriage,  and  other  apparatus,  to  the 
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house  appropriated  for  it,  and  there  shall  wash  and  diy  the 
hose,  and  clean,  and  put  in  complete  order,  all  the  appao- 
tus,  so  as  to  be  ready  for  immediate  use ;  taking  care,  how* 
ever,  in  no  case  to  meddle  with  the  works  of  an  engine. 

Paties  or  ^  36.  It  shall  be  the  duty  of  the  persons  so  appointed, 
ladder  com-  who  shall  be  attached  to  a  hook  and  ladder  company,  to 
preserve  the  truck  and  apparatus  belonging  to  iheir  com- 
pany from  injury  during  the  fire ;  and  they  shall  assist  tiie 
members  in  raising  or  moving  the  ladders  and  hooks,  under 
the  direction  of  the  officers  of  said  company;  and  shall, 
after  the  truck  is  discharged  from  duty,  assist  the  members 
in  collecting  the  hooks,  ladders,  and  other  apparatus,  and 
aid  in  conveying  them,  together  with  the  truck,  to  the 
house  where  they  belong,  and  shall  then  clean  and  prepare 
them  for  immediate  use  ;  the  persons  so  appointed  to  p^- 
form  the  duties  in  the  several  engine  and  hose  companies, 
as  above  mentioned,  shall  not  be  entitled  to  the  privileges 
and  exemptions  of  firemen ;  but  shall,  for  the  faithful  per- 
formance of  said  services,  receive  a  salary  of  one  hundred 
and  twenty-five  dollars  per  annum. 

iiriw  ap  ^  37.  It  shall  be  the  duty  of  each  foreman  of  a  fire-engine 
or  hose  company  to  recommend  to  the  Chief  Engineer  suit- 
able persons  to  take  care,  as  above  mentioned,  of  the  fire- 
engine,  hose-carriage,  or  truck  of  the  company  to  which  he 
may  belong ;  which  persons  must  have  served  as  firemen 
at  least  five  years ;  and  the  foreman  shall  recommend  ex- 
empt firemen  in  preference  to  all  others ;  and  said  persons 
shall,  on  such  recommendation  being  made  through  the 
Chief  Engineer,  be  appointed  by  the  Mayor  ;  but  no  acting 
fireman  shall  be  appointed  to  discharge  said  duties. 

movSd  ^  ^^'     ^  *^^*  ^^  ^^®  ^^  ^^y  neglect  of  the  person  or  persons 
employed  to  keep  in  order  the  engine,  hose-carriage,  or 
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k  to  which  he  or  they  shall  belong,  the  Chief  Engineer 
1,  on  the  request  of  the  foreman  of  the  company  to 
2h  such  person  or  persons  belong,  forthwith  remove 
or  them,  and  report  to  the  Mayor  his  or  their  removal; 
shall,  on  the  recommendation  of  said  foreman,  made 
ugh  the  Chief  Engineer,  as  aforesaid,  substitute  a  per- 
OT  persons  in  his  or  their  place.  In  case  any  engine,  Repairs  or 
-carriage,  or  truck  be  in  need  of  repairs,  the  foreman 
3of  shall  report  the  same  to  the  Chief  Engineer,  forth- 


39.  It  shall  be  the  duty  of  all  members  of  the  Fire  De-     Membcm 

•^  to      prevent 

QQient,  as  well  as  those  who  are  hired  for  the  purposes  J^J^"*.  °^ 
e  mentioned,  to  prevent  all  persons  not  belonging  to 
Department  from  entering  any  house,  or  handling  any 
jratus  belonging  to  the  Department. 

40.  No  fire-engine,  nor  hook  and  ladder,  nor  hose-cart,  on^^J^^iiG 
:oing  to  or  returning  from  any  fire,  or  at  any  other  Jia^dor!* 
,  to  be  run,  driven,  wheeled,  or  placed  upon  any  side- 

L,  except  by  the  special  order  of  one  of  the  engineers, 
5r  the  penalty  of  twenty-five  dollars  for  each  ofiense,  to  renaiij. 
)rfeited  and  paid  by  every  person  aiding  or  assisting  in, 
msenting  to  the  violation  of  any  one  of  the  provisions 
lis  section,  to  be  recovered  by  the  Attorney  of  the  Com- 
Council,  for  the  use  of  the  Corporation. 

41.  No  such  fire-engine,  hook  and  ladder,  or  hose-cart,    Apparama, 

,  ,  &c.  ^oi  to  bo 

Qg  any  fire  m  this  city,  or  any  report  of  fire,  or  at  any  removed  xm- 

,  under  any  pretense  whatever,  shall  be  taken  or  re-  foreSf**or 

ed   out  of   its  house,  unless  the  foreman  or  assistant  pr^c^T™*^ 

nan,  or  at  least  two  of  the  firemen  of  the  company  to 

;h  the  same  shall  belong,  shall  be  present  and  consent 

eto,  under  the  penalty  of  ten  dollars  for  every  such    renany. 

Lse,  to  be  forfeited  and  paid  by,  and  recovered  from  any 
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and  every  person  aiding  and  assisting  in,  or  consenting  to 
the  violation  of  any  of  the  provisions  of  this  section. 

Duty  or  En-     %  42.  It  shsU  be  the  duty  of  the  several  engineers,  aod  of 
S)  report  vto-'  every  foreman  and  assistant  foreman  of  every  fire  companj, 

to  report  all  violations  of  this  ordinance  to  the  Treasorer  of 

the  Fire  Department, 

power  or     ^  43.  The  Committee  on  Fire  and  Water,  under  the  ad- 
oo  Fire  and  vicc  of  the  Chief  Engineer,  shall  be  authorized  and  empow- 
ered to  take  any  fire-engine,  hook  and  ladder,  or  hose-track 
from  the  company,  and  place  the  same  in  the  public  yard, 
or  give  the  same  to  some  other  company. 

ifay  trun-     ^  44.  All  firemcu  attached  to  any  fire-engine,  hose,  or 

fermen  from  •«        i  i  • 

one  compa-  hook  and  ladder  company,  whose  machine  and  implements 
other.  shall  have  been  ordered  to  the  public  yard,  for  vrant  of  a 
sufficient  complement  of  men  to  manage  the  same,  shall  be 
attached,  by  the  Fire  and  Water  Committee,  to  any  other 
company  they  may  designate ;  and  in  case  of  their  refusal 
to  designate  such  company  to  which  they  wish  to  be  at- 
tached, they  shall  be  liable  to  expulsion. 

No  engine      ^  45.  No  firc-eucine  shall  be  let  out  for  hire,  or  lent,  in 

to   be  hired         '  ..«  iah 

Sir^SiS  ^^y  ^^^^9  Without  permission  from  the  Alderman  and  Assist- 
ponniiteu.    ^j^t  q{  ^hc  Ward  whcrcin  it  is  wanted  to  be  used,  and  the 
Chief  Engineer ;  in  default  thereof,  the  firemen  so  ofiending 
shall  be  removed  from  the  Fire  Department. 

certiflcato  ^  46.  Wheuevcr  any  fireman  is  appointed  to  supply  any 
iMotand  re-  vacaucy  in  any  company,  it  shall  be  his  duty  to  call  on  the 
Treasurer  of  the  Fire  Department,  and  procure  a  certificate, 
within  one  month  from  the  date  of  his  appointment,  speci- 
fying the  name  and  number  of  the  company  to  which  such 
fireman  shall  be  elected  ;  and  any  fireman,  after  being  re- 
elected, shall  obtain  a  new  certificate  as  aforesaid ;  and  it 
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shall  be  the  duty  of  the  Chief  Engineer  to  certify,  o 
every  return,  whether  a  vacancy,  exists  in  the  company. 

^  47.  If  any  fireman  shall  be  expelled  by  a  vote  of  the  ^ 
company  to  which  he  may  belong,  and  the  fact  being  re-  „ 
ported  to  the  Common  Council  by  the  Chief  Engineer, ! 
accompanied  hy  a  remonstrance  by  the  person  so  expelled, 
the  subject  shall  be  referred  to  the  Committee  on  Fire 
and  Water  of  the  two  Boards,  as  a  Joint  Committee,  to- 
gether with  the  Chief  Engineer,  who  shall  hear  the  par- 
ties, and  report  thereon,  at  the  next  joint  meeting  of  the 
Common  Council. 

^  48.  In  order  that  the  members  of  the  Common  Council,  ^^  ^*jj; 
Engineers,  and  Fire  Wardens  may  be  more  readily  distin-  JJJJi_  *^ 
guished  at  fires,  the  Mayor,  Recorder,  Aldermen,  and  Assist-  ^trJuu 
ants,  shall  severally  bear,  on  those  occasions,  a  wand  with  a  at. 
gilded  flame  at  the  top ;  and  each  of  the  engineers  shall 
wear  a  leathern  cap,  pointed  white,  with  a  gilded  front 
thereto,  and  a  fire-engine  blazoned  thereon,  and  shall  also 
carry  a  speaking-trumpet,  painted  black,  with  the  words 
"  Chief  Engineer,"  "  Engineer  No.  1,"  as  the  case  may  be, 
in  white,  which  shall  also  he  painted  on  their  caps  respec- 
tively ;  and  each  of  the  Fire  Wardens  shall  wear  a  hat, 
with  the  brim  black,  the  crown  painted  white,  and  the  city 
arms  blazoned  on  the  front,  and  shall  also  carry  a  speak- 
ing-trumpet, painted  white,  with  the  word  "  Warden,"  in 
black,  painted  thereon. 

^  49.  The  foremen  of  engine  companies,  and  the  firemen  ckpioftiw 
shall,  when  on  duty,  wear  leathern  caps,  in  the  form  here- 
tofore used ;  and  the  said  caps  shall  be  painted  and  distin- 
guished in  the  manner  following,  viz :  the  cap  of  each 
foreman  shall  be  pain.ted  black,  with  a  white  frontispiece, 
and  the  word  "Foremut,"  with  the  initials  of  the  name  of 
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the  foreman,  and  the  number  of  the  engine  to  which  he 
belongs,  painted  thereon,  in  black  ;  the  cap  of  eachfirdkian 
shall  be  painted  black,  with  the  initials  of  the  name  of  tiw 
fireman  and  the  number  of  the  engine  to  which  he  belongB, 
painted  in  front  thereof,  in  white.  The  foreman  of  eadi 
of  the  hook  and  ladder  companies  shall  wear  a  cap,  pmted 
black,  with  a  white  frontispiece,  and  the  word  "Fore- 
man,'^ and  the  initials  of  his  name,  and  the  number  of  the 
company  to  which  he  belongs,  and  a  hook  and  ladder,  paint- 
ed thereon,  in  black  ;  and  each  member  of  the  hook  and 
ladder  companies  shall  wear  a  cap,  painted  black,  with  the 
initials  of  his  name  and  the  number  of  the  company  to 
which  he  belongs,  with  a  hook  and  ladder  piunted  in  frrat 
thereof,  in  white ;  and  each  foreman  of  the  fire  hose  com- 
panies shall  wear  a  cap,  painted  black,  with  a  white  frontie- 
piece,  and  the  word  "Foreman,"  and  the  initials  of  his  name, 
and  the  number  of  the  company  to  which  he  belongs,  and  a 
coil  of  hose  painted  thereon,  in  black ;  and  each  memberof 
the  said  fire  hose  companies  shall  wear  a  cap,  painted  black, 
with  the  initials  of  his  name,  and  the  number  of  the  com- 
pany to  which  he  belongs,  with  a  coil  of  hose  painted  there- 
on, in  white  ;  and  the  assistant  to  each  respective  company 
shall  wear  a  cap,  painted  in  the  same  manner  as  that  of 
the  foreman  of  the  company,  with  the  word  •*  AssiBtant," 
in  lieu  of  the  word  "Foreman."  And  it  shall  be  the 
duty  of  the  Chief  Engineer  to  report  to  the  Common 
Council  the  name  of  every  person  who  shall  neglect  or 
refuse  to  comply  with  the  foregoing  requisitions,  which 
said  person  shall  thereupon  be  removed  from  his  office. 

Aidormfln      &  50.  The  uamcs  and  places  of  abode  of  the  members  of 

and    jUwtot-         '  -^ 

wiJieM,*^'*  the  Common  Council,  Engineers,  Fire  Wardens,  and  fore- 
Sd^^ii  men  of  the  respective  companies,  and  bell-ringers,  shall,  an- 
^^uM  ^  ^  nnally ,  in  the  month  of  June,  be  printed,  and  set  up  in  the 
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several  watch-hou8es,by  the  City  Inspector;  and  whenever  ^f"  *>y  ^ 
any  fire  shall  happen  in  the  night,  the  watchmen  shall  give 
notice  to  each  of  the  members  of  the  Common  Council,  En- 
gineers, Fire  Wardens,  foremen,  and  bell-ringers  within 
their  respective  watch  districts;  and  it  shall,  moreover,  be 
the  duty  of  every  watchman,  upon  the  breaking  out  of  any 
fire,  to  alarm  the  citizens  by  crying  Fire,  and  mentioning 
the  street  where  it  may  be,  so  that  the  firemen  and  citi- 
zens may  thereby  be  directed  where  to  repair;  and  if  any 
watchman  shall  neglect  so  to  do,  he  shall  forfeit  and  pay 
the  sum  of  one  dollar;  and  if  it  shall  happen  that  a  chimney 
only  shall  be  on  fire,  either  by  day  or  by  night,  the  fire- 
bell  at  the  City  Hall,  and  bells  of  the  several  churches  in 
this  city,  shall  not  be- rung;  but  only  on  occasions  where  a 
building  shall  be  proclaimed  to  be  on  fire ;  and  it  is  en- 
joined on  the  occupants  to  plaQC  a  lighted  candle  at  the 
windows  of  their  respective  buildings,  when  fire  may  hap- 
pen at  night,  in  order  that  the  citizens  may  pass  along  the 
streets  with  the  greater  safety. 

§  51.  A  watchman  shall,  at  all  times,  be  stationed  in  the  watchmen 
cupola  at  the  City  Hall,  for  the  purpose  of  giving  alarms  of  »i  iVSupoii 
fire  whenever  cause  thereof  shall  arise;  the  Chief  Engineer, 
by  and  with  the  consent  of  the  Mayor,  shall  appoint  a  com- 
petent number  of  persons  to  perform  the  duty  of  such  watch- 
men, day  and  night ;  and  they  shall  be  severally  removable 
by  the  Chief  Engineer,  and  at. all  times  during  the  night  be 
subject  to  the  rules  and  regulations  of  the  Watch  Depart- 
ment, and  the  authority  of  the  officers  of  the  watch ;  and, 
as  such,  members  of  the  Watch  Department. 

§  52.  The  Comptroller  shall  pay  the  day-watchmen  so    p^j. 
stationed  in  the  cupola  of  the  City  Hall,  for  their  services, 
at  the  rate  of  one  dollar  per  diem,  on  their  bills  being  cer- 


314  CITT  LAWS. 

tified  by  the  Chief  Engineer  that  the  services  have  been 
faithfully  performed. 

Watchmen     §  53.  On  the  occurrence  of  any  fire,  the  City  Hall  bell 

to  giro   no-  t 

it***lc!*^  shall  be  rung  by  the  watchman  on  duty  in  the  cupola,  and 
Sj't^L*^*  the  ringing  thereof  shall  be  continued  during  the  continn- 
ance  of  the  fire,  and  he  shall  give  notice  of  the  locality  of 
the  fire  by  ringing  said  bell  in  a  manner  which  shaU  be 
prescribed,  by  direction  to  be  given  by  the  Committees  on 
Fire  and  Water  and  Chief  Engineer,  and  by  hanging  out  a 
light  in  the  direction  of  the  fire;  and  for  neglect  of  any  of 
the  duties  required  by  this  law,  he  shall  be  removed  from 
office  by  the  Chief  Engineer  or  Captain  of  the  Watch. 

bpus  to  bo  §  54,  That  upon  the  happening  of  any  fire,  the  several 
watch-houses  and  market-bells  shall  be  rung,  and  also  all 
other  alarm-bells,  and  the  same  shall  be  done  when  any 
one  alarm-bell  shall  ring,  and  the  ringing  thereof  shall  be 
continued  until  the  ringing  of  the  City  Hall  bell  shall  be 
stopped. 

Watchmen,      ^  55,  All  watchmcu,  bell-ringers,  and  other  persons  or 

&c. ,  to  bo  re-  c  i- 

r*^iat  ^'^^  oflicers,  charged  with  the  ringing  of  bells  in  cases  of  fire, 
shall,  on  neglect  to  comply  with  the  requisitions  of  tbis 
law,  be  removed  from  office,  by  the  person  or  authority 
having  power  to  remove  him,  on  such  person  or  authority 
being  credibly  informed  of  such  neglect,  and  he  shall  not 
be  re-appoiuted  to  that  or  any  other  office  under  the  Cor- 
poration, within  one  year  after  such  removal. 

Chief  Ed-      §  56.  The  Chief  Engineer  is  hereby  required  to  report  to 
{Sie^t*^  °^  ^^^  Common  Council  all  cases  of  neglect  on  the  part  of 
the  bell-ringers  to  churches  to  ring  their  bells  on  alarms  of 
fire. 

^57.  The  Captains   of  the  Watch,  respectively,  shall 
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remove  from  ofScc  every  watchman  who  shall  fail  or  neglect  _.'^R|«>°*  ^ 
to  give  the  notice  andalarm  of  fire,  by  crying  Fire,  and  men- ^'jj"^; 
tioning  the  street  where  it  may  be,  as  required  by  the  fifty- '""'' 
first  section  of  this  ordinance,  and  such  removal  shall  be 
made  by  such  captain  on  his  being  credibly  informed  there- 
of, by  any  member  or  officer  of  the  Fire  Deportment. 

%68,  It  shall  be  the  duty  of  themarshals  and  constables    oniuitiiM 

ud  MnnlHiW 

to  repair,  immediately  on  the  alarm  of  fire,  with  their  staves  uMt«iii 
of  office,  to  the  place  where  such  fire  may  be  ;  and  report 
themselves  to  the  high  constable,  or  Alderman,  or  Assistant 
Alderman  of  the  ward  in  which  such  fire  may  happen  ;  and 
to  conform  to  such  orders  as  may  be  given  them  by  the 
Mayor,  or  any  of  the  Aldermen  or  Assistants,  for  the  pre- 
servation of  the  public  peace,&nd  the  removal  of  all  idle  and 
fluspectedpersons,  or  othersnotactually  or  usefully  employed 
in  aiding  the  extinguishment  of  such  fire,  or  in  the  pre- 
servation of  property  in  the  vicinity  thereof ;  and  if  any 
marshal  or  constable  shall  not  attend  at  such  fire,  or  shall 
neglect  so  to  report  himself,  or  to  obey  any  order  that  shall 
be  given  him  as  aforesaid,  he  shall,  unless  he  has  a  reason- 
able excuse,  to  be  determined  by  the  Mayor,  forfeit  and  pay 
the  sum  of  five  dollars  for  each  offense. 

§  59.  If  any  chimney,  stove-pipe,  or  flue  within  this  city,    p,.B.ii,tor 
shall  take  fire,  the  occupant  of  the  house  to  which  such  fng'^^'in. 
chimney,  stove-pipe,  or  fine  appertains,  shall  forfeit  and  pay 
^ve  doUart. 

^  60.  All  carpenters  or  others,  making  or  using  shavings, 
shall,  respectively,  at  the  close  of  each  day,  cause  the  some  «>» 
to  be  securely  stowed  in  some  safe  place,  remote  from  dan- 
ger by  means  of  fire,  under  the  penalty  oi  five  dollars  for 
each  omission  so  to  do. 

^61.  Ko  person  shall  kindle  any  fire,  or  furnish  the 
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Of  Area  in  materials  for  any  fire,  nor  in  any  way  authorize  or  allow  any 
fire  to  be  made  m  any  street,  road,  or  lane,  or  on  any  pier 
or  bulkhead  in  this  city,  except  for  the  purpose  of  boiling 
tar,  which  fire  shall  not  be  more  than  six  feet  from  the 
bulkhead  or  the  end  of  the  pier,  under  the  penalty  of  fti 
dollars  for  every  such  offense. 

Hay  and  ^62.  No  pcrsou  shall  have,  put,  or  keep  any  hay  or 
lobe  piMod.  straw,  uncovered,  in  any  stack  or  pile,  or  in  any  other  way 
exposed,  within  one  hundred  yards  of  any  building  to  the 
southward  of  Fourteenth  street,  or  shall  have,  put,  or  keep, 
to  the  southward  of  said  line,  any  hay,  straw,  hemp,  flax, 
shavings,  or  rushes,  in  any  building  not  built  of  stone  or 
brick,  and  covered  with  tile  or  slate,  or  other  fire-proof 
materials,  which  is  or  shall  be  within  ten  feet  of  any  dwell- 
ing-house or  chimney  whatsoever,  under  the  penalty  of 
twcnty-^ve  dollars  for  every  such  offense,  and  the  further 
penalty  of  ten  dollars  for  every  twentj'-four  hours  the  same 
shall  so  remain,  after  a  printed  or  written  notice  has  been 
given  to  the  owner  or  person  having  charge  thereof,  by  any 
Fire  Warden,  to  remove  the  same. 

omiiict.how      §  63.  No  owner  or  occupant  of  any  stable  within  this 

(obe  used  In     ,  -"^  •' 

Btabiea.  city,  or  any  person  in  the  employment  of  such  owner  or 
occupant,  shall  use  therein  any  lighted  candle  or  lamp,  ex- 
cept the  same  shall  be  securely  kept  within  a  lantern,  under 
the  penalty  of  ten  dollars  for  every  such  offense. 

pwuutioi.,  <§  64.  All  the  fines,  penalties,  and  forfeitures  imposed  by 
priated.  this  law,  ou  the  members  of  the  Fire  Department,  for  not 
attending  to  fires,  shall,  when  received,  be  paid  to  the  treas- 
urers of  the  respective  companies  aforesaid,  in  which  the 
delinquencies  may  happen,  for  the  use  and  benefit  of  said 
companies ;  and  all  the  other  fines,  penalties,  and  forfeitures, 
imposed  by  this  law,  shall,  when  recovered,  be  paid  to  the 
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Treasurer  of  the  "Fire  Department  of  the  City  of  New  York," 

for  the  use  and  benefit  of  the  said  Fire  Department.    The 

Chief  Engineer  shall,  annually,  on  the  second  Monday  of 

December,  in  each  year,  report  to  the  Conmion  Council  the 

amount  of  the  sums  which  may  be  received  by  the  Fire 

Department  of  the  City  of  New  York,  and  the  application 

thereof. 

*    §  65.  It  shall  be  lawful  for  the  Fire  Department  of  the     pwuUiiw, 

City  of  New  York,  and  for  the  respective  companies  before  er«i. 

mentioned,  or  persons  duly  authorized  by  them,  to  receive, 

sue  for,  and  recover,  in  the  name  of  the  Mayor,  Aldermen, 

and  Commonalty  of  the  City  of  New  York,  all  the  fines, 

penalties,  and  forfeitures  hereby  imposed,  and  appropriated 

for  their  respective  uses  as  aforesaid,  except  the  penalty 

mentioned  in  the  fortieth  section  of  this  law. 

§  66.  No  person  shall  be  elected  a  fireman  until  he  shall  ^^^^  ^^"JJ 
have  attained  the  age  of  twenty-one  years;  and  it  shall  J'J^.JJ^^ 
be  the  duty  of  the  foremen  of  the  respective  fire  companies, 
when  they  report  to  the  Chief  Engineer  the  names  of  the 
persons  elected  firemen,  to  certify  that  the  persons  so 
elected  are  at  least  twenty-one  years  of  age. 

§  67*  It  shall  be  the  duty  of  the  Clerk  of  the  Common  certiAcau*. 
Council  to  furnish  the  certificates  required  to  be  ftimished 
to  the  firemen,  without  fee  or  reward. 

^  68.  It  shall  be  the  special  duty  of  the  Mayor  to  see  ihuy  of 
that  this  ordinance  is  carried  into  full  efiect.  ^^^' 

^69.  Nothing  contained  in  this  ordinance  shall  deprive  rowor  or 
the  Common  Council  of  the  power  to  repeal  or  alter  thecouocutorc 

■■'  ■■•  peal  and 

same  at  any  time  they  may  think  proper.  *"*°°^ 

§  70.  All  laws,  or  parts  of  laws,  relating  to  the  New  Lawshere- 
York  Fire  Department,  heretofore  passed  by.  the  Common  Jj*«  "p<»*- 
Council^  are  hereby  declared  to  be  repealed. 
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AN  ORDINANCE  to  amend  an  ordinance  entitled  ''A  law 
for  the  appointment  (f  a  Superintendent  of  Buildings^  ad 
prescribing  his  dvtiesJ'* 

Passed  May  l4th,  1S39. 

No  fire  ap-      ^  2.  No  firocDglne,  hose-cart,  hook  and  ktdder,  hose,  or 

wortrncted"'  othcF  machinc  or  apparatus  for  the  use  of  the  Fire  Depart- 
in  pubUo  •■■  *  * 

yant         moiit,  shall  hereafter  be  constructed  in  the  public  yard. 

No  repairs     ^  3.  No  repairs  shall  hereafter  be  done  to  any  fire-eDgine 
oxoeeding^*  or  othcr  machine,  for  the  use  of  the  Fire  Department,  the 

twenty    dol-  , 

lars  in  the  cost  of  whicli  sliall  cxcecd  the  sum  of  twenty  dollars ;  dot 

public  yard.  ^  •'  ' 

shall  any  repairs  be  done  to  said  machine  in  the  public 
yard,  other  than  such  slight  repairs  as  can  be  performed  by 
the  ordinary  workmen  employed  in  the  yard.  No  painting, 
graining,  varnishing,  or  gilding,  shall  hereafter  be  done  in 
the  said  yard,  except  by  contract. 


AN  ORDINANCE  to  amend  and  alter  tfie  laws  and  ordinanca 
now  in  force  relative  to  fires  and  the  Fire  Department  in  the 
City  of  New   York. 

Passed  July  16,  1S39. 

The  Mayor,  Aldermen ,  and  Commonalty  of  the  City  of  Xev 
York  J  in  Common  Council  convened^  do  ordain  eu  follows: 

Knginocrs,      §  1.  Thc  Chief  Engineer  and  the  Assistant  Engineers 

natod    and  shall  hereafter  be  nominated  by  the  members  of  the  Fire 

Department,  as  hereinafter  provided,  from  the  whole  body 

of  firemen,  to  the  Common  Council,  for  appointment ;  and, 
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ben  appointed,  shall  hold  their  respective  offices  until 
hers  are  nominated  and  appointed  in  their  places,  unless 
e  Common  Council  shall  otherwise  direct. 

^  2.  The  nomination  of  the  Chief  Engineer  and  Assistant  ibid. 
igineers  shall,  annually,  be  made  by  the  firemen,  by  bal- 
t,  between  the  first  and  second  Tuesday  of  Jime,  inclusive, 
each  year ;  and  the  persons  receiving  the  greatest  num- 
ir  of  votes  for  the  respective  offices,  shall  be  thereupon 
ititled  to  a  nomination  to  the  Common  Council  for  appoint- 
gnt  to  such  offices. 

&  3.  Whenever  a  vacancy  shall  occur  in  either  of  the  spccw 
Sees  of  Chief  Engineer,  or  Assistant  Engineers,  the  engi- 
lers,  and  the  foremen,  and  the  assistant  foremen  of  the  fire 
•mpanies,  collectively,  shall  have  power,  and  it  shall  be 
eirduty,to  call  a  special  election,  and  designate  the  time 
r  holding  the  same,  to  the  end  that  a  nomination,  pursuant 
the  provisions  of  this  ordinance,  may  speedily  be  made 
the  Common  Council,  to  supply  such  vacancy  until  the 
;xt  annual  election. 

§  4.  It  shall  be  the  duty  of  the  Chief  Engineer  or  Senior  Nomina. 
ttgineerto  certify,  under  his  hand,  to  the  Common  Council,  cortmod. 
ic  name  or  'names  of  the  persons  who  shall,  from  time  to 
me,  be  nominated,  pursuant  to  the  provisions  of  this  ordi- 
mce,  for  the  respective  offices  for  which  they  may  be 
)minated,  to  the  end,  that  if  approved  by  the  Common 
ouncil,  they  may  be  appointed. 

§  5.  The  engineers,  and  the  foremen  and  assistant  fore-  ^,^^22^  ^** 
en  of  the  fire  companies,  shall  have  power,  and  it  shall  be 
leir  duty,  to  establish  and  provide  regulations,  for  holding 
id  conducting  the  elections  authorized  to  be  held  by  this 
rdinance,  and  rules  for  testing  the  qualification^  of  electors 
lereat. 
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livho  cnti      ^  6.  Every  fireman,  whose  appointment  as  a  member  of 

lied  to  vole.  "^  "■•* 

the  Fire  Department  shall  have  been  confirmed  by  the  G(H&- 
mon  Council  three  months  next  preceding  the  nominationat 
which  he  may  offer  to  vote,  pursuant  to  this  ordinance,  and 
shall  then  be,  and  for  the  last  three  months  shall  have  been 
an  acting  and  actual  member  of  the  Fire  Department,  Bball 
be  entitled  to  one  vote  upon  such  nomination. 

gDuty  of  ^  7.  The  duties  formerly  required  of  the  Chief  Engineer 
aSidtogs.  ^y  section  tenth  of  the  ordinance  relating  to  fires,  &c.,  passed 
May  7th,  1S3S,  shall  hereafter  be  performed  by  the  Superin- 
tendent of  Buildings  and  Repairs,  under  the  direction  of  the 
Committee  on  Fire  and  Water,  and  not  by  such  Chief  Engi- 
neer. 

Salary  and      §  8.  Thc  Chiof  Enffiuecr  shall  receive  for  his  services  a 

oath  of  Chief  i  ,  /.  , 

Engineer,  yearly  salary  of  five  hundred  dollars,  payable  quarterly,  and 
shall,  before  entering  upon  the  duties  of  his  office,  take  and 
subscribe  an  oath  or  aflirmation,  well  and  faithfully  to  per- 
form such  duties. 

lAws   le      '^  9.  The  second,  fifth,  seventh,  eighth,  ninth,  tenth,  and 

pc&lcd. 

eleventh  sections  of  the  ordinance  entitled  "An  ordinance  to 
amend  and  modify  the  laws  and  ordinances  now  in  force,  re- 
lating to  fires  and  thc  Fire  Department  of  the  City  of  New- 
York,  and  reduce  the  same  into  one  act,"  and  approved  by 
the  Mayor,  May  7, 1S38,  and  subsequently  amended  in  seve- 
ral of  its  provisions,  together  with  all  subsequent  amend- 
ments, alterations,  and  re-enactments  of  said  above-named 
sections,  are  hereby  repealed. 

ibii.  '^  10.  All  laws  or  parts  of  laws,  so  far  as  they  conflict  with 

any  of  the  provisions  of  this  ordinance,  are  hereby  also  re- 
pealed. 

First  e\oc.      §11.  This  ordinaucc  shall  take  efiect  immediatelv  after  its 

tlon,     when  •'  ^ 

*>«'^-  passage,  and  the  first  nomination  under  this  ordinance  of 
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Chief  Engineer  and  Assistant  Engineers,  shall  be  made  by 
the  firemen,  as  herein  provided,  between  the  third  and  fourth 
Tuesdays  of  July  instant,  inclusive. 

^  12.  Nothing  contained  in  this  ordinance  shall  deprive 
the  Common  Council  of  the  power  to  repeal  or  alter  the 
same  at  any  time  they  think  proper. 


AN  ORDINANCE  to  amend  an  ordinance^  entitledy  ^^An  ordi- 
nance to  ammd  and  alter  the  laws  and  ordinances  now  in  force^ 
relative  to  fires  and  the  Fire  Dejpartment"  passed  July  16^A, 
1839. 

Passed  July  23d,  1839. 

The  Mayor y  Aldermen,  and  Commonalty  of  the  City  of  New 
York  J  in  Common  Council  convened,  do  ordain  as  follows : 

%\.  That  section  eleven  of  said  ordmance  be,  and  the       xjmenf 
same  is  hereby  amended,  by  striking  out  the  words  **  third  ®*««^*°°** 
and  fourth  Tuesdays  of  July,  instant,"  and  inserting,  in 
place  thereof,  the  words,  "  first  and  second  Tuesdays  of 
August  next." 


AN  ORDINANCE  to  amend  an  ordinanie,  entitled,  ^^An  o7'di- 
nance  relative  to  Commissioners  ofFires,^^ 

The  Mayor,  Adlcrmen,  and  Commonalty  of  the  City  of  New  York, 
in  Common  Council  convened,  do  ordain  as  follows : 

§!•  That  section  sixth,  of  said  ordinance,  be,  and  the    ^,^^14011  c. 
same  is  hereby  amended,  by  striking  out  the  words  **  first  Suiy^mj, 
day  of  June,"  on  the  eighth  line  of  said  section,  and  insert- 
21 


922  cnr  laws. 

ing,  in  the  place  thereof,  the  words,  *^  thirty-fint  daj  of 
July." 

Passed  by  the  Board  of  Assistants,  July  29,  1839. 

Passed  by  the  Board  of  Aldermen,  July  29,  1839. 

Approved  by  the  Mayor,  July  30,  1839. 


^Jj  ^  ^-  Resolved,  That  the  Comptroller  be  authorized  to  pay  all 
bills  audited  by  the  Joint  Committee  on  Fire  and  Water, 
for  services  of  Engineer  at  the  Reservoir,  and  for  keeping 
the  hydrants  in  perfect  and  complete  order,  until  a  Water 
Purveyor  shall  be  appointed. 

Adopted  by  the  Board  of  Assistants,  November  25, 1S39. 
Adopted  by  the  Board  of  Aldermen,  November  25, 1839. 
Approved  by  the  Mayor,  November  30,  1839. 


watcbmen  Whcrens,  Tho  firemen  of  this  city  frequently  experience 
much  difficulty  in  finding  fires  that  are  confined  to  the  in- 
terior of  buildings ;  and  whereas,  the  fiftieth  section  of  the 
ordinance  relative  to  the  Fire  Department  requires  that 
every  watchman  shall,  upon  the  breaking  out  of  aoy  fire, 
alarm  the  citizens  by  crying  "  Fire,"  and  stating  the  street 
where  it  may  be,  and  that  it  shall  be  announced  from  watch 
to  watch  throughout  the  city,  under  the  penalty  of  one 
dollar  for  each  and  every  neglect ;  therefore, 

Resolved,  That  a  notice  be  sent  to  every  Captain  of  the 
Watch,  requiring  them  to  have  the  above-named  section  rf 
the  ordinance  properly  enforced. 
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Resolved,  That  the  firemen,  and  citizens  generally,  be, 
and  are  hereby  requested  to  give  notice  to  his  Honor  the 
Mayor  of  all  violations  of  the  above  ordinance  that  may  be 
Doticed  by  them. 

Adopted  by  the  Board  of  Assistants,  November  25, 1839. 

Adopted  by  the  Board  of  Aldermen,  November  25, 1839. 

Approved  by  the  Mayor,  November  30,  1839. 
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1840. 

AN    ORDINANCE  to   amend  ''An  ordinance   rdaike  to 
Jires' and    the   Fire   Department  of  the  City     ef  New 
York:' 

The   Mayory   Aldermen^    and   Commonalty  <^  the  City  (jf 
New    York,    in    Common    Council   convened,   do    ordain  as 
follows : 

That  section  thirty-three,  chap.  16,  of  Corporation  ordi- 
nance relating  to  fires  and  the  Fire  Department,  be  amended 
by  adding  the  words  "  supended,  or,'*  after  the  word  "  be/' 
in  the  fifth  and  last  line  of  the  section  above  named,  so  that 
the  section,  as  amended,  will  read  as  follows,  viz. : 

otMNiicncc      ^  33.  And  in  case  any  foreman  or  assistant  foreman,  or 

to  Chief.  '  -^  ' 

any  other  fireman,  having  charge  of  any  fire  company,  dis- 
obeying or  refusing  to  obey  any  order  or  direction  given  by 
the  Chief  or  other  engineer,  he  shall,  for  such  oflense,  be 
suspended  or  expelled  from  the  Fire  Department. 

Passed  by  the  Board  of  Assistants,  January  6,  1840. 
Passed  by  the  Beard  of  Aldermen,  March  2,  1840. 
Approved  by  the  Mayor,  March  5,  1840. 


onire      Rewlicd^  That  a  cupola  and  alann-bell,  of  such  deacrip- 

market  Ih'II.     .  ^  '  .     * 

tion  as  the  Joint  Committee  on  Fire  and' Water  shall  direct, 
be  placed  upon  Centre  market. 

Resolved^  That  the  expense  thereof  be  paid  out  of  the 
general  appropriation  for  the  Fire  Department,  and  that  the 
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Superintendent  of  Buildings  and  Repairs,  under  the  direc- 
tion of  the  said  Committee,  contract  for  the  same. 

Rjudvd  ,  That  the  city  be  divided  into  five  separate  and  ded  toto^iVe 
distinct  fire  districts,  agreeably  to  the  report  of  the  Fire  and  *™  ^^^^^^ 
Water  Committee. 

(See  Doc.  No.  12,  Board  of  Aldermen,  1839,  with  maps 
of  and  force  in  each  of  the  fire  districts,  in  detail.) 

Adopted  by  the  Board  of  Aldermen,  December  2,  1839. 
Adopted  by  the  Board  of  Assistants,  March  4,  1840. 
Approved  by  the  Mayor,  March  11,  1840. 


Whereas^  The  Legislature  of  this  State  have  now  under 
consideration  a,n  act  for  the  alteration  or  material  amend- 
ment of  the  laws  regulating  the  Fire  Department  of  the 
City  of  New  York ;  and  whereas,  the  Conunon  Council,  at 
the  request  of  a  committee,  appointed  at  a  numerous  meet- 
ing of  the  citizens  of  New  York,  have,  through  a  Commit- 
tee of  their  body,  reported  in  favor  of  sundry  alterations  in 
the  Fire  Department  which  they  have  now  under  consider- 
ation, and  which  alterations  are  in  accordance  with  the 
views  of  the  Committee  appointed  by  the  meeting  of  the 
citizens  above  mentioned ;  and  whereas,  the  people  of  the 
city  of  New  York  are  compelled  to  endure  the  burdens  im- 
posed by  the  great  cost  at  which  that  Department  is  sup- 
ported, and  ought,  therefore,  to  have  the  supervision  of  it, 
through  their  immediate  representatives  in  the  Common 
Council ;  and  whereas,  any  interference  on  the  part  of  the 
Legislature,  with  the  local  afiairs  of  our  city,  contrary  to 
the  wishes  of  the  people,  through  their  representatives,  is 
considered  an  infringement  of  the  chartered  rights  guaran- 
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teed  to  the  city  of  New  York,  by  the  Constitatioii  of  tite 
State ;  therefore  be  it 

Ruclved^  That  the  Counsel  of  the  Board  be  directed  to 
prepare  a  remonstrance,  to  be  duly  authenticated  by  tiie 
Mayor,  in  behalf  of  the  citizens  of  New  York,  against  ilie 
passage  of  any  law  in  relation  to  the  Fire  Department, 
which  will  in  any  way  interfere  with  the  regulation  or  su- 
pervision properly  vested  in  the  Common  Council. 

Adopted  by  the  Board  of  Aldermen,  March  16,  1840. 
Adopted  by  the  Board  of  Assistants,  March  16,  1840. 
Approved  by  the  Mayor,  March  17,  1840. 


Ri^ts  of     Resolved^  That  section  six  of  the  amended  Fire  Laws, 
"***"  now  in  force,  shall  not  be  so  construed  by  the  inspectors  of 

elections  for  the  election  of  Chief  and  Assistant  Engineen, 
as.  to  exclude  any  member  of  the  Fire  Department,  whose 
engine,  hose^art,  or  truck  may  be  undergoing  repaiis,  or 
in  the  course  of  construction. 

Adopted  by  the  Board  of  Aldermen,  Jime  1,  1840. 
Adopted  by  the  Board  of  Assistants,  June  3,  1840. 
Approved  by  the  Mayor,  June  6,  1840. 


Watchmen,     Resolvcdy  That  the  fifly-first  and  fifty-second  sections  of 
tiooed.        the  ordinance  relating  to  the  Fire  Department  be,  and  the 
same  are  hereby  repealed,  and  that  the  following  sectioDS 
be  substituted : 

^  51.  A  watchman  shall,  at  all  times,  be  stationed  at  the 
cupola  of  the  City  Hall,  Reservoir,  Centre,  Essex,  and  Jet- 
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feroon  markets,  for  the  purpose  of  giving  the  alarm  when- 
ever  a  fire  occurs. 

The  Fire  and  Water  Committee,  by  and  with  the  con^ 
sent  of  the  Mayor,  shall  appoint  a  competent  number  of 
persons  to  perform  such  duty  by  day  and  night,  who  shall 
be  severally  removable  by  said  Committee. 

^52.  The  Comptroller  shall  pay  the  watchmen  sta- JJ^*®*^""* 
tioned  in  the  cupola,  referred  to  in  the  preceding  section, 
for  their  services,  at  the  rate  of  two  dollars  per  day,  on 
their  bills  being  certified  by  the  Chairman  of  the  Fire 
and  Water  Committee  that  the  services  have  been  faithfully 
performed. 

Resolved,  That  sections  fifty-three  and  fifty-four  be,  and 
the  same  are  hereby  amended,  by  striking  out,  in  the  first 
line  of  the  fifty-third,  and  the  fifth  line  of  the  fifty-fourth 
sections,  the  words,  **  City  Hall  bell,"  and  inserting  "  dis- 
trict bell." 

Adopted  by  the  Board  of  Assistants,  August  3,  1840. 
Adopted  by  the  Board  of  Aldermen,  August  7,  1840. 
Approved  by  the  Mayor,  August  8,  1840. 


Of  the  Water  Purveyor. 

§  1.  The  Water  Purveyor  shall  be  attached  to  the  Croton         w*ter 
Aqueduct  Department,  and  shall  be  subject  to  the  directions,  mdI?'iSboM 
regulations,   and  requirements  of  the   Croton  Aqueduct 
Committee  and  the  Croton  Aqueduct  Commissioners. 

§  2.  The  seventeenth,  eighteenth,  nineteenth,  and  twen-  ordinanco 
tieth  sections,  in  relation  to  the  duties  of  the  Water  Pur-  dutS?!?*  ^ 
veyor,  and  of  the  Committee  on  Fire  and  Water,  and  all  ▼•yw    and 
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^^^^>  such  ordinances,  and  parts  of  ordinances,  as  are  inconsistent 
with  any  of  the  provisions  of  this  ordinance,  are  hereby 
repealed. 

Passed  by  the  Board  of  Aldermen,  July  27,  1840. 
Passed  by  the  Board  of  Assistants,  August  3,  1S40. 
Approved  by  the  Mayor,  August  6,  1840. 


pakl. 


No  bins  ox-      Resolved,  That  the  Comptroller  be,  and  is  hereby  directed 
SolSaJi  tor**  *^  P^y  ^^  ^^'^  ^^  expenses  of  any  future  election  for  engi- 
^'^''^^to*!^  neers  of  the  Fire  Department,  including  advertising,  in- 
spectors' expenses,  room-hire,  stationery,  &c.,  which  shall 
exceed  twenty-five  dollars. 

Adopted  by  the  Board  of  Assistants,  October  12,  1S40. 

Adopted  by  the  Board   of  Aldermen,  November  16, 
1840. 

Approved  by  the  acting  Mayor,  November  19,  1840. 
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1841. 

AN  ORDINANCE   to  amend  an  ordinance  in  relation    to 
firet  and  the  Fire  Department. 

Passed  April  23,  1839. 

The    Mayor    Aldermen^  and   Commonahy  of  the  City   of 
New    Yorkj    in    Common    Council   convened j    do    ordain    as 
follows : 

%  1.  That  sections  thirty-four,  thirty-five,  thirty-six,  thirty- 
seven,  and  thirty-eight,  of  chap.  16  of  the  ordinance  relative 
to  the  Fire  Department,  be  and  the  same  are  hereby  re- 
pealed, and  the  same  take  effect  from  and  after  the  first 
day  of  August,  1841. 

Passed  by  the  Board  of  Assistants,  August  2,  1841. 
Passed  by  the  Board  of  Aldermen,  August  4,  1841. 
Approved  by  the  Mayor,  August  6,  1841. 


Resolved^  That  the  third  section  of  the  oi*dinance  pre- 
scribing the  duties  of  the  Superintendent  of  Buildings  be 
amended  by  striking  out  "  twenty"  in  the  third  line,  and 
inserting  "  seventy-five,"  and  aft^r  the  word  "  dollars,"  in 
the  third  line,  insert  **  and  then  only  by  the  direction  of  the 
Joint  Committee  on  Fire  and  Water ;"  and  strike  out  the 
word  "painting,"  in  the  seventh  line.  The  section,  as 
amended,  would  read  thus : 

"  No  repairs  shall,  hereafter,  be  done  to  any  fire-engine,  or  aJ^ItS  £ 
ether  machine,  for  the  use  of  the  Fire  Department,  the  cost  of  JJJSl''"** 
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which  shall  exceed  the  sum  of  seyenty-five  dollars,  and  then 
only  by  the  direction  of  the  Joint  Committee  on  Fire  and 
Water ;  nor  shall  any  repairs  be  done  to  the  fire  apparatus 
in  the  public  yard,  other  than  such  slight  repairs  as  can  be 
performed  by  the  ordinary  workmen  employed  in  the  yard, 
and  no  graining,  varnishing,  or  gilding  shall  hereafter  be 
done  in  said  yard,  except  by  contract." 

Adopted  by  the  Board  of  Aldermen,  June  14, 1841. 

Adopted  by  the  Board  of  Assistants,  August  2»  1841. 

Approved  by  the  Mayor,  August  6,  1841. 


aM^taStoS*^  jRc«>/reJ,  That  the  practice  of  permitting  volunteer  aaso- 
disbftDded.  ciations  to  assume  the  garb  of  firemen,  and  to  mingle  in  the 
duties  thereof,  is  not  only  in  direct  and  open  violation  of  the 
ordinances  of  the  Common  Council,  but  calculated,  in  its 
results,  to  demoralize  the  character  of  our  youth,  and  bring 
reproach  upon  the  Department,  by  the  riotous  and  disorderly 
conduct  in  which  they  are  so  often  engaged,  and  that  the 
officers  and  members  of  each  company  be  desired  forthwith 
to  disband  all  associations  of  volunteers,  and  upon  no  occsr 
sion  to  suffer  or  permit  them  to  have  access  to  the  public 
property ;  and  all  magistrates,  watchmen,  and  police  officers 
are  hereby  requested  to  prevent  the  congregating  of  all  boys 
around,  or  in  the  vicinity  of  engine,  hose,  and  hook  and 
ladder  houses,  to  the  end  that  members  of  the  Fire  Depart- 
ment may  be  recognized  as  such,  and  be  held  responsible 
for  all  deviations  from  the  path  of  duty,  and  the  require- 
ments of  the  ordinances  of  the  Common  Council. 

Adopted  by  the  Board  of  Aldermen,  November  1, 1841. 

Adopted  by  the  Board  of  Assistants,  November  8, 1841. 

Approved  by  the  Mayor,  November  10.  1841. 
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1842. 

Besolution  to  increase  pay  of  Chief  Engineer. 

Resolved,  That  the  salary  of  the  Chief  Engineer  of  the    8ato^. 
Fire  Department  be  increased  to  one  thousand  dollars,  to 
take  effect  from  the  1st  of  January,  1841. 

Adopted  by  the  Board  of  Aldermen,  March  14, 1842. 

Adopted  by  the  Board  of  Assistants,  March  31, 1842. 

Approved  by  the  Mayor,  April  9, 1842. 


Fire  Districts. 

The  first  fire  district  shall  embrace  all  that  part  of  the  city      pin  dto- 
lying  north  of  a  line  from  the  foot  of  North  Moore  street 
direct  to  the  Halls  of  Justice,  and  west  of  a  line  running 
from  the  Halls  of  Justice,  through  Lafayette  and  Irving 
places. 

The  second  fire  district  shall  embrace  all  that  part  of 
the  city  lying  east  of  the  first  district,  and  north  of  a  line 
mnning  from  the  Halls  of  Justice  to  the  foot  of  Roosevelt 
street. 

The  third  fire  district  shall  embrace  all  that  part  of  the 
city  lying  south  of  the  first  and  second  districts. 

Besolvedf  That  a  cupola  and  alarm-bell,  of  such  descrip-        Ben  on 
tion  as  the  Joint  Committee  on  Fire  and  Water  shall  direct,  tice 
be  placed  upon  the  Halls  of  Justice,  and  that  a  sum  not 
exceeding  four  thousand  dollars,  be  appropriated  therefor. 
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Resolved,  That  the  expense  thereof  be  paid  by  a  special 
appropriation,  and  that  the  Superintendent  of  Buildings 
and  Repairs,  under  the  direction  of  the  said  Committee,  con- 
tract for  the  same. 

to^iJftw'ui  It^olvcd,  That  no  fire  company  shall  remove  their  appi- 
dtotrict.  ratus  out  of  the  district  in  which  the  same  is  located,  below 
Fourteenth  street,  in  case  of  fire,  or  an  alarm  of  fire,  undor 
the  penalty  of  being  subject  to  expulsion  or  sui^ieiuioii 
from  the  Fire  Department,  unless  they  shall  be  permitted 
so  to  do  by  the  Chief  or  one  of  the  Assistant  Engineers,  who 
are  hereby  authorized  to  give  the  necessary  signal,  which 
is  hereby  declared  to  be  the  constant  ringing  of  the  alarm- 
bell  in  the  district  in  which  the  fire  is,  when  the  whole  de- 
partment shall  proceed  to  the  scene  of  conflagration. 

Adopted  by  the  Board  of  Assistants,  March  31,  1842. 
Adopted  by  the  Board  of  Aldermen,  April  18,  1842. 
Approved  by  the  Mayor,  April  28, 1842. 


AN  ORDINANCE  to  amend  an  ordinance  entitled  ^^ Amend- 
ments  to  the  RevUed  Ordinanccs,^^  approved  by  the  Mayor j 
August  8,  1840. 

The  Mayor,  Aldermen,  and  Commonalty  of  the  City  of  Xeie 
York,  in  Common  Council  convened,  do  ordain  as  foUoma: 

Watchmen  ^  51.  A  watchmau  shall,  at  all  times,  be  stationed  at  the 
6dat"ftiam-  cupolas  of  the  Halls  of  Justice,  City  Hall,  Reservoir,  Centrei 
Essex,  and  Jefierson  markets,  for  the  purpose  of  giviog 
alarm  whenever  a  fire  occurs.  The  Fire  and  Water  Com- 
mittee, by  and  with  the  consent  of  the  Mayor,  shall  appoint 
a  competent  number  of  persons  to  perform  such  inty^  by 
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day  and  night,  who  shall  be  severally  removable  by  said 
Committee. 

§  52.  The  Comptroller  shall  pay  the  watchmen  stationed  '^^• 
in  the  cupolas  referred  to  in  the  preceding  section,  for  their 
services,  at  the  rate  of  one  dollar  and  seventy-five  cents  per 
day,  on  their  bills  being  certified  by  the  Chairman  of  the  Fire 
and  Water  Committee  that  the  services  have  been  faithfully 
performed. 

Passed  by  the  Board  of  Aldermen,  April  25, 1842. 

Passed  by  the  Board  of  Assistants,  April  28, 1842. 

Approved  by  the  Mayor,  May  2, 1842, 


AN  ORDINANCE  to  amend  and  alter  chapter  15  of  the 
Revised  Ordinances^  entitled  "  Of  fires  and  the  Fire  Depart- 
ment^ ^  passed  April  2Z^  1839,  awcZ  also  an  ordinancey  entitled 
*^An  ordinance  to  amend  and  alter  the  laws  and  ordinances  now 
inforccy  relative  to  fires  and  the  Fire  Department  of  the  City  of 
Neto-Yorkr 

The  Mayor^  Aldeimeny  and  Commonalty  of  the  City  of  New- 
York  J  in  Common  Council  convened^  do  ordain  asfolloiM: 

§  1.  The  Fire  Department  of  the  said  city  shall  consist 
of  a  Chief  Engineer,  nine  Assistant  Engineers,  and  as  many  S^hoSS  w2^ 
Fire  Wardens,  fire-engine  men,  hose  men,  hook  and  ladder  ***°" 
men,  and  hydrant  men,  who  shall  be  citizens  of  the  United 
States,  of  the  age  of  twenty-one  years  or  upward,  as  are,  or 
may  be,  from  time  to  time,  appointed  by  the  Common 
Council,  and  who  sliall,  respectively,  be  distinguished  by 
the  appellations  aforesaid. 

^  2.  The  nomination  of  the  Chief  Engineer  and  Assist-  Nomination 
ant  Engineers  shall  be  made  by  the  firemen,  by  ballot,  at  and   amm 


Fire  Ds- 


S34  cnr  laws. 

ui  E^-  such  time  as  the  Common  Council  may  hereafter  ajj^int, 
and  the  persons  receiving  the  greatest  number  of  Totes  tax 
the  respective  offices,  shall  be  thereupon  entitled  to  a  nomi- 
nation to  the  Common  Council  for  appointment  to  such 
office,  such  appointment  to  continue  during  the  pleanuerf 
the  Common  Council,  or  until  a  new  election,  which  duJl 
be  asked  for  by  a  majority  of  the  firemen,  shall  have  been 
held,  and  the  nomination  made  by  them  duly  confirmed. 

Taeancteg.  ^  3.  Whenever  a  vacancy  shall  occur  in  either  of  tiie 
offices  of  Chief  Engineer  or  Assistant  Engineer,  the  engi- 
neers and  the  foremen  of  the  fire  companies  collectively, 
shall  have  power,  and  it  shall  be  their  duty,  to  call  a  special 
election,  and  designate  the  time  for  holding  the  same,  to  the 
end  that  a  nomination,  pursuant  to  the  provisions  of  this 
ordinance,  may  be  made  to  the  Common  Council  to  supply 
such  vacancy. 

Dutj  of  ^4.  The  Chief  Enfrineer  shall,  in  all  cases  of  fire,  have 
Dficr.  the  sole  and  absolute  control  and  command  over  all  the 
engineers  and  other  persons  connected  with  the  Fire  De- 
partment. It  shall  be  the  duty  of  the  Cliief  Engineer  to 
direct  the  other  engineers  to  take  proper  measures  to 
arrange  the  several  fire-engines  in  the  most  advantageoos 
manner,  and  to  cause  them  to  be  duly  worked  for  the  effisc- 
tual  extinguishment  of  fires.  It  shall  also  be  the  duty  of  the 
said  Chief  Engineer  to  examine,  twice  in  every  year,  into 
the  condition  and  number  of  the  fire-engines,  and  other  fire 
apparatus,  and  fire-engine  houses,  and  to  report  the  saiDe, 
once  a  year,  to  the  Common  Council,  together  with  the 
names  of  all  the  members  of  the  Fire  Department,  and  the 
respective  associations  to  which  they  belong;  also,  under 
the  direction  of  the  Committee  of  Fire  and  Water,  and  the 
Clerk  of  the  Common  Council,  erase  from  the  books  of  rqpe- 
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try  of  firemen,  all  names  which  are  not  in  the  annual  returns 
from  the  several  companies.  It  shall  also  be  the  duty  of  the 
Chief  Engineer  to  report,  in  writing,  all  accidents  by  fire 
that  may  take  place  in  this  city,  with  the  causes  thereof,  as 
well  as  can  be  ascertained,  and  the  number  and  description 
of  the  buildings  destroyed  or  injured,  together  with  the 
names  of  the  owners  or  occupants,  to  the  Common  Coun- 
cil. And  it  shall  also  be  his  duty,  whenever  any  of  the 
fire-engines,  hose-carts,  trucks,  and  hooks  and  ladders,  or 
other  fire  apparatus,  shall  require  to  be  repaired,  to  report 
the  same,  forthwith,  to  the  Joint  Committee  on  Fire  and 
Water,  and,  under  their  direction,  to  superintend  the 
repairs  thereof,  and  report  all  violations  or  disobedience  of 
orders  to  said  Committee,  and  at  all  times  to  be  under  the 
direction  of  said  Committee. 

§  6.  The  Superintendent  of  Buildings,  under  the  direction  sai©  or 
of  the  Committee  on  Fire  and  Water,  is  authorized  to  sell,  ArT.  DgioM 
for  cash,  old  and  condemned  fire-engines  and  hose  depos- 
ited at  the  public  yard,  and  shall  pay  the  money  received 
fit>m  such  engines  or  hose,  when  sold,  to  the  city  treasurer, 
and  deposit  the  receipt  for  such  money  with  the  Comp- 
troller. 

§  6.  The  Committee  on  Fire  and  Water  shall  be  author-    oommittoe 
ized   and  empowered  to  take  any  fire-engme,  hook  and  ??aJr  *  "^ 
ladder  truck,  or  hose-cart  from  the  company,  and  place 
the  same  in  the  public  yard,  or  give  the  same  to  some 
other  company. 

§  7.  The  Chief  Engineer  shall  receive  for  his  services  a    saiarj   of 
yearly  salary  of  one  thousand  dollars,  payable  quarterly,  neer. 
and  shall,  before  entering  upon  the  duties  of  his  office, 
take  and  subscribe  an  oath  or  affirmation,  well  and  faith- 
fully to  perform  such  duties. 


336  CITY   LAWS. 

RnioH     ^  8.   No  fire-eniriiie,  nor  hook  and  ladder  truck,  nor 

•fftlntt  run-  *     .  . 

^en«in<«,  hosc-cart  shall,  in  going  to  or  returning  from  any  fire,  of 
sidewalks,  j^jjy  other  time,  be  run,  driven,  wheeled,  or  placed  upon 
any  sidewalk,  except  by  the  special  order  of  one  of  the 
^voaxty.  engineers,  under  the  penalty  of  twenty-five  dollars  fcHreach 
ofiense,  to  be  forfeited  and  paid  by  every  person  aiding  or 
assisting  in,  or  consenting  to  the  violation  of  any  of  the 
provisions  of  this  section,  to  be  recovered  by  the  Attorney 
of  the  Common  Council,  for  the  use  of  the  Corporation; 
and  also  under  the  further  penalty  of  the  expulsion  of 
the  foreman,  assistant-foreman,  and  all  members  of  the 
company. 

Of  voinn  ^  9,  No  boys  or  other  persons  known  as  volunteers,  shaD 
be  permitted  to  assume  tlie  garb  of  firemen,  have  access  to 
any  of  the  places  of  deposit  of  the  fire-engines,  hose,  hooks 
and  ladders,  or  other  apparatus  of  the  Fire  Department, 
or  run  as  members  with  any  such  engine,  hose-cart,  or 
hook  and  ladder  truck,  or  form  any  associations  similar  in 
any  way  to  those  now  known  as  **  Volunteer  Associations," 
and  any  fire  company  in  the  city  of  New  York  which  shall 
consent  to  any  violation  of  the  provisions  of  this  section, 
shall  be  forthwith  disbanded. 

^^A\i  ^  ^^'  That  in  case  of  any  breach  of  the  peace,  or  other 
gSir^oMor.  violation  of  good  order,  on  the  part  of  any  of  the  firemen, 
while  on  duty,  it  shall  be  the  duty  of  the  officer  in  com- 
mand for  the  time  being,  forthwith  to  report  the  name  of 
the  person  or  persons  so  offending  to  the  Committee  on 
Fire  and  Water ;  and  in  case  of  his  neglect  so  to  do,  he 
shall  be  held  responsible  for  the  same. 

Diiiyof      §11.  It  shall  be  the  special  duty  of  the  foreman  and 

foreman  and  '  i.  »/ 

uSri^to'sw-  assistant-foreman  of  each  engine,  hose,  hook  and  ladder, 
iiunio.        jjjj^j  hydrant  company,  to  see  that  the  provisions  of  the 
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preceding  section  of  this  ordinance  are  fully  and  strictly 
reed,  so  far  as  regards  the  company  to  which  such 
nan  or  assistant-foreman  may  be  attached ;  and  if  either 
>th  of  them  aid  or  consent  to  the  violation  of  the  provi- 
i  of  such  sections,  they,  or  either  of  them,  so  offending, 
.  be  immediately  expelled  from  the  department. 

12.  Engine  companies  Nos.  22,  38,  42,  shall  hereafter  y,?*^^ 
ist  of  sixty  men  each ;  and  all  other  engine  companies,  Siift^   *" 
liirty  men  each  ;  hook  and  ladder  companies,  of  thirty  ^^^^^-^ 
each ;  hose  companies  with  four-wheeled  hose-carriages, 
?'enty-five  men  each ;  hose  companies,  with  two- wheeled 
-carriages,  eighteen  men  each ;  and  hydrant  companies' 

ifteen  men  each ;  and  the  Chief  Engineer  is  hereby 
;ted  not  to  allow  the  above-named  companies  to  exceed 
number  of  men  specified. 

13.  The  first  nomination  under  this  ordinance  shall  take      .  '^^^ 
e  between  the  first  and  second  Tuesdays  in  June,  inclu- 

,  1842. 

14.  Engine  company  No.  9  shall  hereafter  be  known  as     ^^mm  or 
1  company  No.  35 ;  engine  company  No.  47  as  hose  Jj^  *^ 
pany  No.  34 ;    engine  company  No.  17  as  hose  com-  ^.. 
r  No.  37  ;  Third  Ward  hose  company  as  hose  company 
S7  ;  Fifth  District  hose  company  as  hose  company  No. 
hose  company  No.  44  as  hose  company  No.  29  ;  hose 
pany  No.  43  as  hose  company  No.  31 ;  hose  company 
42  as  hose  company  No.  32  ;  making  the  number  and 
ocations  of  the  fire  apparatus  of  the  city  as  follows : 
the  Clerk  of  the  Common  Council  is  hereby  authorized 
lake  the  necessary  alterations,  in  accordance  with  this 
lance. 

22 


oon- 


{ 
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ENGINE  COMPANIES* 

biS^toll  No.  1,  Clinton  square,  foot  of  Duane  street. 
**    2»  Eldridge,  near  Division  street. 
*^    3,  Orange,  near  Prince  street. 
<<    4,  North  Dutch  Church,  near  Ann  street. 

cc      5  c«  cc      *  «c  c« 

**    6,  Reade  street,  near  West  Broadway. 

'^     7,  Rose,  near  Frankfort  street. 

"    8,  Ludlow,  near  Broome  street. 

"     9,  Disbanded. 

"  10,  Third  street,  near  the  Bowery. 

"  11,  Wooster,  near  Prince  street. 

"  12,  William,  near  Duane  street. 

«*  13,  Duane,  near  William  street. 

"  14,  Comer  of  Vesey  and  Church  streets. 

"  15,  Chrystie,  near  Walker  street. 

"  16,  Disbanded. 

"  17,  Disbanded. 

"  18,  Amity  street,  near  Sixth  avenue. 

'<  19,  Elizabeth,  near  Grand  street. 

"  20,  Cedar,  near  Greenwich  street. 

**  21,  Lumber,  near  Cedar  street. 

"  22,  Chambers,  near  Centre  street. 

"  23,  Anthony  street,  near  Broadway. 

"  24,  Seventeenth  street,  near  Ninth  avenue. 

"  25,  Twenty-third  street,  near  Fifth  avenue. 

"  26,  Madison,  near  Rutgers  street. 

"  27,  Watts,  near  Greenwich  street. 

«  28,  Disbanded. 

"  29,  Horatio  street,  near  Ninth  avenue. 

"  30,  Disbanded. 

"  31,  West  Broadway,  near  Beach  street. 

"  32,  Hester,  near  Allen  street. 
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No.  33,  Gouverneur,  near  Henry  street. 
"  34,  Christopher,  near  Hudson  street. 
"  35,  Harlem. 

"  36,  Varick,  near  Vandam  street. 
"  37,  Delancey,  near  Allen  street. 
"  38,  Nassau,  near  Ann  street. 
*^  39,  Doyers,  near  Chatham  square. 
**  40,  Mulberry,  near  Broome  street. 
"  41,  Comer  of  Delancey  and  Attorney  streets. 
«*  42,  Beaver,  near  William  streets. 
**  43,  Manhattanville. 
"  44,  Houston,  near  Lewis  street. 
"  45,  Yorkville,  Third  avenue. 
"  46,  Twenty-fifth  street,  near  BulPs  Head. 
"  47,  Disbanded. 

"  48,  Thirteenth  street,  near  Sixth  avenue. 
"  49,  Harlem. 
"  50,  Bloomingdale  road,  Harsenville. 

HOSE   COMPANIES. 

No.     1,  4  wheeled,  Duane  near  William  street. 

"      2,  2  "  William,  near  Duane  street. 

"      3,  2  "  Centre,  near  Hester  street. 

"      4,  2  "  Attorney,  near  Delancey  street. 

"      5,  4  "  Mercer,  near  Prince  street. 

**      6,  4  "  Gouverneur,  near  Henry  street. 

"      7,  2  "  Chrystie,  near  Stanton  street. 

"      8,  4  "  Cedar,  near  Nassau  street. 

9,  4  "  Mulberry,  near  Broome  street. 

10,  2  "  Roosevelt,  near  Cherry  street. 

"    11,  2  "  Jefferson  Market,  Sixth  avenue. 

12,  4  "  Seventeenth  street,  near  Ninth  avenue. 

13,  2  "  Eldridge,  near  Division  street. 


<( 


ii 
ii 
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No.  14,  2  wheeled,  Elizabeth,  near  Bayard  street. 

''    15,  2  ''  Essex  Market,  Grand  street. 

"    16,  2  "  Beaver,  near  Broad  street. 

*'    17,  4  '*  Fifth  street,  near  Second  avenue. 

18,  2  "  Franklin  MaAet,  Old  Slip. 

19,  2  *^  Cortlandt  alley,  near  Canal  street 
''    20,  2  ''  John,  near  Dutch  street. 
^^    21,2  ''  Henry,  near  Catharine  street. 
''    22,  2  '<  Hester,  near  Allen  street. 
**    23,  2  ^^  Charles,  near  Hudson  street. 

24,  2  ^*  Renwick,  near  Spring  street. 

25,  2  ^*  Leonard  street,  near  Broadway. 
*^    26,  2  <<  Monroe,  near  Jefferson  street. 
"    27,  2  "  Comer  of  Vesey  and  Church  stree 

28,  2  "  Chambers,  near  Centre  street. 

29,  2  "  Willet,  near  Rivington  street. 

30,  2  "  Bowery,  near  Thirteenth  street. 

31,  2  "  Willet,  near  Rivington  street. 

32,  2  "  Third  street,  near  Bowery. 
"    33,  2  "  Sullivan,  near  Prince  street. 
"    34,  2  "  Tenth  street,  near  Avenue  D. 
"    35,  2  **  Mercer,  near  Bleecker  street. 
**    36,  2  "  Henry,  near  Catharine  street. 
"    37,  2  "  Monroe  Market. 
"    38,  2  "  Amity  street,  near  Sixth  avenue. 

HYDRANT   COMPANIES. 

No.     1,  John  A.  Blackledge,  foreman. 
"      2,  Allen  R.  Jollie,  " 

"      3,  Daniel  Coger,  " 

HOOK  AND  LADDER  COMPANIES. 

No.     1.  Beaver,  near  Broad  street. 
''      2,  Chambers,  near  Centre  street. 


ii 
ii 
ii 
ii 
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No.    4,  Eldridge,  near  Walker  street. 

6,  Comer  of  Delancey  and  Attorney  streets. 

6,  Mercer,  near  Prince  street. 

7,  Harlem. 

8,  Disbanded. 

9,  Disbanded. 
IQ,  Third  Avenue,  Yorkville. 

PIRE  WARDENS. 

Six  in  each  of  the  First,  Second,  Third,  Fourth,  Fifth, 
Sixth,  Seventh,  Eighth,  Ninth,  Tenth,  Eleventh,  Twelfth, 
Thirteenth,  Fourteenth,  Fifteenth,  Sixteenth,  and  Seven- 
teenth Wards. 

^15.  All  ordinances,  or  parts  of  ordinances,  inconsistent 
with  the  provisions  of  this  ordinance,  are  hereby  repealed. 

Adopted  by  the  Board  of  Aldermen,  April  25,  1842. 

Adopted  by  the  Board  of  Assistants,  May  2,  1842. 

And  received  from  his  Honor  the  Mayor,  June  22,  1842, 
without  his  approval  or  objections.  The  same,  by 
virtue  of  the  amended  charter,  became  a  law. 


AN  ORDINANCE  relative  to  an  election  to  be  held  in  the  city 
of  New  York  on  the  first  Monday  ofJune^  1842. 

Resolved^  That  the  fifty-first  section  of  the  ordinance  re- 
lating to  the  Fire  Department,  be  and  the  same  is  hereby 
amended,  by  striking  out  the  w^ords,  "  By  and  with  the 
consent  of  the  Mayor." 

Adopted  by  the  Board  of  Aldermen,  July  6,  1842. 

Adopted  by  the  Board  of  Assistants,  July  8,  1842. 

Approved  by  the  Mayor,  July  13,  1842. 
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voyur 


AN  ORDINANCE  to  regulate  the  Water^wrJcM  of  the  cilj 

of  New  York. 

Passed  September  7,  1842. 

TITLE  IV. 

Water  Pur-  0 ,  A  Chief  Engineer,  a  Superintendent  of  the  Aqueduct 
Works,  a  Water  Purveyor,  and  a  Register  of  Rents,  shall 
be  appointed  by  the  Common  Council,  to  hold  their  re- 
spective offices  during  the  pleasure  of  the  Common  Council, 
unless  sooner  removed  for  cause,  by  the  Croton  Aqueduct 
Board,  with  the  concurrence  of  the  Joint  Croton  Aqueduct 
Committee. 

%  2.  The  Chief  Engineer,  Superintendent,  Water  Pur- 
veyor, and  Register  of  Rents  shall  be  under  the  immediate 
direction  of  the  Croton  Aqueduct  Board,  and  perform  such 
other  duties,  not  therein  provided,  as  may  be  assigned  to 
them  by  the  said  Croton  Aqueduct  Board. 

§  3.  The  Chief  Engineer  shall  have,  under  the  direction 
of  the  Croton  Aqueduct  Board,  the  general  executive  care 
and  superintendence  of  the  Croton  Aqueduct  works. 

n.a:.«  o'.  §4.  It  shall  be  the  duty  of  the  Superintendent  and 
Water  Purveyor  to  lay  down  all  the  distributing  pipes,  hy- 
drants, and  stop-cocks,  under  the  direction  of  the  Chief 
Engineer  and  Croton  Aqueduct  Board;  to  examine  into,  and 
to  report  to  the  Croton  Aqueduct  Board,  all  applications  for 
water,  and  generally  to  do  all  such  duty  as  may  be  assign- 
ed to  them  ;  and  it  shall  be  the  duty  of  the  Water  Pur- 
veyor to  attend  all  fires  that  may  happen  in  the  city ;  io 
provide  against  all  unnecessary  waste  of  water,  and  see 
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that  all  hydrants  are  closed  at  the  termination  of  each  con- 
flagration,  * 


Resolvedj  That  the  words  "  below  Fourteenth  street,"  in      ^Am«id. 
the  last  section  of  the  law  dividing  the  city  into  three  fire 
districts,  be  stricken  out 

Adopted  by  the  Board  of  Aldermen,  October  24, 1842. 

Adopted  by  the  Board  of  Assistants,  October  24,  1842. 

Approved  by  the  Mayor,  October  26,  1842. 


344  CITT  LAWS. 


AN  ORDINANCE  to  amend  an  ordvuznce  to  regvlate  the  water' 
works  of  the  city  cf  New  TorJcj  passed  September  7,  1842. 

Fir«  by-  ^  !•  No  person  or  persons,  except  the  Mayor,  Aldermen, 
u  opMMd.  or  Assistants  of  the  respective  wards,  shall,  without  pre- 
vious permission,  in  writing,  from  the  Croton  Aqueduct 
Board,  unscrew  or  open  any  hydrant  belonging  or  attached 
to  the  Croton  Aqueduct  Works,  erected  for  the  extingoiBh- 
ment  of  fires,  except  in  cases  of  fires  in  the  neighboriiood, 
nor  shall  leave  said  fire  hydrant  open  for  a  longer  time  than 
shall  be  limited  in  said  permission,  nor  shall  use  the  water 
for  other  purposes  than  may  be  mentioned  in  said  permis- 
sion, under  the  penalty  of  twenty-five  dollars  for  each 
ofiense. 

§  2.  (Relates  to  selling  wat^r  for  shipping.) 
feoMiij,  %  3.  Any  penalty  herein  prescribed  shall  be  imposed  on 
the  offenders  in  like  manner  as  is  provided  in  the  first  sec- 
tion of  the  seventh  title  of  the  ordinance  hereby  amended, 
in  respect  to  the  penalty  therein  prescribed,  and  in  default 
of  the  payment,  the  ofiender  shall  be  subject  to  the  like 
punishment,  by  imprisonment,  as  is  in  the  said  section 
prescribed, 
street  In-      ^  4.  It  shall  bc  the  duty  of  the  street  inspectors,  consta- 

■pector*     U         '  1 

report  Tioia-  \i[Q^  marshals,  police  officers,  and  watchmen,  to  enforce  the 

tkns  of  ihiB  »  '  i:  ' 

ordiittnco.  observance  of  this  ordinance  to  the  utmost  of  their  abilities, 
and  to  make  complaint  of  any  violation  thereof,  to  the 
proper  authorities. 

Passed  the  Board  of  Aldermen,  March  27,  1843. 
Passed  the  Board  of  Assistants,  March  27,  1843. 
Received  from  his  Honor  the  Mayor,  April   13,  1843, 
without  his  approval  or  objections  thereto;  therefore, 
under  the  provisions  of  the  amended  charter,  the  same 
became  a  law. 
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18M. 

esdvedi  That  the  salary  of  the  Chief  Engineer  of  the  oim^  ^ 
Department  be  increased  to  one  thousand  five  hundred 
krs  per  annum,  to  take  effect  from  the  1st  November, 

[.  ' 

pproved  by  the  Mayor,  December  26,  1844, 


w>lvedi  That  the  Wrfter  Purveyor  shall  perform  all  the    water  put- 

Toyor  to  per- 

38  heretofore  appertaining  to  the  duties  of  the  Superin-  JJ"°g„JJrtr 


ent  of  Pipes,  without  any  additional  salary,  umdem  of 


Superin- 

lei 
Pipes. 

issed  the  Board  of  Aldermen,  January  22,  1844. 

issed  the  Board  of  Assistants,  January  29,  1844. 

3ceived  from  his  Honor  the  Mayor,  February  23, 1844, 
without  his  approval  or  objections  thereto;  therefore, 
under  the  provisions  of  the  amended  charter,  the  same 
became  adopted. 
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18». 

Change  of  name  of  <*  Committee  on  Fire  and  Water**  to 
that  of  "  Committee  on  Fire  Department." 

Kamo  of  Resolvcdj  That  the  name  and  style  of  the  ^^  Committee 
on  Fire  and  Water,"  be«  changed  to  the  "  Conomittee  on 
the  Fire  Department," 

Adopted  by  the  Board  of  Aldermen,  January  28,  1845. 
Adopted  by  the  Board  of  Assistants,  February  3,  1845. 
Approved  by  the  Mayor,  February  10,  1845. 


Rcsolvcdf  That  the  Clerk  of  the  Common  Council  be  di- 
rected to  publish,  in  all  the  Corporation  papers,  for  one 
week,  section  eight  of  the  ordinance  relative  to  fires,  &c., 
passed  in  1842,  together  with  a  notice  to  firemen,  that  the 
ordinance  will  be  strictly  enforced. 

Engine*      Rcsolvcdy  That  the  policemen  and  watchmen  be  directed 

nnminff    on 

tidewaiia.  to  report  to  the  Chief  Engineer,  all  fire  companies  found 
violating  the  ordinance  relative  to  running  fire  apparatui 
on  the  sidewalk,  together,  when  practicable,  with  the 
name  of  the  officer  or  member  in  command. 

Adopted  by  the  Board  of  Aldermen,  April  23,  1845. 

Adopted  by  the  Board  of  Assistants,  May  6,  1845. 

Approved  by  the  Mayor,  May  8,  1845. 
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Eesolution  in  relation  to  a  suspended  member  taking 
command  of  a  company. 


Resolved^  That  the  Chief  Enirineer  be  directed  to  notify    supwnded 
the  foreman  of  such  companies  as  are  wholly  or  in  part  JJ,JJ*  *»^" 
disbanded,  that  in  the  event  of  any  suspended  member  or 
officer  of  such  company  attempting  to  take  command,  he 
will  be  forthwith  expelled  from  the  department. 

Approved  July  2^^  1845, 
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wmt«r 


1846. 

ootoo  Resolved,  That  the  various  engine,  hose,  and  book  and 
ladder  companies  attached  to  the  Fire  Department,  be 
granted  the  use  of  the  Croton  water,  on  paying  the  ex- 
penses of  its  introduction. 

Adopted  by  the  Board  of  Aldermen,  May  25,  1846. 
Adopted  by  the  Board  of  Assistants,  June  8,  1846. 
Approved  by  the  Mayor,  June  10,  1840* 


Resolvcdy  That  the  fifth  section  of  the  ordinance  passed 
June  22,  1S42,  to  amend  and  alter  the  ordinances  relative 
to  fires  and  the  Fire  Department,  be  amended  by  striking 
out  "  Superintendent  of  Buildings,"  in  the  first  line  of  the 
said  section,  and  inserting  "  Chief  Engineer." 

Adopted  by  the  Board  of  Aldermen,  June  8,  1846. 
Adopted  by  the  Board  of  Assistants,  June  15,  1846. 
Approved  by  the  Mayor,  June  18,  1846. 


men 


Resolution  as  to  number  of  men  for  second-class  engines. 

Number  of     Rcsolvcdj  That  all  second  class,  or  eight  and  one  half 
inch  cylinder  engines,  be  allowed  fifty  members. 

Adopted  by  the  Board  of  Aldermen,  June  8,  1846. 
Adopted  by  the  Board  of  Assistantfl,  June  15,  1846. 
Approved  by  the  Mayor,  June  18,  1846. 
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1847. 

AN  ORDINANCE  in  relation  to  repairs  in  the  Fire 

Department. 

The  Mayor  f  Aldermen^  and  Commonalty  of  the  City  of  New  Yorky 
in  Common  Council  convened,  do  ordain  as  follows : 

§  1.  All  repairs  to  the  fire-engine  and  fire  apparatus,  Repaiwto 
and  engine,  hose,  and  hook  and  ladder  houses,  shall  be  done 
under  the  direction  of  the  Chief  Engineer  of  the  Fire  De- 
partment, by  and  with  the  advice  and  consent  of  the  Com- 
mittee on  Fire  Department,  to  the  extent  and  in  the  man- 
ner prescribed  by  the  ordinance  in  relation  to  such  repairs. 

§  2.  It  shall  be  the  duty  of  the  said  Chief  Engineer  to       biu»  for 
submit  all  bills,  for  repairs  done  and  materials  purchased 
under  his  supervision,  to  the  Committee  on  Fire  Depart- 
ment, by  whom  they  shall  be  approved  before  being  pre- 
sented to  the  Comptroller  for  payment. 

^  3.  All  ordinances,  and  parts  of  ordinances,  inconsistent 
with  this  ordinance,  are  hereby  repealed. 

Adopted  by  the  Board  of  Aldermen,  August  2,  1847. 
Adopted  by  the  Board  of  Assistiants,  August  2,  1847. 
Approved  by  the  Mayor,  August  5,  1847. 


Resolved^  That  permission  be  granted  to  Hugh  Downing    rm  teie> 
and  Royal  E.  House,  to  construct  a  line  of  telegraph,  by 
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setting  poets  in  the  ground,  and  extending  from  Fort 
Washington,  where  they  cross  the  Hudson  river,  to  the 
Bloomingdalc  road,  thence  along  said  road  to  the  Siiih 
avenue ;  thence  along  said  avenue  to  the  fire  station  at 
Jefferson  market ;  and  thence  along  said  avenue  to  Amitjr 
street ;  thence  to  Sullivan  street ;  thence  through  SuUrnn 
and  Broome  streets  to  the  fire  stations  at  Centre  and  Es- 
sex markets  ;  thence  from  Centre  market  through  Centre 
street  to  the  City  Hall ;  and  thence  through  Frankfort 
and  William  streets  to  the  Merchants'  Exchimge;  pn>- 

proTiao.  yiJcd,  however,  that  said  Downing  and  House  shall  put 
up  the  necessary  wire  and  apparatus,  and  keep  the  same 

Free  use  to  in  ordcr,  and  give  the  free  and  perpetual  use  of  the  inven- 
tion, for  communicating  alarms  of  fire  from  the  City  Hall 
to  the  different  fire  stations,  and  instruct  the  different  hell- 
ringers  in  the  use  of  said  invention,  and  commence  and 
continue  the  communication  themselves,  until  the  said 
TrorS^^^^  bell-ringers  are  so  instructed.  And  further  provided,  that 
they  receive  for  such  wire,  apparatus,  and  the  use  of  the 

Fivo  hun-  invention,  the  sum  of  five  hundred  dollars ;  said  amouDt 

auowed   for^  \yQ  j^  full  for  all  thc  scrviccs  hereinbefore  mentioned. 

Said  amount  not  to  be  paid  until  the  said  telegraph  is  in 

Tor^^^^"^^  full  and  complete  operation.  And  further  provided,  that 
they,  the  said  grantees,  shall  put  up  such  quality  of  posts 
as  shall  be  approved  by  the  Street  Commissioner;  said 
posts  to  be  removed  at  any  time  when  so  ordered  by  the 
Common  Council. 

Adopted  by  the  Board  of  Assistants,  November  22, 1847. 

Adopted  by  the  Boardof  Aldermen,  November  22, 1S47. 

Received  from  his  Honor  the  Mayor,  December  2,  1847, 
without  his  approval  or  objections  thereto  ;  therefore, 
under  the  provisions  of  the  amended  charter,  the  same 
became  adopted. 
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Eesolution  to  amend  an  ordinance  to  regulate  the  water- 
works of  the  city  of  New  York,  passed  April  13,  1843. 

Resohedj  That  the  ordinance  to  amend  an  ordinance  to 
regulate  the  water-works  of  the  city  of  New  York,  passed 
April  13,  1843,  be  so  amended  that  the  first  section  shall 
read  as  follows : 

§  1.  No  person  or  persons,  except  the  Mayor,  Aldermen,  ^^^'*^** 
and  Assistants  of  the  respective  wards,  shall,  without  pre-  ^^p*"**- 
vious  permission,  in  writing,  from  the  Croton  Aqueduct 
Board,  unscrew  or  open  any  hydrant  belonging  or  attached 
to  the  Croton  Aqueduct  Works,  except  for  the  extinguish- 
ment of  fires  (except  in  cases  of  fires  in  the  neighborhood), 
nor  shall  leave  said  fire-hydrant  open  for  a  longer  time 
than  shall  be  limited  in  said  permission,  nor  shall  use  the 
water  for  other  purposes  than  may  be  mentioned  in  said 
permission,  under  the  penalty  of  not  less  than  five  dollars, 
or  more  than  twenty-five  dollars,  for  each  ofiense,  in  the 
discretion  of  the  magistrate  before  whom  the  complaint 
shall  be  made. 

Adopted  by  the  Board  of  Assistants,  November  15, 1847. 
Adopted  by  the  Board  of  Aldermen,  December  6,  1847. 
Approved  by  the  Mayor,  December  9,  1847. 
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1848. 

chtef^  of  Resolved,  That  the  salary  of  the  Chief  Engineer  of  the 
Fire  Department  be,  and  the  same  is  hereby  increased  to 
two  thousand  dollars  per  annum. 

Approved  by  the  Mayor,  July  8,  1848. 


RoFiffna-      Resignation  of  C.  V.  Anderson,  Chief  Engineer  of  the 

tloo  oi  C  V.  __,         _^  _ 

^djraon,  ajs  Fire  Department,  was  accepted,  to  take  efiect  from  the 
time  a  successor  is  appointed. 

Approved  by  the  Mayor,  November  22,  1848. 


mcnt 
UuraoQ 


Appoint-      Resolved,  That  Alfred  Carson  be,  and  he  is  herebv  sp- 

t  of    A.  ^  *      * 

pointed  Chief  Engineer  of  the  Fire  Department,  in  place 
of  Cornelius  V.  Anderson,  resigned. 

Approved  by  the  Mayor,  December  7,  1848. 


Appoint      Resolved,  That  Clark  Vanderbilt  be  appointed  an  Assistr 

nwMit  <rf  As-  * 

Pistant   EC- ant  Engineer  of  the  Fire  Department,  in  place  of  Alfred 
Carson,  appointed  Chief  Engineer. 

Approved  by  the  Mayor,  December  23,  1848. 
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1849. 

RDINANCE  organizing  the  Departments  of  the   Comr 

mon  Council. 

Passed  May  30th,  1849. 

BUREAU  OP  PIPES  AND   SEWERS. 

^6.  This  bureau,  of  which  the  Water  Purveyor  shall    wat«rPur- 
chief  officer,  is  charged  with  the  superintendence  of  ^*^** 
^ng  and  repairing  of  the  water-pipes,  and  the  con- 
on,  repairing,  and  cleaning  of  the  sewers  and  under- 
1  drains. 

'6.  The  Water  Purveyor  shall,  before  entering  upon    j^^^ 
ties  of  his  office,  execute  a  bond  to  the  Corporation, 
>ne  or  more  sureties,  to  be  approved  by  the  Comp- 
t  in  the  penal  sum  of  two  thousand  dollars,  condi- 
for  the  faithful  performance  of  the  duties  of  his  office. 

7.  He  shall  make  all  estimates  necessary  to  the  lay-         y^^^ 
i  repairing  of  the  water-pipes,  and  the  construction,  "^* 
ng,  and  cleaning  of  the  sewers  and  underground 
when  required  by  the  Croton  Aqueduct  Board. 

'8.  He  shall  keep  correct  accounts  of  the  time  of  the    ftw. 
nployed,  and  the  work  upon  which  they  are  engaged, 
e  expense  attending  the  same,  when  it  is  not  done 
tract,  and  shall  report  the  same,  under  oath,  once  in 
^eek,  to  the  Croton  Aqueduct  Board. 

9.  He  shall  examine,  audit,  and  certify  to  the  Croton    n,m 
uct  Board,  all   accounts  for  supplies  furnished  or 
23 
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work  done  under  his  supervision,  and  as  to  the  fulfillment 
or  breach  of  any  contract  to  be  performed  under  Ui 
direction. 

lb  exmmine     ^  380.  He  shall,  from  time  to  time,  examine  the  state  of 

pipat.  ^ 

the  water-pipes,  sewers,  and  underground  drains,  and  im- 
port all  repairs  thereof,  which,  in  his  judgment,  may  be 
necessary,  to  the  Croton  Aqueduct  Board. 

UDdercoD.  ^  381.  He  shall,  in  all  matters  connected  with  his  bu- 
DqwrtoMiit.  reau,  be  under  the  control,  direction,  and  supervision  of 
the  Croton  Aqueduct  Board,  and  in  addition  to  the  dudei 
prescribed  by  this  chapter,  shall  perform  such  other 
appertaining  to  the  Croton  Aqueduct  Department,  a 
be  required  of  him  by  that  Board. 


Chap.  4,  Art,  3,   Title  5,  Part  2,  of  the  ordinance  approttd 

by  the  Mayorj  May  30,  1849. 

THE  BUREAU   OF   SUPPLIES   FOB  THE   FTBE  DEPABnUENT. 

Bur<»«u  to     §  279.  This  bureau,  of  which  the  Chief  Enirineer  of 

hare  charge  ^ 

of  coMtruci-  the  Fire  Department  shall  be  the  chief  oflBcer,*  is  charged 
^»«  with  the  duty  of  constructing  and  repairing  fire-engines, 

hose-carts,  hooks  and  ladders,  hose,  and  other  madiinei 
and  apparatus  for  the  use  of  the  Fire  Department. 

Chief  to     §  280.  The  Chief  Engineer  of  the  Fire  Department  shaD 

bay6  charge  * 

cf  coMtrue  take  charge  of,  oversee,  and  superintend  the  constructing 
p*"*^       and  repairing  of  the  fire-engines,  hose-carts,  hooks  and 

ladders,  hose,  and  other  machines  and  apparatus  for  the 

use  of  the  Fire  Department. 

o  Charter  of  April  2,  1849,  sec  18. 
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^  281.  He  shall  make  all  estimates  necessary  to,  or    EntimatM 
connected  with,  the  performance  of  the  duties  of  this 
bureau,  when  required  by  the  Commissioner  of  Repairs 
and  Supplies. 

§  282.  He  shall  continually  inspect  the  fire-engines,  ^^^^JJJJ 
hose-carts,  hooks  and  ladders,  hose,  and  other  machines 
and  apparatus  for  the  use  of  the  Fire  Department, 
and,  with  the  consent  of  the  Commissioner  of  Re- 
pairs and  Supplies,  shall  repair  the  same,  forthwith, 
when  any  repairs  shall  be  necessary,  except  that  where 
the  expense  of  such  repairs  shall  not  exceed,  in  any  one 
case,  fifteen  dollars,  he  may  cause  them  to  be  made  with- 
out the  consent  of  that  officer ;  but  no  repairs  shall  be  made 
to  a  fire-engine  or  other  machine  for  the  use  of  the  Fire 
Department,  the  expense  of  which  shall  exceed  seventy- 
five  dollars. 

^  283.  He  shall  keep  a  correct  account  of  the  time  of      chief  to 
the  men  employed  in  his  bureau,  and  of  the  work  upon  <»«»*  or  ex- 
which  they  are  engaged,  and  the  expense  attending  the  p***- 
same,  when  it  is  not  done  by  contract,  and  shall  report  the 
same,  under  oath,  once  in  each  week,  to  the  Commissioner 
of  Repairs  and  Supplies. 

^  284.  He  shall  examine,  audit,  and  certify  to  the  Com-       oortuy 

Amomik      of 

missioner  of  Repairs  and  Supplies,  all  accounts  for  work 
done  under  his  supervision,  and  as  to  the  fulfillment  or 
breach  of  any  contract  for  work  required  to  be  done  under 
his  direction;  and  no  requisition  shall  be  drawn  by  the 
Conunissioner  of  Repairs  and  Supplies  for  any  bills,  ac- 
counts, or  contracts  for  constructing  or  repairing  fire- 
engines,  hose-carts,  hooks  and  ladders,  hose,  or  other 
machines  or  other  apparatus,  for  the  use  of  the  Fire  Depart- 
ment, unless  certified  by  the  Chief  Engineer  of  the  Fire 
Department. 
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ditar  nb      ^  285.  He  shall,  in  all  matters   connected  with  this 

jeet  to  Oom-         ^ 

■JjJjj^jJ  bureau,  be  under  the  control,  direction,  and  supervisMm 

^"Pf^^      of  the  Commissioner  of  Repairs  and  Supplies,  who  miy 

approve  or  disapprove  all  accounts  certified  by  him,  and 

by  whom  alone  all  requisitions  upon  the  Comptroller  for 

the  payment  thereof  shall  be  drawn. 


tlon. 


Oiler. 


Title  11,  Part  2,  of  the  ordinance  approved  3fay30, 1849. 

OF  THE  FIBE   DEPABTHENT. 

organia-  ^  459.  The  Fire  Department  shall  continue  tobeorgaa- 
ized  as  it  now  exists,  and  to  exercise  the  powers,  perform 
the  duties,  and  enjoy  the  privileges  conferred  and  imposed 
upon  it  by  the  charter  of  the  city,  and  the  various  acts 
amending  the  same,  by  the  laws  of  this  State,  and  by  the 
ordinances  and  resolutions  of  the  Common  Council. 

rowers  of  ^  460.  The  Chief  Engineer  may  take  any  fire-engine, 
hook  and  ladder,  or  hose-truck,  from  any  company  to  which 
it  is  assigned,  and  place  the  same  in  the  public  yard,  at 
assign  it  to  another  company,  and  shall,  forthwith,  report 
the  same  to  the  Common  Council. 

iiiPiifflcion-      ^  461.  All  firemen  attached  to  a  company,  whose  en- 

cy  of  men  In.  iitt  i  i  ^ 

a  companjr.  gluc,  hooK  and  ladder,  or  hose-truck,  shall  have  been  or- 
dered to  the  public  yard,  by  reason  of  an  insufficient  com- 
plement of  men  to  manage  the  same,  shall  be  attached  by 
the  Chief  Engineer  to  another  company,  to  be  designated  bj 
such  firemen,  or  if  they  refuse  to  designate  another  coin- 
pany,  the  Chief  Engineer  shall  report  such  refusal  to  the 
Common  Council,  for  their  action. 

^  462.  If  a  fire  company  shall  vote  for  the  expukion  of 
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Em  belonging  thereto,  the  same  shall  be  forthwith  p^jjjj^^ 
d  by  the  Chief  Engineer  to  the  Common  Council,  p^**«* 
r  action. 

3.  All  complaints  by  the  Chief  Engineer  or  Assist-  Miaoonduct. 
jineers,  against  firemen,  for  misconduct,  in  the  per- 
ze  of  their  duties,  shall  be,  forthwith,  reported  to 
nmon  Council,  for  their  action. 

Ir.  When  a  report  shall  be  made  to  the  Common     Reference 

•L  ^  to    Commit* 

I,  as  provided  in  the  last  two  sections,  it  shall  not  ^■ 
lly  acted  upon  by  them,  until  it  shall  have  been 
I  to  a  Committee,  to  ascertain  and  report  the  facts, 
full  opportunity  to  the  party  complained  of,  to  be 
1  his  defense. 


lution  as  to  salary  of  Water  Purveyor,  passed  July 
9. 

vedj  That  the  salary  of  the  Water  Register,  in  the 
Aqueduct  Department,  be  and  the  same  is  hereby 
one  thousand  five  hundred  dollars  per  annum ;  that 
iry  of  the  Deputy  Water  Register,  in  the  Croton 
ict  Department,  be,  and  the  same  is  hereby  fixed  at 
usand  dollars  per  annum;  that  the  salary  of  the  water i*mr- 
Purveyor,  in  the  Bureau  of  Pipes  and  Sewers,  be,  and  «t-  ' 
le  is  hereby  fixed  at  one  thousand  five  hundred  dol- 
'  annum. 


lution  as  to  the  compensation  of  Assistant  Engineers 
rire  Department,  &c.,  &c. 

vedj  That  the  compensation  of  the  Assistant  Engi-    compcnaa 
r  the  Fire  Department,  for  the  performance  of  the  ■*«*"*  ^' 

-*-  Deers. 


( 
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duties  of  Fire  Wardens,  under  and  by  virtne  of  the  act  en- 
titled ''An  act  for  the  more  effectual  prevention  of  fires  in 
the  city  of  New  York,  and  to  amend  the  acts  heretofore 
passed  for  that  purpose/'  passed  March  7,  1849,  be  fixed 
at  and  after  the  rate  of  five  hundred  dollars  per  annum, 
each,  to  take  effect  from  the  time  of  entering  of  the  said 
Assistant  Engineers  upon  said  duties,  in  accordance  with 
said  act. 

Adopted  by  the  Board  of  Aldermen,  October  1,  1849. 

Adopted  by  the  Board  of  Assistants,  October  8, 1849. 

Approved  by  the  Mayor,  October  23,  1849. 
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1850. 

Resolved^  That  a  new  fire  district  be  erected,  and  that  all  duJ^Si.  *" 
that  portion  of  the  city  of  New  York  lying  and  being  north 
of  a  line  drawn  through  the  centre  of  Twenty-second 
street,  from  the  East  to  the  North  rivers,  form  such  district. 

Resolved.  That  an  additional  Assistant  Engineer  of  the    AdditiooAi 

'  .  ^  Assistant  EH- 

Fire  Department  be  elected  by  said  Department,  and  that  «^**- 
the  Clerk  of  the  Conmion  Council  be,  and  he  is  hereby  di- 
rected to  notify  the  engineers  and  foremen  of  the  Fire  De- 
partment thereof. 

Resolved^   That  it  be  referred  to  the  Engineers  of  the  of^^§5*. 
Fire  Department  to  report  a  new  plan  for  re-numbering  J^  *SSJ|^ 
the  several  fire  districts  of  this  city,  and  the  plan  for  ring-  •^■^  ^'•"^ 
ing  the  several  fire  alarm-bells  for  fires  in  said  districts. 

Adopted  by  the  Board  of  Aldermen,  January  4,  1850. 

Adopted  by  the  Board  of  Assistants,  January  4,  1850. 

Approved  by  the  Mayor,  January  6,  1850. 


Resolved^  That  the  draft  of  an  act  to  create  "  Fire  Ward-    Act  m  to 

.  rire    Ward- 

ens," submitted  by  a  Committee  of  the  Representatives  of 

the  Fire  Department,  be,  and  is  hereby  approved,  and  the 

Counsel  be  directed  to  forward  the  same  to  the  Legislature, 

requesting  its  adoption. 

Adopted  by  the  Board  of  Aldermen,  March  11,  1850. 

Adopted  by  the  Board  of  Assistants,  March  18,  1850. 

Approved  by  the  Mayor,  March  20,  1850. 
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AN  ORDINANCE  in  relation  to  the  election  <f  Amstant  £«- 
gineers  of  the  Fire  Department  of  the  City  of  New  York. 

The  Mayor ^  Aldermen^  and  Commonalty  of  the  City  of  New 
Yorkj  in  Common  Council  convened^  do  ordain  cu  fMows : 

BMtum  of  ^1.  The  nomination  of  the  Assistant  Encdneers  of  the 
^»«*«»«"-  Fire  Department,  shall  be  made  by  the  firemen,  by  ballot, 
every  three  years,  and  the  persons  receiving  the  greatest 
number  of  votes  shall  be  respectively,  thereupon,  entitled 
to  a  nomination  to  the  Common  Council,  for  appointment 
to  such  olBce. 

New  «iec-  §  2.  The  Commou  Council  may,  at  their  pleasure,  or 
dcrwi.  when  a  new  election  shall  be  asked  for  by  a  majority  of  the 
firemen,  order  a  new  election  for  one  or  more  of  such  AssiBt^ 
ant  Engineers,  and  the  person  or  persons  nominated  at  such 
new  election  shall,  when  duly  confirmed,  serve  only  for 
and  during  the  remainder  of  the  term  or  terms  of  the  per- 
son or  persons  in  whose  place  or  places  he  or  they  may 
respectively  be  elected. 

^3.  All  ordinances  or  parts  of  ordinances  conflicting 
herewith,  are  hereby  repealed. 

Qaestioa  ^  4.  The  qucstiou  of  electing  the  Assistant  Engineers 
«oi>n»iitod  for  three  years,  shall  be  submitted,  for  the  approval  of  the 
of  firemen,  firemen  of  the  city  of  New  York,  at  the  election  about  to 
be  held  for  such  Assistant  Engineers.  The  tickets  which 
shall  be  polled  at  the  said  election,  shall  contain  either  the 
words,  "  In  favor  of  three  years,"  or,  "  Against  three 
years,"  and  if  a  majority  of  the  said  firemen  shall  vote  the 
ticket,  ''  In  favor  of  three  years,"  this  ordinance  shall  be- 
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come  a  law ;  if  a  majority  of  such  firemen  Rhall  vote 
"Against  three  years,"  this  ordmance  shall  be  void.  . 

Adopted  by  the  Board  of  Aldermen,  March  4,  1850. 
Adopted  by  the  Board  of  Assistants,  March  18,  1850. 
Approved  by  the  Mayor,  March  22,  1850. 


annual  re- 
turns to  iho 
Cbiof. 


Resolvcdj  That  the  following  ordinance  be,  and  the  same 
is  hereby  adopted : 

The  Mayor  J  Aldermen^  and  Commonalty  of  the  City  of  New 
Yarkf  in  Common  Council  convened,  do  ordain  as  /oUotvs : 

^  1.  It  shall  be  the  duty  of  the  foreman  and  secretary      Foreman 
of  the  several  fire  companies  of  said  city,  to  make  anryofthoBev- 

^  ^  oral    compa- 

amiual  return  of  the  members  of  their  respective  compa-  »'•«  »<>  »»**<» 
nies  to  the  Chief  Engineer  of  the  Fire  Department,  as 
heretofore ;  such  returns  shall,  however,  be  made  under 
the  oath  of  the  foreman  and  secretary,  that  the  persons 
therein  named  as  members  of  their  respective  companies, 
are  actual  and  active  members  thereof.  And  it  shall  be 
the  duty  of  the  Clerk  of  the  Common  Coimcil,  on  the  said 
return  being  presented  by  the  said  Chief  Eogineer  to  the 
Common  Council,  to  correct  the  Register  of  the  Firemen  in 
his  office,  in  accordance  with  said  returns. 

%  2.  All  ordinances,  or  parts  of  ordinances,  inconsistent 
herewith,  are  hereby  repealed. 

Adopted  by  the  Board  of  Aldermen,  April  16,  1850. 
Adopted  by  the  Board  of  Assistants,  April  17,  1850. 
Approved  by  the  Mayor,  April  19,  1850. 
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Resolution  to  elect  an  additional  Assistant  Engineer  of 
the  Fire  Department,  who  shall  reside  in  the  Twelfth 
Ward. 

AMistant      Rcsolccdj  That  an  additional  Assistant  Engineer  of  the 

Engliwcr  for 

^Jj^  Fire  Department  be  elected  hereafter  by  said  department, 
who  shall,  at  the  time  of  his  election,  reside  in  the  Twelfth 
Ward  of  the  city  of  New  York  ;  said  Assistant  Engineer 
to  serve  for  the  same  term  as  the  Assistant  Engineers  of 
the  said  department  heretofore  elected,  and  in  case  of  hii 
removal  from  said  ward,  his  office  to  become  thereby  v*- 
cant,  and  the  same  to  be  filled  by  a  new  election. 

Resolved^  That  the  Clerk  of  the  Common  Council  be, 
and  he  is  hereby  directed  to  notify  the  engineers  and  fore- 
men of  the  Fire  Department  of  the  passage  of  the  fore- 
going resolution. 

Adopted  by  the  Board  of  Aldermen,  June  7,  1S50. 
Adopted  by  the  Board  of  Assistants,  June  8,  1S50. 
Approved  by  the  Mayor,  June  18,  1850. 


tiicti. 


AN  ORDINANCE  dividing  the  City  of  New  York  into  Fire 

Districts. 

The  MatjoKy  Alderman,  and  Commonalty  of  the  City  of  New  Torii 
in  Common  Council  convened^  do  ordain  as  follows : 

Hghtdii      ^  1.  The  city  of  New  York  shall  be  divided  into  eight 
fire  districts. 


Boundary      ^  2.  The  first  fire  district  shall  comprise  all  that  part  of 
trkrt.  said  city  lying  north  of  Twenty-second  street,  and  east  of 

the  Sixth  avenue. 
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^  3.  The  second  fire  district  shall  comprise  all  that  part        eeooad 
of  the  city  lying  north  of  Twenty-second  street,  and  west 
of  the  Sixth  avenue. 

^  4.  The  third  fire  district  shall  comprise  all  that  part  ^™rd  dis- 
of  the  city  bounded  and  contained  as  follows  :  Beginning 
at  the  foot  of  North  Moore  street,  on  the  North  river,  and 
extending  easterly,  in  a  straight  line,  to  the  comer  of 
Leonard  and  Church  streets ;  thence  northerly,  in  a  straight 
line,  to  the  comer  of  Eighth  avenue  and  Twenty-second 
street ;  thence,  westerly,  along  Twenty-second  street  to 
the  North  river ;  thence,  southerly,  along  the  North  river, 
to  the  place  of  beginning. 

« 

§  5.  The  fourth  fire  district  shall  comprise  all  that  part  Fourth  Dig. 
of  the  city  bounded  and  containing  as  follows  :  Beginning 
at  the  comer  of  Leonard  and  Church  streets ;  running 
thence,  northerly,  in  a  straight  line,  to  the  comer  of  Eighth 
avenue  and  Twenty-second  street ;  thence,  easterly,  along 
Twenty-second  street  to  Lexington  avenue  ;  thence,  south- 
erly, in  a  straight  line,  to  the  comer  of  Elm  and  Leonard 
streets ;  and  thence,  westerly,  in  a  straight  line,  to  the 
comer  of  Church  and  Leonard  streets. 

^  6.  The  fifth  fire  district  shall  comprise  all  that  part  of  Fifth  Dif. 
the  city  boimded  and  containing  as  follows :  Commencing 
at  the  comer  of  Elm  and  Leonard  streets,  and  running 
thence,  northerly,  in  a  straight  line,  to  the  comer  of  Lex- 
ington avenue  and  Twenty-second  street ;  thence  easterly, 
along  Twenty-second  street  to  the  East  river;  thence, 
southerly,  and  along  the  East  river  to  Fourteenth  street ; 
thence,  south-westerly,  in  a  straight  line,  to  the  comer  of 
Leonard  and  Orange  streets  ;  thence,  westerly,  in  a  straight 
line,  to  the  place  of  beginning. 

%  7.  The  sixth  fire  district  shall  comprise  all  that  part 
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Sixth  Dis-  of  the  city  bounded  and  containing  as  follows  :  Begimung 
at  the  comer  of  Leonard  and  Orange  streets,  and  nmniiig 
thence,  easterly,  in  a  straight  line,  to  the  foot  of  Market 
street,  on  the  East  river  ;  thence  along  the  East  river  to 
Fourteenth  street ;  thence,  south-westerly,  in  a  straight 
line,  to  the  place  of  beginning. 

Seventh  ^  8.  The  scvcnth  fire  district  shall  comprise  all  that  part 
of  the  city  bounded  and  containing  as  follows :  Beguming 
at  the  foot  of  Market  street,  on  the  East  river,  and  numii^ 
thence,  westerly,  in  a  straight  line,  to  the  comer  of  Leonard 
and  Elm  streets ;  thence,  southerly,  along  a  straight  line, 
intersecting  Wall  street  at  the  junction  of  Nassau,  WaD, 
and  Broad  streets,  and  continued  through  the  Battery  to 
the  North  river. 

Dutricf  *^"^  *§  9.  The  eighth  fire  district  shall  comprise  all  that  part 
of  the  city  bounded  and  containing  as  follows  :  Beginning 
at  the  foot  of  North  Moore  street,  on  the  North  river,  and 
running  thence  easterly,  in  a  straight  line  to  the  comer  of 
Leonard  and  Elm  streets;  thence,  southerly,  along  a 
straight  line  intersecting  Wall  street,  at  the  junction  of 
Nassau,  Wall,  and  Broad  streets ;  and  continued  through 
the  Battery  to  the  North  river. 

aifrS^bDib^      ^  1^*  ^^^  ^^^  ^^  fi^'^  ^^  *^^  fi^^*  fi^®  district,  the  signal 
shall  be  one  stroke  from  the  alarm-bells. 

In  the  second  district,  two  strokes. 
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^11.  All  the  engine,  hose,  and  hook  and  ladder  companies   A"****^* 
located  in  the  first  and  second  districts  shall  be  required  to  '©"aduty. 
do  duty  in  both  the  said  districts. 

All  the  engine,  hose,  and  hook  and  ladder  companies  lo- 
cated in  the  third  and  fourth  districts  shall  be  required  to 
do  duty  in  both  said  districts. 

All  the  engine,  hose,  and  hook  and  ladder  companies 
located  in  the  fifth  and  sixth  districts,  shall  be  required 
to  do  duty  in  both  said  districts. 

All  the  engines,  hose,  and  hook  and  ladder  companies 
located  in- the  seventh  and  eighth  districts  shall  be  required 
to  do  duty  in  both  said  districts. 

§  12.  This  ordinance  shall  take  effect  on  the  1st  of 
January,  1851. 

Adopted  by  the  Board  of  Aldermen,  November  9,  1850. 
Adopted  by  the  Board  of  Assistants,  November  11, 1860. 
Approved  by  the  Mayor,  November  25,  1850, 
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1851. 


Fire  Alarm  Telegraph. 


FIT*  a^rm  Qii  the  25th  of  January,  1851,  a  reBolution  was  approved 
by  Ills  Honor  the  Mayor,  directing  the  Commissioner  of  Be- 
pairs  and  Supplies  to  contract  with  Richard  H.  Bull  for  the 
immediate  completion  of  the  telegraph  wire  and  apparBtot 
to  all  the  fire-alarm  stations  in  this  city ;  and  the  sum  of 
six  hundred  dollars  was  appropriated  to  pay  for  the  same. 
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1832. 

AN  ORDINANCE  prescribing  the  duties  of  policemen  in 

case  0^  fires. 

The  Mayor ^  Aldermenj  and  Commonalty  of  tJie  City  of  New 
YarJCf  in  Common  Council  convened,  do  ordain  a>s  follows : 

§  1.  It  shall  be  the  duty  of  the  policemen  on  ^utji  to^^^lvfl^ 
whenever  an  alarm  of  fire  shall  be  raised  during  the  night,  ^"^^  °^  *^ 
to  give  notice  thereof  to  the  several  firemen  residing  with- 
in their  respective  beats,  at  their  places  of  residence,  who, 
in  accordance  with  the  fire  regulations,  ought  to  turn  out 
on  occasion  of  such  alarm. 

^  2.  Each  fireman  shall  deliver  to  the  captain  of  police    Firomon  to 
for  the  district  in  which  he  shall  reside,  a  statement  of  his  names  and 

residences  to 

name  and  place  of  residence,  and  the  captains  of  police  ^g^*°"  ^ 
shall  furnish  the  several  policemen  under  their  charge  with 
the  names  and  residences  of  firemen  residing  within  the  re- 
spective beats  of  such  policemen ;  and  it  shall  be  the  duty  of 
the  policemen  to  notify  all  such  persons  m  accordance  with 
the  provisions  of  section  one  of  this  ordinance. 

^  3.  This  ordinance  shall  take  effect  immediately. 

Adopted  by  the  Board  of  Aldermen,  Feb.  6,  1852. 

Adopted  by  the  Board  of  Assistants,  Feb.  9,  1852. 

Received  from  his  Honor  the  Mayor,  February  18, 1852, 
without  his  approval  or  objections  thereto ;  therefore, 
under  the  provisions  of  the  amended  charter,  the  same 
became  adopted. 
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1853. 
Thiru-ciaB4     Resolvcd,  That  all  third-class  enffines  be,  and  they  we 

eoKines  to  bo  ^  ^ 

aitowedforty  hereby  allowed,  in  future,  ten  additional  men,  so  as  make 
their  full  complement  forty  men. 

Adopted  by  the  Board  of  Aldermen,  February  16, 1853. 
Adopted  by  the  Board  of  Assistants,  March  7, 1853. 
Approved  by  the  Mayor,  March  8, 1853. 


Apparatus     Rcsolvcdy  That  the  Chief  Engineer  of  the  Fire  Department 

not  to  borun 

on  lido-  be,  and  he  is  hereby  directed  to  notify  the  foreman  of  each 
and  every  engine,  hose,  and  hook  and  ladder  company,  that 
after  the  passage  of  this  resolution,  the  running  of  any  en- 
gine, hose-carriage,  or  hook  and  ladder  truck  on  the  side- 
walk, unless  ordered  by  the  Chief  Engineer,  or  an  assistant 
engineer,  shall  be  deemed  a  sufficient  cause  to  disband  such 
engine,  hose,  or  hook  and  ladder  company. 

Adopted  by  the  Board  of  Assistants,  May  13,  1S53. 
Adopted  by  the  Board  of  Aldermen,  May  16, 1853. 
Approved  by  the  Mayor,  May  17,  1853. 


Resolution  as  to  the  salary  of  Fire  Wardens. 

Whereas,  An  act  passed  the  Legislature,  July  the  18th, 
1853,  authorizing  the  Common  Council  to  establish  the 
amount  to  be  paid  to  the  Fire  Wardens,  at  a  sum  not  to 
exceed  five  hundred  dollars  per  annum  to  each  Fire  Warden, 
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in  lieu  of  two  hundred  and  fifty  dollars,  which  they  now 
receive ;  therefore,  be  it 

Compensa- 

Resolved^   That  the  annual  compensation  to  be  paid  to  ^*J^^*^ 
the  Fire  Wardens  shall  be  the  sum  of  five  hundred  dollars 
per  annum  each,  to  take  efiect  from  the  date  of  the  passage 
of  said  act  by  the  Legislature. 

Adopted  by  the  Board  of  Aldermen,  September  7,  1853. 
Adopted  by  the  Board  of  Assistants,  September  9,  1853. 
Approved  by  the  Mayor,  October  3,  1853. 


AH  ORDINANCE  for  the  appointment  of  Bell-ringers  at  the 

several  District  Fire  jUartnrbeUs* 

Be  it  ordained  by  the  Mayor j  Aldermen^  and  Commonalty  of 
the  City  of  New  York,  in  Common  Council  convened : 

§  1.  The  Mayor  of  the  city  of  New  York  shall  appoint 
three  persons  to  act  as  bell-ringers,  at  each  of  the  different  Beiiringen. 
Edarm  districts  in  the  city  of  New  York.    Such  persons 
shall  be  selected  from  among  the  exempt  firemen  of  the 
city. 

§  2.  The  bell-ringers,  so  appointed,  shall  receive  as  re- 
muneration for  their  services  the  sum  of  five  hundred  dol-    Remonera- 
lar.  each,  per  annum,  and  ehall  be  subject  to  removal  by  "» 
the  Mayor,  for  misdemeanor,  or  negligence  of  duty. 

^  3.  All  ordinances,  parts  of  ordinances,  or  resolutions, 
conflicting  or  inconsistent  with  this  ordinance,  shall  be,  and     Repealing 
the  same  are  hereby  repealed. 

§  4.  This  ordinance  shall  take  effect  immediately. 

Adopted  by  the  Board  of  Assistants,  May  18, 1853. 
Adopted  by  the  Board  of  Aldermen,  October  12, 1863. 
Approved  by  the  Mayor,  October  16, 1863. 
24 
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AN  ORDINANCE  to  amend  an  ordinance  relative  to  thtaf- 
pointmcnt  of  Chirf  Engineer  of  the  Fire  Department. 

Be  it  ordained  by  the  Mayor,  Aldermen^  and  Commonalty  ofdi 
City  of'  Xcw  York,  in  Common  Council  convened  : 

Faoction  of  *§  1.  The  Chief  EDgineer  of  the  Fire  Department  shall  be 
elected,  every  three  years,  by  the  members  of  the  Fire  De- 
partment, by  ballot,  and  the  person  receiving  the  greatest 
number  of  votes  for  the  office,  shall  thereupon  be  entitled 
to  a  nomination  to  the  Common  Council  for  appointment 

When  10  §2.  The  election  for  the  selection *of  Chief  £gnineer(^ 
the  Fire  Department,  under  this  ordinance,  shall  takepliee 
on  the  first  Tuesday  aft<?r  the  first  Monday  in  Februaiji 
1854,  and  thereafter  every  succeeding  three  years. 

^3.  All  ordinances,  or  parts  of  ordinances,  inconsistent 
with  this  ordinance,  arc  licreby  rescinded  and  repealed. 

Adopted  by  tlie  Board  of  Aldermen,  December  6,  1S53. 
Adopted  by  tlie  Board  of  Assistants,  December  6,  IS-SS. 
Api^rovcd  by  the  Mayor,  December  9,  1S53* 


tak?  place. 


AN  ORDINANCE  to  amend  an  ordinance,  entitled,  *^An  ardi- 
fiance  for  the  appointment  of  Bell-ringers  at  the  several  Di»' 
tricf  Fire  Alarm-bells, 

Passed  October  15th,  1S53. 

Be  it  ordained  by  the  Mayor,  Aldermen,  ajid  Commonalty  oftk 
City  of  New  York,  in  Common  Council  convened : 

Bell  rii.g  ^  1.  Section  two  of  said  ordinance  is  hereby  amended, 
by  striking  out  "  five  hundred  dollars,"  and  inserting,  id 
lieu  thereof,  six  hundred  dollars. 


era'  Mlary 


FIBE  DEPABTMENT.  871 

^2.  The  Comptroller  is  hereby  authorized  and  directed 
to  pay  the  salaries  to  the  bell-ringers,  appointed  in  accord- 
ance with  the  directions  of  section  one  of  this  ordinance, 
out  of  the  appropriation  for  the  Fire  Department. 

Adopted  by  the  Board  of  Aldermen,  December  29, 1853. 

Adopted  by  the  Board  of  Assistants,  December  30, 1853. 

Approved  by  the  Mayor,  December  31,  1853. 


Resolution  as  to  fire  and  police  telegraph. 

Resolved^  That  the  Commissioner  of  Repairs  and  Sup-  lyjiegraph. 
plies  be  authorized  to  employ  a  competent  person  to  take 
charge  of  the  fire  and  police  telegraph,  of  this  city,  at  a 
salary  not  to  exceed  one  thousand  dollars,  which  amount    saiaiy. 
is  hereby  appropriated  therefor. 

Adopted  by  the  Board  of  Aldermen,  December  29, 1853. 

Adopted  by  the  Board  of  Assistants,  December  30, 1853.       • 

Received  from  his  Honor  the  Mayor,  December  31, 1853, 
without  his  approval,  or  objection  thereto ;  therefore, 
undet  the  provisions  of  the  amended  charter,  the  same 
became  adopted. 


S7S  cmr  Liws. 


1854. 

Resolution  as  to  qualifications  necessary  to  become  i 
fireman. 

Whereas^  It  is  alleged  that  persons,  not  citizens  of  the 
United  States,  and  others  not  twenty-one  years  of  age,Iiaye 
been  elected,  and  are  now  members  of  the  New  York  Rre 
Department,  thus  violating  the  law  of  the  State  of  New 
York,  relative  to  the  Fire  Department  of  this  city,  passed 
April  9,  1813 ;  also,  section  first,  of  the  ordinance  of  the 
Common  Council,  for  the  regulation  of  the  Fire  Department, 
passed  June  22^  1842 ;  therefore,  be  it 

Firemen  to  Resolved,  That  the  Chief  Engineer  of  the  Fire  Depart- 
oDe  years  of  mcut  bc,  and  he  is  hereby  ordered  not  to  receive  any  amiual 
returns  from  companies,  but  such  as  conform  to  section  first 
of  the  ordinance,  passed  June  22,  1842,  relative  to  the  Fire 
Department,  as  follows :  "  The  Fire  Department  of  the  City 
of  New  York  shall  consist  of  a  chief  engineer,  assistant 
engineers,  fire-engine  men,  hose  men,  hook  and  ladder  and 
hydrant  men,  who  shall  be  citizens  of  the  United  States,  of 
the  age  of  twenty-one  years,  and  upward ;"  and  that  in 
future  he  receive  no  return  of  members  to  fill  the  vacancies 
in  companies,  unless  the  foreman  and  secretary  make  affi- 

ciiiseiM  of  davit  that  such  persons  are  citizens  of  the  United  States, 
and  twenty-one  years  of  age  or  upward. 

Passed  July  13,  1854. 

Resolutions  as  to  qualifications  necessary  to  become  fire- 
men. 
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Resolved^  That  all  persons  who  may  in  future  be  selected  Fireman'i 
to  fill  vacancies  in  fire  companies,  shall  present  to  the  office 
of  the  Chief  Engineer  a  certificate  of  such  election,  signed 
by  the  foreman  and  secretary  of  the  company  in  which  he 
has  been  selected ;  and  that  said  candidate,  before  the  Chief 
Engineer  presents  his  name  to  the  Common  Council,  shall 
make  affidavit  that  he  is  a  citizen  of  the  United  States,  is 
twenty-one  years  of  age ;  that  it  is  his  intention  to  perform  Twaajr-ooe 
active  duty  as  a  fireman  in  the  company  in  which  his  name 
is  enrolled,  and  that  he  will  promote  subordination  in  the  \ 

department. 

Resolved^  That  so  much  of  the  resolution,  adopted  by  the 
Common  Council  and  approved  by  the  Mayor,  July  13, 
1854,  requiring  the  foremen  and  secretaries  of  companies 
to  make  affidavit  as  to  the  citizenship  and  age  of  candidates, 
be,  and  the  same  is  hereby  repealed.  Repeal. 

Adopted  by  the  Board  of  Aldermen,  September  28, 1854. 
Adopted  by  the  Board  of  Councilmen,  October  9,  1854. 
Approved  by  the  Mayor,  October  11,  1854. 


Resolution  as  to  number  of  men  allowed  fire  companies. 

Resolved^  That  the  complement  of  men  allowed  the  differ- 
ent engine,  hose,  and  hook  and  ladder  companies  shall  be 
as  follows,  viz. : 

First  class  engines 60  men.  Number  of 

Second   "  "        50       **  coAipanJes, 

Third     "         "      40     " 

Hose  companies     25     " 

Hook  and  ladder  companies 40     •* 
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Hydrant  companies  to  remain  as  they  now  are,  and  the 
Chief  Engineer  is  hereby  directed  not  to  receive  any  more 
returns  of  members  elected  in  the  vaaioua  fire  companies, 
until  the  membership  of  each  conforms  to  the  before-men- 
tioned standard. 

Adopted  by  the  Board  of  Councilmen,  Sept.  20, 1854. 
Adopted  by  the  Board  of  Aldermen,  November  9, 1854 
Approved  by  the  Mayor,  November  10,  1854. 
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1855. 
Resolvedf  That  the  Chief  Engineer  is  hereby  instructed    Tho  chief 

*^  •'  F^ineer  not 

not  to  receive  the  returns  of  any  persons  who  may  here-  toreceijero- 

•^    •»•  '^  turns  of  por- 

after  be  organized  as  a  fire  company,  until  the  said  com-  JS^jJ^i^JJ 
pany  is  provided  with  a  location  and  apparatus,  by  the  JlJ^  lj^i^° 
Common  Council,  and  to  date  the  said  returns  to  the  Com-  ^'^'^'  ^' 
mon  Council,  for  confirmation,  from  the  time  the  said  com- 
pany is  fully  ready  to  perform  active  duty. 

Adopted  by  the  Board  of  Councilmen,  March  21,  1855. 
Adopted  by  the  Board  of  Aldermen,  March  29,  1855. 
Approved  by  the  Mayor,  March  31,  1855. 


Resolution  as  to  allowing  additional  Men  to  Am eri-    * 

cus  Engine  Ko.  6. 

Approved  April  5,  1855. 

Resolved  J  That  Americus  Engine  Company  No.  6  be,      *iigin«  • 

^      .  allowed    ad- 

and  they  are  hereby  allowed  ten  additional  men.  auionaimcn. 


Resolution  as  to  Hydrant  Companies. 

Resolved^  That  the  Chief  Engineer  of  the  Fire  Depart- 
ment be,  and  he  is  hereby  directed  not  to  receive  the  re- 
turns of  any  members  of  hydrant  companies,  who  may 
join  after  the  passage  of  this  resolution. 

Adopted  by  the  Board  of  Aldermen,  March  19,  1855. 
Adopted  by  the  Board  of  Councilmen,  April  20,  1855. 
Approved  by  the  Mayor,  April  21,  1855. 


ChlofED- 
Kineer  of  the 
fire  Depart- 
ment Is  here- 
by instnici- 
c.l  not  to  re- 
ccivo  the  re- 
turuH  of  any 
niciiil>er8  of 
Hydrant 
Compaalva. 
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Resolution  as  to  Amount  of  Hose  to  be  casbied  bt 

A  Company. 

Approved  May  7th,  1855. 

Lsmrth  of     Resolved^  That  hereafter  all  hose  companies  shall  cam 

hoM    to    be 

carriod.  not  less  than  nine  lengths  of  hose,  and  the  Chief  Engmeer 
is  hereby  directed  to  notify  all  hose  companies  to  comply 
with  tiiis  resolution  immediately  aft;er  the  passage  thereof 


Resolution  as  to  Furnishing  the  Fire  Commissioners 

WITH  Fire  Laws. 

Firocom       Rcsolved,  That  the  Fire  Commissioners  be  furnished  with 
be  furaSbi.^  a  copy  of  the  Laws  of  the  City  of  New  York,  compiled  bv 

with  a  copy  ,,      ^-k      • 

of  atj  uwa  Mr.  Davies. 

bj  Davi^fi. 

Adopted  by  the  Board  of  Councilmen,  May  14,  1855. 
Adopted  by  the  Board  of  Aldermen,  May  16,  1S55. 
Approved  by  the  Mayor,  May  17,  1855. 


Resolution  as  to  furnishing  Stationery,  &c. 

corapiro!       Rcsolrcd,  That  the  Comptroller  be,  and  he  is  hereby  di- 
■uttooery*  Tcctcd  to  fumish  tlic  Fire  Commissioners  with  a  sufficient 
quantity  of  stationery,  blanks,  &c.,  necessary  for  the  pe^ 
formance  of  their  duties. 

Adopted  by  the  Board  of  Councilmen,  May  11,  1S55. 
Adopted  by  the  Board  of  Aldermen,  May  16,  1855. 
Approved  by  the  Mayor,  May  17,  1855. 
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Resolution  as  to  Dies  and  Badges. 

Resolvedf  That  the  Commissioner  of  Repairs  and  Sup-  f^^^JS^^ft 
plies  be,  and  he  is  hereby  directed  to  advertise  for  propo-  gS^iieT^di- 
sals  for  two  dies,  and  a  sufficient  number  of  badges,  of  the  ^rtiao^  for 
size,  form,  and  material,  for  the  use  of  the  Fire  Depart- 
ment, as  adopted  by  the  committees  appointed  for  that 
purpose,  and  submit  the  contract  for  the  same  to  the  Com- 
mon Council  for  confirmation. 

Adopted  by  the  Board  of  Coimcilmen,  May  21,  1855. 
Adopted  by  the  Board  of  Aldermen,  May  23,  1855. 
Approved  by  the  Mayor,  May  25,  1855. 


AN  ORDINANCE  for  the  better  regulation  of  the  Firemen  of 

the  City  of  New  Yorh 

The  Mayor  ^  AlJcrmen,  and  Commonalty  of  the  City  of  New  Yorkj 
in  Common  Council  convaied,  do  ordain  as  follows : 

%  1.  All  members  of  the  New  York  Fire  Department   Firemen  to 
shall  hereafter,  when  on  duty  as  firemen,  were  the  leath-  bwjge."^ 
em  cap  as  heretofore  used,  or  a  badge  as  hereinafter  pro- 
vided. 

§  2.  The  badge  mentioned  in  the  preceding  section  shall     Badges  to 
be  made  of  Prince's  metal,  bearinff  the  words  "  New  York  thclJ^iMcrip- 

tkms. 

Fire  Department,"  and  each  badge  shall  bear  a  distinct 
number,  in  raised  figures  thereon,  of  white  metal ;  and  the 
badge  to  be  worn  by  exempt  firemen,  as  provided  for  in 
Section  third  of  this  ordinance,  shall  be  composed  of  white 
Uietal,  with  the  figures  thereon  of  Prince's  metal,  but  in  all 
other  respects  to  conform  to  the  badge  herein  described  for 
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use  by  the  active  members  of  the  department ;  said  badges 
shall  be  struck  from  separate  dies,  which  shall  be  ex- 
clusively the  property  of  the  Corporation  of  the  City  of 
New  York,  and  shall  be  placed  in  the  custody  of  the  clerk 
of  the  Common  Council ;  and  all  of  such  badges  shall  be 
numbered  as  the  Commissioners  of  the  New  York  Rre 
Department  may  direct. 

BadfrtHi  to      §  3.  The  said  badges  shall  be  deposited  with  the  Com- 
Smini«sK«^  missioners  of  the  New  York  Fire  Department,  who  shall 
New  ^'vwk  have  sole  charge  of  the  distribution  of  the  same  ;  and  it 
Swi.^**^*  shall  be  the  duty  of  the  said  Commissioners  to  keep  a  regis- 
ter of  the  names  of  all  persons  who  now  are,  or  who  may 
hereafter  become  members  of  the  New  Y'ork  Fire  Depart- 
ment, and  of  the  number  of  the  company  to  which  said 
persons  are  attached  ;  and  also  of  the  names  of  such  ex- 
empt firemen  as  may,  in  writing,  be  permitted  by  the  said 
CommissioiKTs  to  wear  the  badges  aforesaid,  and  of  tbe 
number  of  the  badge  delivered  to  each  of  said  firemen,  or 
exempt  firemen. 

'^^  4.  It  shall  be  the  duty  of  the  Clerk  of  the  Common 

Council  to  certify,  in  writing,  the  names  of  all  persons 

DndgcB  to  who  mav  be  a]>]>ointed  firemen  ;  whereupon  it  shall  be- 
ne frranuMi  to  •■  L  L  ^    ^  X 

•riivo    an.i  eouic  the  dutv  of  the  said  Commissioners  to  deliver  io  each 

exempt  fire-  » 

■**"•  of  them,  oii(»  of  the  badges  aforesaid  ;  and  the  said  Com- 

missioners shall  also  deliver  one  of  the  aforesaid  badt^es  to 
each  of  such  exempt  firemen,  as  may,  by  \'irtue  of  section 
IG,  of  an  act  of  the  Legislature  of  the  State  of  New  York, 
entitled,  **An  act  for  the  better  regulation  of  the  firemen 
in  the  city  of  New  York,"  passed  March  29th,  1S55,  be 
permitted  by  tlie  said  Commissioners,  to  wear  the  same. 

be  /Kxril^      "^  ^'  "^^^^  badges  herein  mentioned,  shall  be  the  exclusive 
*rf  uie'^SS"^  property  of  tlie  city  of  New  York ;  and  when  any  member 
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of  the  Fire  Department  shall  resign  or  be  removed  there- 
from,  it  shall  be  the  duty  of  the  foreman  and  secretary  of 
the  company  to  which  such  member  was  attached,  to  make 
a  return  of  such  removal  or  resignation  forthwith,  to  the 
Chief  Engineer,  together  with  the  badge  formerly  worn  by 
such  member ;  and  the  Chief  Engineer  shall,  on  the  first  of 
every  month,  report  to  the  Commissioners  aforesaid,  the 
names  of  such  members  of  the  Fire  Department  as  shall 
have  resigned  or  been  removed  therefrom  since  his  last 
report,  and  shall,  with  said  report,  return  to  the  said  Com- 
missioners the  badges  worn  by  such  members. 

§  6.  If  the  foreman  and  secretary  of  any  company,  or  ^  ^^^u! 
either  of  them,  shall  fail  to  comply  with  the  provisions  of 
the  preceding  section,  in  relation  to  the  return  of  badges, 
no  return  of  members  elected  by  such  company  shall  be 
received  therefrom,  unless  good  and  satisfactory  cause  shall 
be  shown  to  the  Commissioners  why  said  badges  are  not 
returned  ;  and  should  any  member  of  the  Fire  Department 
lose  his  badge,  it  shall  be  the  duty  of  the  Commissioners 
to  inquire  into  the  circumstances  of  the  case,  and  unless 
they  are  satisfied  that  such  loss  was  without  fault  on  the 
part  of  the  said  member,  they  shall  have  power  to  suspend 
or  remove  him  from  the  department  in  their  discretion,  but 
should  the  loss  be  satisfactorily  accounted  for  to  the  said 
Commissioners,  then  they  shall  have  the  power  to  grant  a 
new  badge  with  a  difierent  number. 

§  7.  Every  exempt  fireman  to  whom  permission  shall       Exempt 

'  *'  ^  ^  ,  •^  *  flremen      to 

be  ffiven  by  the  said  Commissioners  of  the  New  York  Fire  ^^'^  ^^^ 
Department,  to  wear  the  aforesaid  badge,  shall  have  the 
said  permission  renewed  some  time  during  the  month  of 
May,  in  each  year,  otherwise  such  permission  shall  be 
deemed  revoked,  and  the  said  Commissioners  may,  at  any 
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time,  revoke  any  permission  so  granted  by  them,  but  in 
*  case  such  permission  is  not  renewed,  or  is  reyoked,  it  shaD 

be  the  duty  of  such  exempt  fireman  to  restore  tiie  badge 
previously  worn  by  him  to  the  said  Commissioners. 

Ffnea  for     ^  8.  Any  member  of  the  New  York  Fire  Departmentt 

not  comply-  ,  '^ 

jngwith  the  or  cxcmpt  fireman,  who  shall  violate  any  of  the  forcing 
■ectioDB.  sections  of  this  ordinance,  shall  be  subject  to  a  fine  of  not 
less  than  twenty-five,  or  over  two  himdred  and  fifty  dol- 
lars, and  to  imprisonment  for  the  term  of  ten  days ;  and 
all  fines  so  collected,  shall  be  paid  over  to  the  Trustees  d 
the  New  York  Fire  Department  Fund. 

Foucenoi     ^  9.  It  shall  be  the  duty  of  the  police,  when  a  fire 
peraont    to  occurs,  to  foHu  a  liuc,  at  least  two  hundred  feet  distant 

Cline  two 
ired  feot  from  tho  Said  fire,  on  either  side  thereof;  and  thev  shall 

from  Arc,  «.c.  '  J 

not,  under  any  circumstances,  permit  any  person  to  paas 
said  line,  unless  said  person  shall  wear  the  uniform  or 
badge  of  the  Fire  Department,  the  uniform  of  the  insur- 
ance patrol,  or  be  a  member  of  the  Common  Council,  a 
member  of  the  Police  Department,  or  an  owner  or  resident 
of  property  within  the  prescribed  lines. 

Police  to      §  10.  It  shall  be  the  duty  of  the  police  to  promptly  re- 
soDiTiho'^  move  from  within  the  said  lines,  all  persons  not  desiffnated 
of  tbe  Firo  m  tlic  last  prcccdmg  section ;  and  all  persons  refusing  to 
retire,  at  the  request  of  a  policeman,  from  within  the  said 
lines,  shall  be  deemed  guilty  of  a  misdemeanor,  and  forth- 
with arrested. 

to^bT^r"      ^^^'  ^^^  ordinances,  and  parts  of  ordinances,  so  far  as 
^^'^'        the  same  are  inconsistent  with  any  or  all  of  the  provisions 
of  this  ordinance,  are  hereby  repealed. 

§  12.  This  ordinance  shall  take  efiect  immediatelv. 

i\dopted  by  the  Board  of  Councilmen,  June  8,  1855. 
Adopted  by  the  Board  of  Aldermen,  June  13,  1855. 
Approved  by  the  Mayor,  June  14^  1855. 
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AN  ORDINANCE   to  create  a  Messenger  to  the  Board  of 
Commissioners  of  the  New  York  Fire  Department. 

The  Mayor^  Aldermen^  and  Commonalty  of  the  City  of  New 
Yorkf  in  Common  Council  convened^  do  ordain  €u  follows : 

§  1.  The  Commissioners  of  the  New  York  Fire  Depart-  mi^^'lj^ 
ment  shall  nominate,  and  the  Common  Council  shall  ap-  JJJtmcnt^ 
point,  a  suitable  person  to  be  a  messenger.  m^^^.  ^ 

§  2.  The  said  messenger  shall  have  charge  of  the  meet-  ^^^  ^ 
ing-room  of  said  Commissioners,  and  keep  the  same  in  order ; 
shall  have  the  charge  of  the  door,  at  all  meetings,  and  shall 
deliver  all  notices  and  documents,  as  may  be  required  by 
said  Commissioners,  and  perform  such  other  duties  as  they 
may  deem  necessary. 

§  3.  The  said  messenger  shall  receive  a  salary  of  three  nicJSJSw.**^ 
hundred  dollars  per  annum. 

§  4.  A  majority  of  said  Commissioners  may,  at  any  time*  nmoZ^m^ 
remove  said  messenger  for  the  non-performance  or  neglect  "^®'' 
of  any  of  his  duties. 

Adopted  by  the  Board  of  Councilmen,  Sept.  24,  1855. 
Adopted  by  the  Board  of  Aldermen,  Nov.  5,  1855. 
Approved  by  the  Mayor,  Nov.  7,  1856. 


Besolvedj  That  the  salary  of  the  Chief  Engineer  of  the  ^he^tefE^f 
Fire  Department  be  increased  to  the  sum  of  three  thou- jJlJ^JJg^^ 
sand  dollars  per  annum ;  the  same  to  date  from  the  approval 
of  this  resolution  by  the  Mayor. 

Adopted  by  the  Board  of  Councilmen,  Oct.  5,  1855. 
Adopted  by  the  Board  of  Aldermen,  Nov.  8,  1855. 
Approved  by  the  Mayor,  Nov.  10, 1855. 
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wacharge  Resolvcd,  That  Mr.  David  T.  Valentine,  Clerk  to  the 
Common  Council,  be  directed  to  cause  an  affidavit  to  be 
made,  by  the  party  demanding  a  discharge  certificate,  set- 
ting forth  the  facts  that  he  has  discharged  his  duty  ai  a 
fireman  according  to  the  laws  regulating  the  Fire  Depart- 
ment, and  that  there  are  no  charges  pending  against  him 
for  insubordination,  or  for  any  violation  of  the  by-laws  cf 
the  company  to  which  he  belonged ;  also  a  certificate  cf 
the  President  of  this  Board,  that  no  charges  are  then  pend- 
ing before  them  against  the  applicant. 

Adopted  by  the  Board  of  Aldermen,  Nov.  19,  1866. 
Adopted  by  the  Board  of  Councilmen,  Dec.  19,  1885. 
Approved  by  the  Mayor,  Dec.  20,  1855. 


AN  ORDINANCE.  Be  it  ordained,  by  the  Mayor^  Jl- 
dermc?ij  and  Commonalty  of  the  City  of  New  York,  in 
Common  Council  convened: 

§  1.  Section  3  of  an  ordinance  for  the  better  regulation 
of  the  firemen  of  the  city  of  New  York,  approved  June 
14th,  1855,  is  hereby  altered  so  as  to  read  as  follows : 


EngSLr  of     §  3.  The  said  badges  shall  be  deposited  with  the  Chief 


tho  Firo  De- 


portment of  Engineer  of  the  New  York  Fire  Department,  who  shall, 
the  Fire  Do  undcr  thc  dircctiou  of  the  said  Commissioners,  have  cham 

partmcnt.  , 

of  the  distribution  of  the  same ;  and  it  shall  be  the  duty  of 
the  Chief  Engineer  to  keep  a  register  of  all  the  names  of 
all  persons  who  are  now,  or  who  may  hereafter  become 
members  of  the  New  York  Department ;  and  of  the  num- 
ber of  the  company  to  which  said  persons  are  attached,  and 
the  number  of  each  badge  delivered  to  each  of  said  fire- 
men; and  the  said  Commissioners  shall  also  keep  a  regisM 
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of  the  names  of  such  exempt  firemen  as  may,  in  writing, 
be  permitted  by  said  Commissioners  to  wear  the  badges 
aforesaid,  and  of  the  number  of  the  badge  delivered  to 
each  of  said  exempt  firemen. 

^  2.  Section  4  of  said  ordinance  is  hereby  altered  to 
read  as  follows : 

§  4.  The  said  Commissioners  shall  also  deliver  one  of  p|,ncra"™to 
the  aforesaid  badges  to  each  of  such  exempt  firemen  as  tT^^^m^ 
may,  by  virtue  of  section  sixteen  of  an  act  of  the  Legisla-    ^  ^* 
ture  of  the  State  of  New  York,  entitled,  "An  Act  for  the 
better  regulation  of  the  firemen  of  the  city  of  New  York," 
passed  March  29th,  1865,  be  permitted  by  said  Commis- 
sioners to  wear  the  same. 

§  3.  Section  5  of  said  ordinance  is  hereby  altered  to 
read  as  follows : 

§  6.  The  badges  herein  mentioned  shall  be  the  exclusive 
property  of  the  city  of  New  York ;  and  when  any  member 
of  the  Fire  Department  shall  resign  or  be  removed  there- 
from, it  shall  be  the  duty  of  the  foreman  and  secretary  of 
the  company  to  which  such  member  was  attached,  to  make  j^®*^^*l^ 
a  return  of  such  removal  or  resignation,  forthwith,  to  the  qJ^^J^^*' 
Chief  Engineer,  together  with  the  badge  formerly  worn 
by  such  member;  and  the  Chief  Engineer  shall,  on  the  first 
of  every  month,  report  to  the  Commissioners  aforesaid,  the 
names  of  such  members  of  the  Fire  Department  as  shall 
have  resigned,  or  been  removed  therefrom,  since  his  last 
report. 

Adopted  by  the  Board  of  Aldermen,  December  6,  1855. 
Adopted  by  the  Board  of  Councilmen,  December  26, 1855. 
Approved, by  the  Mayor,  December  28,  1855. 
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AN  ORDINANCE  creating  additional  Engineers  ^  the  lYnr 
York  Fire  Department. 

Hoctioo  of     §  1.  The  firemen  of  the  city  of  New  York  shall  hold  in 

AnistantEn-  . 

ginocTB.  election,  to  nominate  to  the  Common  Council,  in  the 
manner  as  now  prescribed  by  law,  two  Assistant  Engineen 
of  the  Fire  Department,  both  of  whom  shall  reside  in  tint 
section  of  the  city  lying  between  Twenty-second  and 
Eighty-sixth  streets,  one  of  whom  shall  reside  east,  and 
the  other  west  of  Sixth  avenue. 

EzpiratioQ     ^  2.  The  Said  election  shall  take  place  on  or  before  the 

of  Anistani  first  day  of  May,  1856 ;  and  the  engineers  so  nominated  to 

the  Common  Council,  their  term  of  office  shall  expire  at 

the  same  time  as  the  assistant  engineers  elected  at  the 

election  held  in  the  month  of  March,  ISoG. 

Adopted  by  the  Board  of  Councilmen,  April  25,  lSo6. 
Adopted  by  the  Board  of  Aldermen,  May  5,  1S56. 
Approved  by  the  acting  Mayor,  Hay  6,  1S56. 


AN  ORDINANCE  to  amend  the  Ordinance/or  the  better  regu- 
lation of  the  Firemen  of  the  City  ofNeto  York.  Apprortd  bj/ 
the  Mayoi'f  June  lAth,  1S55. 

Section  1  is  hereby  amended  to  read  as  follows : 
Firemen  to     Sec.  1.     All  mcmbcrs  of  the  New  York  Fire  Depart- 

wcar       fire-  *■ 

cApsorbodg-ment,  and  all  exempt  members,  shall,  hereafter,  when  on 
duty  as  firemen,  or  at  fires,  wear  the  leathern  cap,  as 
heretofore  used,  or  a  badge,  as  hereinafter  provided,  which 
said  badge  shall  be  worn  in  a  plain,  conspicuous  mannert' 
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on  the  breast,  and  shall  be  worn  and  visible  during  the 
whole  time  that  such  member  or  exempt  member  shall  re- 
main at  the  fire ;  any  fireman  neglecting  or  refusing  to  wear  PenaitjAr 
his  cap  or  badge,  as  above  specified,  shall  be  subject  to  a  »»« 
suspension  or  expulsion  from  the  department ;  and  any  ex- 
empt fireman  so  refusing  or  neglecting  shall  be  subject  to 
a  fine  not  less  than  twenty-five  or  over  two  hundred  and 
fifty  dollars,  and  imprisonment  not  less  than  ten  days ;  and 
all  fines  so  collected  shall  be  paid  over  to  the  Trustees  of 
the  New  York  Fire  Department  Fund. 

Adopted  by  the  Board  of  Councilmen,  May  12,  1856. 
Adopted  by  the  Board  of  Aldermen,  July  8,  1856. 
Approved  by  the  Mayor,  July  10,  1856. 


Resohed^  That  the  annual  amount  allowed  to  each  fire    AmoantAi- 

lowed    «uli 

company  for  gas,  be  increased  to  the  sum  of  forty  dollars  oompMf  ft* 
($40),  to  take  efiect  from  the  psussage  of  this  resolution. 

Adopted  by  the  Board  of  Aldermen,  August  12,  1856. 
Adopted  by  the  Board  of  Councilmen,  August  13, 1856. 
Approved  by  the  Mayor,  August  16, 1856. 


AN  ORDINANCE. — The  Mayor ^  Aldermen^  and  Common- 
ol^y  of  the  City  of  New  York,  in  Common  Council  convened^ 
do  ordain  asfoUotvs : 

^  1.     No  person  or  persons  shall,  after  the  passage  of  ProubitiaB 
this  resolution,  store  any  fireworks,  of  any  kind  or  descrip-  ureworks 
tion,  other  than  Chinese  fire-crackers,  within  the  fire  limits  tainiimite. 
of  the  city  of  New  York,  except  as  is  hereinafter  provided. 

25 
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^^^^J^  ^  §  2.  Fireworks,  excepting  colored  pot  and  lance  whedi 
b!^  pmS^  and  other  works  of  brilliant  colored  fires,  not  exceeding  ie 
Ghtar  Bigi  value  one  thousand  dollars,  may  be  kept  for  retailing  witim 
the  fire-limits,  from  the  tenth  day  of  June  till  the  tenft 
day  of  July  of  each  year,  and  no  longer,  on  a  written  pe^ 
mission  to  be  granted  by  the  Chief  Engineer  ef  the  ¥m 
Department. 

2222*5     ^  3.    If  any  fireworks  are  kept  in  violation  of  the  pro- 


^^    ^'  visions  of  this  ordinance,  the  same  may  be  seized  or  taken 

to  b« 


nid  to  the  by  any  police  officer  of  the  said  city,  upon  the  order  <^fte 
F^  Dep^  Mayor,  or  Captain  of  Police,  or  any  one  of  the  Fire  Ward- 
ens ;  and  the  same  shall  be  kept  by  such  Mayor,  Captain, 
or  Fire  Warden,  upon  whose  order  the  same  were  takai, 
at  some  suitable  place  beyond  the  fire  limits,  and  sold  at 
public  auction,  within  one  week  after  such  taking ;  three 
days'  notice  of  the  time  and  place  of  such  sale  shall  begireD 
to  the  person  or  persons  from  whose  possession  the  same 
were  taken,  and  the  proceeds,  aft^er  deducting  expenses  of 
conveyance,  storage,  and  sale,  shall,  within  one  week  after 
the  sale,  be  paid  over  by  the  person  ordering  the  seizure, 
to  the  Treasurer  of  the  Fire  Department  Fund,  for  the  use 
and  benefit  of  the  said  fund. 

Adopted  by  the  Board  of  Councilmen,  June  11,  1S56. 
Adopted  by  the  Board  of  Aldermen,  October  17,  1856. 
Approved  by  the  Mayor,  October  23,  1S56. 


toSdrfjSj'  R^ohcd,  That  the  salarj-  of  the  Clerk  of  the  Board  of 
SSI^'^'SSj  Commissioners  of  the  New  York  Fire  Department  be,  and 
^  the  same  is  hereby  increased  from  the  sum  of  five  hun- 

dred dollars  per  annum  to  the  sum  of  eight  hundred  dol- 
lars per  annum. 
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Adopted  by  the  Board  of  Councilmen,  November  17, 
1856. 

Adopted  by  the  Board  of  Aldermen,  December  1,  1856. 

Approved  by  the  Mayor,  December  4,  1856. 


Resolvedf  That  the  Commissioner  of  Repairs  and  Sup- ^^^  oummte- 
plies  be,  and  he  is  hereby  directed  forthwith  to  advertise  for  ^u^  •J* 
proposals  to  furnish  for  the  use  of  the  city,  two  steam  fire-  JJSttos***  fi" 
engines,  to  be  constructed  according  to  the  specifications  viro*''^tenm 
and  drawings  hereto  annexed,  and  that  the  simi  of  seven- 
teen thousand  dollars  be,  and  the  same  is  hereby  appro- 
priated therefor. 

Resdvedj  That  the  proposition  of  Messrs.  Lee  &  Lar-  ««««.  i/» 
ned,  offering  to  the  city  the  use  of  their  steam  fire-engines,  J5[*°^SJJ 
on  condition  that  the  same  shall  be  put  on  duty  at  the  ex-  ^[ea^**  4^- 
pense  of  the  city,  be,  and  the  same  is  hereby  accepted,  and  bepurond^ 
that  the  Chief  Engineer  be  requested  to  report  to  the  pmL  or  2bw 
Common  Council  what  is  necessary  to  bring  said  engine 
promptly  into  effective  use. 


SPECIFICATIONS 

For  two  steam  fire-engines  to  be  furnished  for  the  use 
of  the  Fire  Department  of  the  City  of  New  York. 

Said  eninnes  shall  be  constructed  with  Lee  &  Lamed's     8p«»uic!a. 

^  iloDB  for  the 

annular  steam-boiler,  of  the  kind  used  in  their  present  JS^'SoL^Sr 
engine,   and  represented  in  the  accompanying  drawings,  SJ  oog'iST 
figures  3  to  9,  inclusive;  said  boilers  in  each  engine  to  have 
not  less  than  three  hundred  and  sixty  feet  of  fire  surface, 
and  to  furnish  sufficient  power  to  discharge  at  least  five 
hundred  and   fifty  gallons  per  minute,  when  throwing 
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through  an  inch  and  three-eighths  pipe,  or  for  the  equiva- 
lent of  that  duty  in  smaller  streums;  to  be  of  the  best  mar 
terials  and  workmanship ;  the  ultimate  strength  or  break- 
ing strain  to  be  not  less  than  four  hundred  and  fifty  poondi 
to  the  square  inch,  and  to  be  safe  under  a  working-prepare 
of  one  hundred  and  fifty  pounds  to  the  square  inch;  to  be 
fitted  with  all  necessary  mountings,  including  safety-valTe, 
pressure-gauge,  and  gauge-cocks,  and  to  be  well  dotiied 
.  and  handsomely  finished ;  to  be  supplied  by  an  independr 
cut  feed-pump,  from  a  separate  water-tank ;  the  feed-water 
to  be  heated  on  its  passage  to  the  boiler,  by  passing  througb 
a  heater  immersed  in  the  escape-steam  firom  the  engineL 

They  shall  be  furnished  each  with  two  steam  cyliflden, 
of  at  least  seven  inches  bore  and  fourteen  inches  stock, 
with  revershig  gear  and  adjustable  cut-ofi*,  acting  directly 
on  the  main  or  pump-shafl,  by  cranks,  as  shown  in  figures 
17  and  18  of  the  accompanying  drawings,  in  which,  C  are 
the  cylinders,  D  the  connecting-rods  from  the  pistonnrod, 
and  E  the  main  shaft ;  the  exhaust  steam  to  escape  into  the 
chimney  through  a  blast-pipe,  with  adjustable  orifice. 

Also,  with  a  rotary  pump  of  Gary's  patent,  of  the  kind 
used  in  the  present  engine  of  Messrs.  Lee  &  Lamed,  and 
shown  in  detail  in  figures  13,  14, 15,  and  16,  of  the  acconi- 
panying  drawings;  to  be  provided  with  six  supply-plugs 
for  hydrant  attachments,  with  suitable  gates  and  a  separate 
suction,  with  at  least  twenty  feet  six  inches  of  suction 
hose,  with  a  sufficient  air-chamber,  and  three  discharge- 
plugs,  with  suitable  gates. 

The  boiler,  engines,  and  pumps  to  be  made  fast  to  a  sub- 
stantial and  sufficient  wrought-iron  frame,  suspended  on 
strong  platform  springs,  the  whole  to  rest  on  four  substan- 
tial wheels,  with  iron  hubs  and  axles,  the  larger  wheels  not 
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to  be  less  than  five  feet  in  diameter,  and  the  smaller  not 
less  than  three  feet  eight  inches,  with  at  least  three  inches 
face. 

The  apparatus  to  be  self-propelling ;  the  power  of  the 
engines  to  be  transmitted  for  the  purpose  through  the  main 
shaft  to  the  hinder  or  driving-wheels,  by  the  arrangement 
known  as  Fisher's  radius  rod  and  parallel  motion  for  steam 
carriages,  invented  by  J.  R.  Fisher,  and  represented  by  F 
and  G,  figures  17  and  18 ;  the  coupling  to  the  main  shaft 
to  be  such  as  to  admit  of  disconnection  at  pleasure ;  the 
forward  axle  to  be  provided  with  a  tongue,  or  pole,  and 
drag-ropes,  as  in  the  ordmary  fire-engines,  and  also  with 
screw  steering  apparatus,  shown  at  figures  17  and  18,  so 
that  the  carriage  may  be  steered  either  from  without  or 
within  board. 

The  general  arrangements  of  the  carriages  to  be  substan- 
tially as  shown  in  said  figures  17  and  18,  the  former  being 
a  side-view  and  the  latter  a  plan. 


The  engine  to  be  supplied  with  two  four-feet  discharge- 
pipes,  and  six  assorted  nozzles,  and  with  all  needful  wrenches 
and  other  tools  for  working,  with  room  and  ai^angements 
for  carrying  one  thousand  feet  of  Grenoble  hose,  and  a  sup- 
ply of  fuel  sufficient  for  two  hours'  consumption. 

Adopted  by  the  Board  of  Councilmen,  Dec.  10,  1856. 
Adopted  by  the  Board  of  Aldermen,  Dec.  29,  1856. 
Approved  by  the  Mayor,  Dec.  31,  1856. 


Rttolvedt  That  the  Commissioner  of  Repairs  and  Supplies     propotois 
be,  and  he  is  hereby  directed  to  advertise  for  proposals  for  xJ^,^Z 
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toadTcrtiMd  fire-alarm  telegraphs,  to  connect  all   fire-housefl  in  ti» 
seventh  and  eighth  fire  districta. 

Adopted  by  the  Board  of  Councilmen,  Dec.  12,  1856. 
Adopted  by  the  Board  of  Aldermen,  Dec.  30,  1856. 
Approved  by  the  Mayor,  Dec.  31,  1856. 


AU  Hook 
mad    ladder 


addlUooal 


Resolvedy  That  all  hook  and  ladder  companies  be,  and 
SuSSSd*^  they  are  hereby  allowed  ten  additional  men. 

Adopted  by  the  Board  of  Councilmcn,  October  20, 1S56. 

Adopted  by  the  Board  of  Aldermen,  December  31, 1550. 

Received  from  his  Honor  the  Mayor,  January  7,  1857, 
without  his  approval  or  objections  thereto ;  therefore, 
under  the  provisions  of  the  amended  charter,  the  same 
became  adopted. 


AU  Hora 
ccmipanleebe 
allowod  thir- 
ty ineo- 

First  clan 
engtaMi  al- 
lowed seveu- 
tjrmen. 
SisooDd  clam 
cngliMi  alxty 
num. 

Tbirdclan 
erf  ines  flTly 


Resolved,  That  all  the  hose  companies  be  allowed  thirty 
men,  and  al}  first-class  engines  seventy  men  ;  second-class 
engines,  sixty  men ;  third-class,  fifty  men. 

Adopted  by  the  Board  of  Councilmen,  October  20,  lSo6. 

Adopted  by  the  Board  of  Aldermen,  December  31,  lSo6. 

Received  from  his  Honor  the  Mayor,  January  5, 1857, 
without  his  approval,  or  objections  thereto  ;  therefore, 
under  the  provisions  of  the  amended  charter,  the  same 
become  adopted. 


Resolvedy  That  the  Clerk  of  the  Common  Council  be,  and 
)  is  hereby  directed  to  advertise  for  proposals  for  making* 
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die  (as  per  annexed  diagram)  and  furnishing  one  badge,  ^^ftM-^dta^for 
solid  gold,  and  thirteen  of  solid  silver,  the  same  to  be  used  SSlidSr 
by  the  Chief  Engineer  and  Assistant  Engineers  of  the  Fire  ^^!'  ^^' 
Department ;  said  die  to  belong  to  the  city,  and  to  be  de- 
livered to  the  Clerk  of  the  Common  Council,  provided  the 
expense  of  said  medals  and  die  does  not  exceed  five  hundred 
dollars. 

Adopted  by  the  Board  of  Councilmen,  March  10,  1857. 

Adopted  by  the  Board  of  Aldermen,  May  14,  1857. 

Approved  by  the  Mayor,  May  15,  1857. 


AN    ORDINANCE  to  re-^ganizc  the  Street  Department  of 
the  City  of  New  York. 

Be  it  ordained  by  the  Mayor^  Aldermen^  and  Commonalty  of 
the  City  of  New  Yorlc^  in  Common  Council  convened : 

CHAPTER  I. 

OF  THE  STREET  DEPARTMENT. 

Article  I.    Of  the  Street  Department  and  its  Bu- 
reaux GENERALLY. 

Sec.  1.    The  Street  Department  shall  have  cognizance  of 

•  •••••• 

making,  repairing,  and  lighting  the  public  roads  and  ave-  ^,JJ2i2"u> 
nues-;  constructing,  repairing,  and  lighting  the  public  build-  JJISJJeiy*** 
ings;  repairing  wells  and  pumps;  supplying  the  public *,5;i5°**^ 
rooms  and  offices  of  the  Corporation,  the  court-rooms,  the  ^  iira  oom- 
police  station-houses,  the  engine,  hose,  and  hook  and  ladder 
houses,  and  the  public  markets,  with  fuel,  stationery. 
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printing,  and  all  other  things  necessaiy  therefor,  constrod- 
ing  and  repairing  fire-engines,  hose-carts,  hooks  and  lad- 
ders, hose,  and  other  machines  and  apparatus  for  the  use  oi 
the  Fire  Department. 

<^  2.  There  shall  be  ten  bureaux  in  the  Street  Depart- 
ment, viz. : 

I.  A  bureau  for  the  building  and  repairing  of  wharrei 
and  piers,  to  be  called  the  "  Bureau  of  Wharves." 

o»^^-  II.  A  bureau  for  constructing  and  repairing  the  pd>lic 
S^  h^  buildings,  and  repairing  of  wells  and  pumps ;  for  the  sup- 
2^  ito^'^'  plyii^g  of  the  public  rooms  and  offices  of  the  Corporatioii, 
tem^mp.  the  court-rooms,  the  police  station-houses,  the  engine,  hoae, 
tioDfwj.L.  and  hook  and  ladder  houses,  and  public  markets,  with  fad, 
stationery,  printing,  and  all  other  things  necessary  there- 
for, to  be  called  the  "  Bureau  of  Bcpairs  and  Supplies." 


Repftira  to     IV.  A  bureau  for  repairing  fire-engines  and  fire  appara- 
•^  tus,  under  the  direction  of  the  "  Chief  Engineer  of  the  Fire 

Department." 


CHAPTER   n. 


OP  THE   STREET   COMMISSIONER,  HIS  DEPUTY,  AND   CLEBK8. 


ftr  2r  wSk  ^  ^'  ^^  contracts  for  work  of  any  kind  relating  to  open- 
SSiSflfty  ing»  altering,  regulating,  grading,  flagging,  curbmg,  gutte^ 
d^  ^!7  ing,  and  lighting  streets  and  avenues ;  building,  repairing,  and 
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lighting  wharves  and  piers ;  constructing  the  public  roads  ^  "S^i 
and  avenues ;  constructing,  repauing,  and  Ughting  the  pub-  SlSLS^' 
lie  bmldings ;  repairing  wells  and  pumps ;  supplying  the 
public  rooms  and  offices  of  the  Corporation ;  the  court- 
room, the  police  station-houses,  the  engine,  hose,  and  hook 
and  ladder  houses,  and  the  public  markets,  with  fuel,  sta- 
tionery, and  all  other  necessary  fixtures  and  things  therefor ; 
constructing  fire-engines,  hose-carts,  hooks  and  ladders, 
hose,  and  other  machines  and  apparatus  for  the  use  of  the 
Fire  Department,  and  for  improving  the  public  lands  and 
places,  and  filling  up  sunken  lots,  under  ordinances  of  the 
Common  Coimcil,  from  the  City  Inspector's  Department ; 
and  for  all  other  works  and  supplies  which    may  be  d^*^^™: 
directed  by  the  Common  Council,  to  be  done  or  furnished  SJSiJlJt^ 
under  the  supervision  of  the  Street  Commissioner,  except  25?  diroStoo 
where  slight  repairs  arc  nec^sary,  the  same  not  exceeding  EoginMr. 
two  hundred  and  fifty  dollars,  in  any  one  case,  may  be 
made  by  the  chief  officer  of  the  appropriate  bureau,  with 
the  consent  of  the  Commissioner. 


^  9.  He  shall  advertise  for  estimates  for  openinjo:,  alter-    au   work 

r  o»  relating     to 

ing,  gradmg,  regulating,  flagging,  curbing,  guttering,  and  ^^jjj^^ 
lighting  of  streets,  avenues,  and  places ;  building,  repairing,  ^  ^^^^ 
and  lighting  wharves  and  piers ;  constructing  the  public 
roads  and  avenues ;  constructing,  repairing,  and  lighting 
the  public  buildings  ;  supplying  the  public  rooms  and  offices 
of  the  Corporation,  the  court-rooms,  the  police  station- 
houses,  and  the  public  markets,  with  fuel  and  stationery ; 
constructing  fire-engines,  hose-carts,  hooks  and  ladders, 
hose,  and  other  machines  and  apparatus  for  the  use  of  the 
Fire  Department ;  and  filling  up  sunken  lots,  under  ordi- 
nances of  the  Conmion  Council ;  and  for  improving  public 
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lands  and  places,  and  in  all  other  cases  where  expenditurei 
connected  with  the  Street  Department  are  authorized  \j 
the  Common  Council. 


CHAPTER  VII. 

THE    DEPUTY    SUPERINTENDENT   OF  KEPAIBS   AND   SUPPLIED 

Depatysu      ^  4G.  There  shall  be,  in  the  bureau  of  Repairs  and  Sop- 
or   itopairs  plies,  an  officer  who  shall  be  called  the  Deputy  Saperbh 

and  Supplies  ^    .  tT      J         r 

uxA^^w^  tendent  of  Repairs  and  Supplies,  who  is  charged  with  the 

Sm,  ^y>^  ^^*y  of  superintending  the  supplying  the  public  rooms  aod 

i2wSrh<I^  offices  of  the  Corporation,  the  court-rooms,  police  statioih 

***  houses,  the  engine,  hose,  hook  and  ladder  houses,  and  the 

public  markets,  with  fuel,   stationery,  printing,  and  all 

other  tilings  necessary  therefor,  and  shall  receive  annuaDj 

for  his  services  the  sum  of  two  thousand  dollars. 

^  47.  The  Deputy  Superintendent  of  Repairs  and  Sup- 
plies shall,  before  entering  upon  the  duties  of  his  office, 
execute  a  bond  to  the  Corporation,  with  one  or  more  sure- 
ties, to  be  approved  by  the  Comptroller,  in  the  penal  sum 
of  two  thousand  dollars,  conditioned  for  the  faithful  per- 
formance of  the  duties  of  his  office. 

Dopatysu-      §  48.  Hc  sliall  take  charge  of  and  superintend  the  deliv- 

psrintondcnt  . 

ch*r*^**of    ^^  ^^^  presenation  of  all  supplies  of  fuel,  stationeiyt 

J^fn^h^  printing,  and  other  necessar}'^  things  for  public  rooms  and 

SSfdw^'J^JISi-  offices  of  the  Corporatian,  the   court-rooms,  the   police 

*^'        station-house,  the  engine,  hose,  hook  and  ladder  honseSy 

and  the  public  markets. 
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^  49.  He  shall  make  all  estimates  necessary  or  comiected 
with  the  fumishmg  the  supplies  mentioned  in  the  last  sec- 
tion, when  required  by  the  Street  Commissioner. 


CHAPTER  IX. 

THE   BUREAU   OP  THE   CHIEF  ENGINEER   OP   THE    FIRE 

DEPARTMENT. 

&  66.  This  bureau,  of  which  the  Chief  Enrincer  of  the    itw  oncf 

EDKineer    to 

Fire  Department  shall  be  the  chief  officer,  is  charged  with  ^^  <*«Tf« 
the  duty  of  repairing  fire-engines,  hose-carts,  hooks  and  *Pi»™^n8- 
ladders,  hose^  and  other  machines  and  apparatus  for  the  use 
of  the  Fire  Department. 

§  67.  The  Chief  Engineer  of  the  Fire  Department  shall    chiof  Engt- 
OTersee  and  superintend  the  repairing  of  fire-engines,  hose-  perintead  n- 
carts,  hooks  and  ladders,  hose,  and  other  machines  and  ap-  i»»tu8. 
paratus  for  the  use  of  the  Fire  Department. 

^  68.  He  shall  make  all  estimates  necessary  to  or  con-     ^m  En- 

*  ^  .  ,  gltioer     to 

nected  with  the  performance  of  the  duties  of  his  bureau,  °^®  *"  "«- 
when  required  by  the  Street  Commissioner.  "***■• 

§  69.  He  shall  continually  inspect  the  fire-engines,  hose-    chief  Eh- 
carts,  hooks  and  ladders,  hose,  and  other  machines  and  spea'^aii  ap^ 
apparatus  for  the  use  of  the  Fire  Department,  and,  with  ^^ *c» 
the  consent  of  the  Street  Commissioner,  shall  repair  the  fo^hiJiS'' 
same  forthwith,  when  any  repairs  shall  be  necessary,  except  ^^  ^^"^ 
that  when  the  expense  of  such  repairs  shall  not  in  any  one  m^tonS^"*" 
ease  exceed  fifteen  dollars,  he  may  cause  them  to  be  made 
without  the  consent  of  that  officer ;  but  no  repairs,  without 
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contract,  ehall  be  made  to  a  fire-engine  or  other  machine, 
for  the  use  of  the  Fire  Department,  the  expense  of  whidi 
shall  exceed  seventy-five  dollars. 

Corrects-     ^  70.  He  shall  keep  correct  accounts  of  the  time  of  the 

oounU        of  ^  *■ 

time^«ut«  men  employed  in  his  bureau,  and  of  the  work  upon  which 

So'^^btuw  *^®y  ^®  engaged,  and  the  expenses  attending  the  saioe, 

^'  when  it  is  not  done  by  contract,  and  shall  report  the  same, 

under  oath,  once  in  each  week  to  the  Street  Commissioiier. 

Chief  Engi-  d  71.  He  shall  examine,  audit,  and  certify  to  the  Street 
Si"*iS?tt?'  Commissioner,  all  accounts  for  work  done  under  his  sup^ 
all  accoonta.  yigjon,  and  as  to  the  fulfillment  or  breach  of  any  contract 
for  work  required  to  be  done  under  his  direction ;  and  do 
requisition  shall  be  drawn  by  the  Street  Commissioner  for 
any  bills,  accounts,  or  contracts  for  repairing  fire-engines, 
hose-carts,  hooks  and  ladders,  hose,  or  other  machines 
or  apparatus,  for  the  use  of  the  Fire  Department,  unless 
certified  by  the  Chief  Engineer  of  the  Fire  Department. 

Au  acomintii     ^  72.  He  shall,  in  all  matters  connected  with  his  bu- 

to    be     ap-         ^ 

dSSproTe?  ^^^^>  ^^  under  the  control,  direction,  and  supervision  of 
bj*the*sil!^  the  Street  Commissioner,  who  may  approve  or  disapprove 
ammittioD-  ^ji  jj^^^Qmj^g  certified  by  him,  and  by  whom  alone  all  re- 
quisitions upon  tlie  Comptroller  for  the  payment  thereof 
shall  be  drawn. 


Adopted  by  the  Board  of  Councilmen,  April  24,  1867. 
Adopted  by  the  Board  of  Aldermen,  June  26,  1857. 
Approved  by  the  Mayor,  June  26th,  1S57. 


or 


.Now  bail      Resolvcdj  That  a  new  banner  be  presented  to  the  Fire 
Sl^t^by^i  Department  of  this  city,  on  behalf  of  the  Mayor  and  Com- 
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I  Council ;   the   desiim,  construction,  and  contract  for  oori)oratk>ii 

'  °  '  of  the    City 

same  to  be  under  the  direction  and  control  of  the  Pre-  ^  ^S"^ 

York. 

nt,  Vice  President,  and  Secretary  of  the  Board  of  Re- 
lentatives  of  the  Fire  Department,  the  cost  thereof  not 
sxceed  one  thousand  five  hundred  dollars ;  and  said 
Qer,  when  completed,  to  be  presented»by  the  Mayor  of 
city,  with  appropriate  ceremonies. 

^jesolvedf  That  the  Comptroller  be,  and  he  is  hereby  di- 
ed to  draw  his  warrant  is  favor  of  the  New  York  Fire 
>artment,  for  the  sum  of  one  thousand  five  hundred 
Etrs,  to  pay  for  said  banner,  when  completed,  and  said 
is  hereby  appropriated  therefor. 

dopted  by  the  Board  of  Councilmen,  Dec.  16,  1857. 
dopted  by  the  Board  of  Aldermen,  Dec.  22,  1857. 
pproved  by  the  Mayor,  Dec.  2G,  1857. 


^esolved^  That  the  salary  of  the  messenger  to  the  Board  saiarjor 
'ire  Commissioners  be,  and  is  hereby  increased  to  six  ««'  ^c^ 
ired  dollars  per  annum,  to  take  efiect  from  the  date  of  JJJ^^I^^^ 
passage  of  this  resolution.  dSiaJT*^ 

dopted  by  the  Board  of  Councilmen,  Dec.  16,  1857. 

dopted  by  the  Board  of  Aldermen,  Dec.  29,  1857. 

eceived  January  2,  1858,  firom  his  Honor  the  Mayor, 
without  his  approval  or  objections  thereto)  therefore, 
under  the  provisions  of  the  Charter  of  1857,  the  same 
became  adopted. 


^hereasj  It  appears  that  there  are  two  persons  employed 
perate  the  fire  telegraph,  which  requires  the  constant 
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attention  of  one  through  the  day  and  the  other  throng 
the  night,  thereby  leaving  but  one  at  a  time  to  take  chaige 
of  said  office  ;  and 

Whereas^  They  arc  obliged  to  leave  the  office  in  charge  of 
a  stranger  when  compelled  to  meet  the  requirements  of 
nature  ;  therefore,  be  it 

An  addi.      Resolved f  That  his  Honor  the  Mayor  be  and  he  is  hereb? 
tor  oD   tho  authorized  to  appoint  one  additional  attendant  on  the  fiie- 

llre    tele-  ^*- 

Rnph  to  be  alarm  telc<]fraph,  now  located  in  the  basement  of  the  CStr 
Ukeiuyor.    jja]]^  jf^  in  his  judgment,  he  should  deem  it  necessary. 

Adopted  by  the  Board  of  Aldermen,  January  18>  1868. 
Adopted  by  the  Board  of  Councilmen,  January  22, 1858. 
Approved  by  the  Mayor,  Februar}'  3,  185S. 


Whercasy  a  telegraphic  apparatus  is  in  operation  in  the 
City  Hall,  under  and  by  virtue  of  a  resolution  of  the  Com- 
mon Council,  and  the  operators  thereof  have  not  had  their 
salaries  fixed  ;  therefore, 

Faurios  of      RcsoIvcJ,  That  tlic  pcrsous  aT)pointed  by  the  Mayor  to 

operators   of  x  x  a  ^  i/ 

"^nh  nit  to  perform  the  duty  of  operating  the  fire  telegraph,  in  the 
hundlti^'dfj'  City  Hall,  be  and  they  are  hereby  allowed  each  the  sum 
of  (not  to  exceed)  eight  hundred  dollars  per  annum,  the 
same  to  take  effect  from  the  date  of  their  appointment. 

Adopted  by  the  Board  of  Aldermen,  March  4,  1858. 
Adopted  by  the  Board  of  Councilmen,  February  12, 1858. 
Approved  by  the  Mayor,  March  6,  1858. 


Urs    per  an- 

DUIU. 
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AN  ORDINANCE  f(yr  the  better  regulation  of  the  New  York 

Fire  Department.  / 

Sec.  1.  It  shall  be  the  duty  of  each  and  every  fireman,  ^,^^ 
to  prevent  boys  or  disorderly  characters  from  congregating  ^^^ 
in  or  about  the  place  of  deposit  of  their  various  apparatus,  JSJJJ  ' 
and  not  to  allow  the  said  place  of  deposit  to  be  used  for  variooB 
any  other  purposes  than  those  directly  connected  with  the 
performance  of  their  duty  as  firemen.    No  persons  other 
fhan  members  and  exempt  members  of  the  company,  or  of 
the  Fire  Department,  in  good  standing,  shall  be  allowed  to 
sleep  in  any  engine,  hose,  or  hook  and  ladder  house ; 
neither  shall  the  street-doors  of  the  said  houses  be  kept 
open,  except  while  persons  are  passing  in  and  out,  or  while 
any  necessary  repairs  or  cleaning  are  being  performed. 
It  shall  also  be  the  duty  of  the  said  firemen  to  see  that 
good  order  is  preserved  in  and  about  the  houses  occupied 
by  their  respective  companies,  and  to  prevent  any  persons 
from  habitually  congregating  on  the  walks  in  front  of  the 
houses  of  their  said  apparatus. 

%  2.  In  going  to,  or   returning  from  a  fire,  the  drag-      Dot 
rope  shall  be  the  proper  place  for  the  firemen,  except  the  f^^i^ 
officers  in  command,  and  it  shall  be  their  duty  to  prevent  ^^^^  • ' 
all  boys,  and  noisy  and  improper  persons,  from  taking  hold     " 
of  the  rope.     On  no  account  shall  a  person,  other  than  a 
member  of  the  company,  or  a  member  or  exempt  member 
of  the  Fire  Department,  kno.wn  to  at  least  two  of  the 
members  of  the  company  present,  be  allowed  to  manage, 
or  have  any  control  of  the  tongue  or  tiller  of  any  appa- 
ratus, in  going  to  or  returning  from  a  fire.    It  shall  also  be 
ttie  duty  of  the  officers  and  members  of  each  and  every 
company  when  returning  with  their  apparatus,  from  a  fire. 
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or  alarm  of  fire,  to  prevent  any  racing  of  their  company 
with  any  other  company,  and  to  abstain  firom  any  condnet 
that  would  be  likely  to  cause  a  breach  of  the  peace,  or  le- 
fiect  discredit  on  the  Fire  Department.  It  shall  further  be 
their  duty  to  use  all  endeavors  to  cultivate  good  feefing 
among  the  members  of  the  Fire  Department. 

biiinT'^''*'     ^  ^*   Each  and  every  officer  or  member  in  commaad 
^J^^[J^^^  of  a  company  shall  be  held  responsible  for  his  actioQi» 
while  exercising  command  over  any  fire  apparatus,  or  ibr 
any  willful  neglect  or  violation  of  any  of  the  duties  incum- 
bent upon  him. 

uJdSr"'*^"     ^  ^*  ^^  fireman,  while  under  suspension  for  any  vio- 
JJwlTfr^t  ^^^^on  of  the  ordinances  relative  to  the  Fire  Department, 
b?iSS^edtJi  shall  be  permitted  to  wear  a  fire-cap  bearing  the  firontis- 
ctortii},  'kJ.  piece  of  the  company  to  which  he  is  attached,  nor  be 
allowed*  to  vote  at  any  election  held  by  the  company; 
neither  shall  he  be  permitted  to  take  part  in  any  of  the 
meetings,  or  to  frequent  the  house  occupied  by  his  com- 
pany.    And  no  person  suspended  or  expelled  from  the 
Fire  Department  shall  be  allowed  to  take  command  or  ex- 
ercise control  over  any  fire  apparatus  while  he  remaias 
under  such  sentence  of  suspension  or  expulsion. 

oompanios  §  5.  It  shall  bc  the  duty  of  each  and  every  compaay, 
An  with  all  on  au  alarm  of  fire  beinir  civen  for  the  district  or  districts 
gonce.  in  which  the  said  company  does  duty,  to  proceed  with  aD 
due  diligence  and  by  the  most  convenient  route  to  the  fire, 
or  to  the  place  from  whence  the  said  alarm  originated,  un- 
less otherwise  directed  by  an  Engineer ;  avoiding  aU  lying 
in  wait,  or  any  departure  from  their  usual  route,  for  the 
purpose  of  racing  with  any  other  company. 

iHmaiiic*     ^  6.  Any  engineer,  officer  of  a  company,  or  member 
or  any  of  uw  of  thc  Firc  Department,  who  shall  violate  any  of  the  o^ 
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nances  relative  to  the  Fire  Department,  or  who  shall  S^SSTi)? 
lowingly  or  willfully  consent  to  or  assist  in  any  violation  **'*"^*- 
*the  same,  shall  be  liable  to  suspension  or  expulsion  from 
te  Fire  Department.     And  any  company,  so  found  guilty 
"  a  violation  of  any  of  the  ordinances  of  the  Fire  Depart- 
ent,  shall  be  liable  to  be  disbanded. 

^  7.  All  ordinances,  or  parts  of  ordinances,  inconsist- 
it  with  the  provisions  of  this  ordinance,  are  hereby  re- 
galed. 

Adopted  by  the  Board  of  Councilmen,  February  26, 
$58. 

Adopted  by  the  Board  of  Aldermen,  March  26,  1858. 

Approved  by  the  Mayor,  March  29,  1858. 


Resolved^  That  the  Chief  Enirineer  of  the  Fire  Depart-    lw*  of  an 
ent  be,  and  he  is  hereby  directed  to  cause  to  be  printed  ^J^  ^ 
a  durable  manner  a  list  of  all  buildings  which  have  been  ™^  ^^ 
:amined  and  pronoimced  unsafe  by  the  Board  of  FireJ[^,2l2!  ^* 
hardens,  and  have  one  or  more  copies  thereof,  printed,  in 
kch  of  the  engine,  hose,  and  hook  and  ladder  houses  in 
le  city,  and  that  the  same  be  done  annually,  in  lieu  of 
Ivertising. 

Adopted  by  the  Board  of  Aldermen,  April  12,  1858. 

Adopted  by  the  Board  of  Councilmen,  May  6,  1858. 

Approved  by  the  Mayor,  May  7,  1858. 


Resolved^  That  the  Street  Commissioner  be  empowered      Appoint. 

'-  meni    of    a 

)  appoint  a  practical  machinist  and  fire-engine  builder,  a>pertot«od. 
26 
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m  of  flro  ^]^Q  gj^^ii  Y^Q  ^j^  exempt  fireman^  to  superintend  the  con- 
struction and  proper  working  and  keeping  of  fire  apparatus, 
and  such  other  duties  as  may  be  required  in  the  direction 
of  the  Fire  Department,  which  shall  not  interfere  with  any 
existing  ordinance,  or  conflict  with  the  firemen  in  the  dis^ 
charge  of  their  duty.  The  salary  of  the  Superintendent  to 
be  one  thousand  dollars  per  annum. 

Adopted  by  the  Board  of  Aldermen,  Oct.  21,  1858. 
Adopted  by  the  Board  of  Councilmen,  Nov.  11,  1858. 
Approved  by  the  Mayor,  Nov.  12,  1S5S. 


FIBB  PEPABTIOENT.  408 


AN  ORDINANCE 

For  the  better  Regtdatian  of  the  Firemen  of  the  city  of  New  York. 

The  Mayor  J  Aldermen  and  Commonalty  of  the  City  of  New 
Yorkj  in  Common  Council  convened,  do  ordain  a^s/oUows : 

It  shall  be  the  duty  of  the  Foreman  and  Secretary  of 
each  and  every  engine,  hose,  and  hook  and  ladder  company,  and'soi^etr 
to  report  to  the  Board  of  Fire  Conmaissioners,  on  the  second  *o.«f«  ^ 
Tuesday  in  April  and  October  in  each  year,  a  list  of  mem-  J:tf£r* 
bers,  with  the  number  of  fires  or  alarms  of  fire  which  have  SJSI^*te?of 
occurred  during  the  preceding  six  months,  in  the  districts  S^^'^W 
in  which  they  perform  duty,  and  the  amount  of  duty  per-  by^^ 
formed  by  each  member,  which  report  must  be  sworn  to 
before  the  Board  of  Fire  Commissioners ;  and  the  Foreman 
and  Secretary  of  ea^h  and  every  company  neglecting  to 
comply  with  this  ordinance  shall  be  expelled. 

Adopted  by  the  Board  of  Aldermen,  October  25,  1858. 
Adopted  by  the  Board  of  Councilmen,  Dec.  13,  1858. 
Approved  by  the  Mayor,  Dec.  23,  1868. 
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AN  ORDINANCE. 

Be  U  ordained  by  the  Mayors  Aldermen  and  CommonaUy  of  tk 
City  of  Sew  York^  in  Common  Council  convened^  that  the 
ordinance  to  rerorganize  the  Street  Department^  pasted  Jum 
26,  1857,  be  amended  to  read  as/olloum  : 

CHAPTER  I. 

OP  THE  STREET  DEPARTMENT  AND  ITS  BUREAUX  OENERALLT. 

ooostruc-     Sec.  1.  The  Street  Department  shall  have  cognizance  of 

log/llghtlng.  •••••••  ••• 

Ice.,  of  Hose. 

hJS?*'«i3i    •  •  •     the  construction,  repairing,  lighting,  and 

care  of  the  buildings,  offices,  rooms,  and  public  yards  of 
the  Corporation ;  the  supplpng  the  public  buildings  and 
offices  and  rooms  of  the  Corporation,  the  court-rooms  for 
which  supplies  are  furnished  by  the  Corporation,  the  po- 
lice station-houses,  the  engine  and  other  houses  of  the  Fire 
Department,  and  the  public  markets,  with  fuel,  statkuieij, 
printing,  and  all  other  things  necessary  therefor ;  the  con- 
struction, altering,  and  repairing  of  fire-engines,  hose,  and 
all  other  machines  and  apparatus  for  the  use  of  the  Fire 
Department ;   the   removing  incumbrances  from  streets, 
roads,  places,  wharves,  piers,  and  slips  ;  the  doing  and  fiw^ 
nishing  of  all  other  necessary  work,  repairs,  and  supplies 
not  provided  for  in  other  departments  ;  and  the  collecting 
of  all  assessments. 


I 


FIRE  DEPABTMENT.  406 

§  2.  There  shall  be  eiffht  bureaux  in  the  Street  Depart-  ^Number  of 

'  o  i  Bureaus. 

ment,  viz : 


6.  A  bureau  for  constructing  and  repairing  public  build-  \ 

ings,  and  for  procuring  all  necessary  supplies  for 
the  Corporation,  to  be  called  the  "  Bureau  of  Re- 
pairs and  Supplies." 

7.  A  bureau  for  repairing  fire-engines  and  fire  apparatus, 

under  the  charge  of  the  Chief  Engineer  of  the  Fire 
Department,  and  for  the  construction  of  all  new 
fire-engines  and  fire  apparatus,  to  be  called  the 
"  Bureau  of  the  Chief  Engineer  of  the  Fire  De- 
partment." 


CHAPTER  III. 

OF  THE  BUREAU  OF  THE   STREET  DEPARTMENT. 


ARTICLE  Vn. 

The  Deputy  Superintendent  of  Repairs  and  Supplies. 
§  1.  There  shall  be,  in  the  Bureau  of  Repairs  and  Sup-    Dopotysn- 

'  x^  XT    perlntendMit 

plies,  an  officer  who  shall  be  called  the  Deputy  Superin-  JJ^^*  ^ 
tendent  of  Repairs  and  Supplies,  who  is  charged  with  the  JJ^'^'"*^ 
duty  of  superintending  the  supplying  the  public  rooms  and  Su'^^ooi'^* 
oflSces  and  court-rooms  of  the  Corporation,  the  police  Jar?^o°^ 
station-houses,  the  engine  and  other  houses  of  the  Fire  and  other 
Department,  and  the  public  markets,  with  fuel,  stationery,  JJJ^^^^'^p'^ 
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printing,  and  all  other  things  neeeauuy  therefor,  and  of 
superintending  the  furnishing  of  all  other  necessary  sup- 
plies for  the  Corporation,  except  in  cases  where  other  {no- 
vision  is  made  therefor.  He  shall  receive  payment  montiilj 
for  his  services,  at  the  rate  of  two  thousand  dollarB  per 
annum. 


ARTICLE  vm. 

The  Bureau  of  the  Chief  Engineer  of  the  Fire  DepartmaU. 

Tbi  Bu-      ^1.  This  bureau,  of  which  the  Chief  Enmneer  of  tiie 

^*^to5Je  ^^^  Department  shall  be  the  chief  officer,  is  charged  wifli 

J^gStoJ^*  the  duty  of  repairing  fire-engines,  hose-carts,  hooks  aod 

^*™^^       ladders,  hose,  and  otlier  machines  and  apparatus,  for  the 

use  of  the  Fire  Department. 

TTie  Chief     4  2.  The  Chief  Enirinecr  of  the  Fire  Department  shall 

fiiglncer    to  t  .  t 

Sire*"!??  u)  ^"^^^^^  ^^^  supermtend  the  repairing  of  fire-engines,  hose- 
•pparatua.    carts,  hooks  and  ladders,  hose,  and   other  machines  and 
apparatus,  for  the  use  of  the  Fire  Department. 

Tho  chiof  ^  3,  He  shall  make  all  estimates  necessary  to,  or  con- 
^Mti^i!^  nected  with,  the  performance  of  the  duties  of  his  burean, 
JJuh'Sr^nu  when  requu-ed  by  the  Street  Commissioner. 


chjjf  ft»jjj       §  4.  He  shall,  from  time  to  time,  inspect  the  fire-engines, 
Bpect  all  ap  hosc-carts,  hooks  and  ladders,  hose,  and  other  machines  and 
JI!ch°^fIlir8  apparatus,  for  the  use  of  the  Fire  Department ;  and  shall 
Zi  **Mccod  report  to  the  Street  Commissioner  any  repairs  which  may 
dollars.       bc  rcquircd  thereon.     If  the  Street  Commissioner  approve 
thereof,  he  shall  report  the  same  to  the  Common  Council, 
except  that,  when  the  expenditure  shall  not  exceed  seventy- 
five  dollars  in  any  one  case,  he  may  direct  the  same  to  be 
done. 
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§  5.  The  Chief  Engineer  may,  with  the  consent  of  the 
Street  Commissioner,  make  small  repairs  in  the  Corpora- 
tion yard,  to  the  hose  and  hooks  and  ladders  t)f  the  Fire 
Department. 

§  6.  He  shall  cause  to  be  kept  in  his  bureau  accounts  n^to^ll 
of  the  time  of  all  persons  to  be  paid  by  wages  for  work,  hia  bmn*^ 
under  the  supervision  of  his  bureau,  and  of  the  work  upon  peraons  pau 
which  they  are  engaged,  and  of  all  the  other  expenditures 
of  his  bureau,  and  of  the  expense  of  each  particular  work 
or  job,  with  the  items  thereof. 

^  7.  He  shall  examine  and  audit  all  pay-rolls  and  all  ^'^  ^ 
accounts  for  work  done,  or  materials  furnished,  under  the  SSulS^ 
supervision  of  his  bureau,  and,  if  foimd  correct,  shall  certify  ^Jljc.**^ 
them   in  writing,   and   shall   deliver  them,  with  proper 
vouchers,  to  the  Street  Commissioner;  and  in  all  cases  of 
contract  work  under  his  supervision,  he  shall  examine  and 
report  to  the  Street  Commissioner  as  to  the  fulfillment  or 
breach  of  the  contract  therefor;  and  he  shall  certify,  on 
every  voucher  for  payment  thereon,  that  such  payment  is 
due,  in  accordance  with  the  terms  of  the  contract. 

^  8.  He  shall,  in  all  matters  connected  with  his  bureau,    The  cuef 

Bfigfamw     to 

be  under  the   control,  direction,  and  supervision  of  the  be  undw  u* 

^  control    UM 

Street  Commissioner,  who  may  approve  or  disapprove  all  2iJ^**S»«et 
accounts  certified  by  him,  and  by  whom  alone  all  requisi-  ^""■*°"- 
tions  upon  the  Comptroller  for  the  pa3nnent  thereof  shall 
be  made. 

§  9.  No  new  fire-enrine,  hose,  or  hook  and  ladder  car-      no  mw 

'  ^  apperatufl  to 

riage,  shall  be  constructed  for  the  Fire  Department,  unless  J;~°^5^^ 
the  same  shall  be  authorized  by  the  Common  Council.  Sy'SS*  com- 
§  10.  There  shall  be  in  this  bureau  a  Superintendent  ^  saperin- 
of  Fire  Apparatus,  to  be  appointed  by  the  Street  Commis-  nJj  Aii»r2^ 
sioner,  who  shall  be  a  practical  machinist  and  fire-engine  pointed.  ^^ 
builder,  and  who  shall  be  an  exempt  fireman,  whose  duty 


Clerks. 
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it  shall  be  to  superintend  the  construction  and  proper  work- 
ing  and  keeping  of  fire  apparatus,  and  such  other  duties  as 
may  be  required  in  the  direction  of  the  Fire  Department, 
which  shall  not  interfere  with  any  existing  ordinance,  or 
conflict  with  the  firemen  in  the  discharge  of  their  duties. 
The  Superintendent  of  Fire  Apparatus  shall  receive  pay- 
ment, for  his  services  monthly,  at  the  rate  of  one  thousand 
dollars  per  annum. 

inthJcS?^  ^11.  There  shall  be  a  Foreman  of  the  Corporation 
StJ^tt"'* '  Yard  in  this  bureau,  to  be  appointed  by  the  Chief  Engineer, 
whose  duty  it  shall  be  to  superintend  the  reparing  and 
cleaning  of  hose,  and  take  charge  of  the  same,  and  to  per- 
form all  such  other  duties  as  may  be  assigned  to  him  by 
the  Chief  Engineer,  and  shall  receive  a  salary  of  one  thou- 
sand dollars  per  annum,  paya.ble  monthly.  There  shall  also 
be  two  clerks  in  this  bureau,  to  be  appointed  by  the  Chief 
Engineer,  who  shall  keep  the  accounts  of  this  bureau,  and 
perform  such  other  dufies  as  shall  be  directed  by  the  Chief 
Engineer,  at  a  salary  of  one  thousand  dollars  each  per 
annum,  payable  monthly.  The  Chief  Engineer  shall  also 
have  authority  to  employ  laborers  in  the  Corporation  Yard, 
iiot  to  exceed  eight  in  number,  at  a  compensation  of  two 
dollars  per  day. 
•  ••••••  ••• 

Adopted  by  the  Board  of  Councilmen,  Dec.  22,  ISoS. 

Adopted  by  the  Board  of  Aldermen,  Dec.  29,  1S5S. 

Approved  by  the  Mayor,  Jan.  4,  1S59. 


(     stMin  fire      Rcsolvcd^  That  the  proposition  of  several  of  the  fire  in- 

)     MiffiDA.    pro* 

:    MDtad  to  uie  surance  companies  doing  business  in  this  city,  to  fumish 
bj  u»  rtro  anci  present  a  steam   fire-engine  to  the  corporation,  be 
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accepted,  and  that  the  Superintendent  of  Fire  Apparatus  insurance 

^  .  ,  ,  .  Companies. 

of  the  Fire  Department  be,  and  he  is  hereby  authorized  and 
directed  to  take  possession  of  and  safely  keep,  on  behalf  of 
the  corporate  authorities  of  the  city,  the  said  steam  fire- 
engine,  when  so  presented  by  said  fire  insurance  com- 
panies. 

Adopted  by  the  Board  of  Aldermen,  January  20, 1859. 

Adopted  by  the  Board  of  Councilmen,  February  7, 1859. 

Approved  by  the  Mayor,  February  8,  1859. 


Besolvedf  That  the  annual  amount  allowed  to  each  fire    Amoont  or 

gas    allowwl 

company  for  gas  be  increased  to  the  sum  of  seventy-five  Jj^  ^^ 
dollars  ($75),  the  same  to  take  efiect  from  the  passage  of ''''®**®^ 
this  resolution. 

Adopted  by  the  Board  of  Aldermen,  January  24, 1859. 

Adopted  by  the  Board  of  Councilmen,  February  7, 1859. 

Approved  by  the  Mayor,  February  19,  1859. 


On  the  14th  April,  1859,  the  President  of  the  Represent- 
atives of  the  Fire  Department  communicated  to  the  Com- 
mon Council  that  the  following  nominations,  for  Fire 
Wardens,  had  been  made  on  the  13th  April,  viz. :    Stephen    Fire  ward- 

^  *  cna  elected. 

Hallick,  George  C.  Brbwn,  William  H.  McDonough,  and 
Samuel  Cheshire,  to  serve  three  years,  to  fill  vacancies  oc- 
casioned by  the  expiration  of  the  term  of  George  C.  Brown, 
John  T.  Harding,  William  H.  McDonough,  and  Theodore 
Keeler. 

Confirmed  by  the  Board  of  Councilmen,  April  18, 1859. 

Confirmed  by  the  Board  of  Aldermen,  April  25,  1859. 

Approved  by  the  Mayor,  April  26,  1859. 
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AN  ORDINANCE 

To  amend  an  Ordinance  for  the  better  Regulation  (ftkt  Ftn- 
men  of  tlie  city  of  New  Yorkj  passed  June  15/Ay  1855. 

mZ^^m^  Sec.  1.  All  members  of  the  New  York  Fire  Depart- 
JSniTty'^^^Sr  "^cnt,  and  such  exempt  members  as  are  authorized  by  the 
S^SSig  "*  Commissioners  of  the  Fire  Department,  shall  hereafter, 
'*°**'  when  on  duty  as  firemen,  or  at  fires,  wear  the  leathern 
cap,  as  heretofore  used,  or  a  badge,  as  hereinafter  pro- 
vided, which  said  badge  shall  be  worn  in  a  plain,  con- 
spicuous manner,  on  the  breast,  and  shall  be  worn  and 
visible  during  the  whole  time  that  such  member,  or  ex- 
empt member,  shall  remain  at  the  fire ;  and  any  fireman 
neglecting  or  refusing  to  wear  his  badge,  as  above  speci- 
fied, shall  be  subject  to  suspension  or  expulsion  Grom  the 
Department ;  and  any  exempt  fireman  so  refusing  or  neg- 
lecting shall  be  subject  to  a  fine  of  not  less  than  twenty- 
five,  nor  over  two  hundred  and  fifty  dollars,  and  im- 
prisonment not  less  than  ten  days;  and  all  fines  so 
collected  shall  be  paid  over  to  the  Treasurer  of  the  Fire 
Department  Fund. 

inwription  §  2.  The  badiTC  mentioned  in  the  precedinir  section 
tkm  of  badg- ghaii  be  made  of  Prince's  metal,  bearing  the  letters  "N. 
Y.  F.  D."  and  each  badge  shall  bear  a  distinct  number, 
in  raised  figures  thereon,  of  white  metal,  the  same  to 
represent  the  number  of  each  company^  and  also  a  regis- 
ter number,  in  small  figures,  stamped  thereon;   and  the 
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badge  to  be  worn  by  exempt  firemen,  as  provided  for  in 
section  dd,  of  this  ordinance,  shall  be  composed  of  white 
metal,  with  the  figures  thereon  of  Prince's  metal ;  but  in 
all  other  respects  to  conform  to  the  badge  herein  de- 
scribed for  the  use  of  the  active  members  of  the  Depart- 
ment ;  said  badges  shall  be  struck  from  dies,  which  shall 
be  exclusively  the  property  of  the  Corporation  of  the 
City  of  New  York,  and  shall  be  placed  in  the  custody  of 
the  Clerk  of  the  Common  Council ;  and  all  of  such  badges 
shall  be  numbered,  as  the  Commissioners  of  the  New 
York  Fire  Department  may  direct. 

§  3.  The  said  badges  shall  be  deposited  with  the  Com-    auiges  to 

-  _  bo  Id  chwrga 

missioners  of  the  New  York  Fire  Department,  who  shall  ^  the  cbm- 

-■-  miasfcwen  of 

have  sole  charge  oC  the  distribution  of  the  same ;  and  it  y^i^^^^pire 
shall  be  the  duty  of  the  said  Commissioners  to  keep  a^***'^***** 
register  of  the  names  of  all  persons  who  now  are,  or  who 
may  hereafter  become  members  of  the  New  York  Fire 
Department,  and  of  the  number  of  the  company  to  which 
said  persons  are  attached  ;  and  also  of  the  names  of  such 
exempt  firemen  as  may,  in  writing,  be  permitted  by  the 
said  Commissioners  to  wear  the  badges  aforesaid,  and  o^ 
the  number  of  the  badge  delivered  to  each  of  said  firemen 
or  exempt  firemen. 

^  4.  It  shall  be  the  duty  of  the  Commissioners  of  the    BadgAs  to 

'  'f  be  delivered 

New  York  Fire  Department  to  deliver  to  each  fireman  J^^"ve«^ 
one  of  the  badges  aforesaid  ;  and  the  said  Commissioners  °^^' 
shall  also  deliver  one  of  the  aforesaid  badges  to  each  of 
such  exempt  firemen  as  may,  by  virtue  of  section  16,  of  an 
act  of  the  Legislature  of  the  State  of  New  York,  entitled, 
"An  act  for  the  better  regulation  of  the  firemen  in  the 
city  of  New  York,"  passed  March  29th,  1866,  be  permitted 
by  said  Commissioners  to  wear  the  same. 
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Tbebadf:^     ^  5.  The  badiTes  herein  named  shall  be  the  exclusive 

to     be    tho         '  ° 

^^l\i  ^  property  of  the  city  of  New  York,  and  when  any  member 
New  York,  ^f  ^^  p^j.^  Department  shall  resign,  or  be  Buspended,  or 
expelled  therefrom,  it  shall  be  the  duty  of  the  foreman  and 
secretary  of  the  company  to  which  such  member  ^m 
attached  to  make  a  return  of  such  suspension,  expulmoD, 
or  resignation,  forthwith,  to  the  Chief  Engineer,  together 
with  the  badge  formerly  worn  by  sucb  member,  and  fte 
Chief  Engineer  shall  report  weekly,  to  the  CommisrioiMn 
aforesaid,  the  names  of  such  members  of  the  Fire  Depart- 
ment as  shall  have  resigned,  or  been  suspended  or  expelled 
therefrom,  since  his  last  report,  and  shall,  with  said  report, 
return  to  the  said  Commissioners  the  badges  worn  by  sach 
members. 

Loss  or     ^  G.  If  the  foreman  and  secretary  of  any  company,  or 
reported  to  either  of  them,  shall  fail  to  comply  with  the  provisionB  of 

the  Cbnimls-  ...  . 

iiTiTO^*^^  the  preceding  section  in  relation  to  the  return  of  badgeBi 
weeks.  j^^  rctum  of  mcmbers  elected  by  such  company  shall  be 
received  therefrom,  unless  good  and  satisfactory  cause  shall 
be  shown  to  the  Commissioners  why  said  badges  are  not 
returned ;  and  should  any  member  of  the  Fire  Department 
lose  his  badge,  it  shall  be  his  duty  to  report  said  loss  within 
two  weeks  to  the  said  Commissioners,  and  it  shall  be  their 
duty  to  inquire  into  the  circumstances  of  the  case,  and 
unless  they  are  satisfied  that  such  loss  was  without  fault  on 
the  part  of  said  member,  they  shall  have  power  to  suspend 
or  expel  said  member  from  the  Department,  in  their  discre- 
tion ;  but  should  the  loss  be  satisfactorily  accounted  for  to 
the  said  Commissioners,  then  they  shall  grant  a  new  badge 
to  said  member,  who  shall  pay  one  dollar,  upon  receiving 
the  same,  as  a  penalty  for  said  loss  (which  money  shall  be 
paid  to  the  Treasurer  of  the  Fire  Department  Fund  by  said 
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Commissioners,  they  taking  bis  receipt  for  the  same),  and 
any  member  of  the  Department  not  complying  with  the 
above  provision  shall  be  expelled. 

§  ?•  Every  exempt  fireman  receiving  a  badge  shall  have  flren^®°*S 
the  permission  to  wear  the  same  renewed  some  time  during  ^^  ^^ 
the  month  of  May  in  each  year,  otherwise  such  permission  au?^in"*Si 
shall  be  deemed  revoked,  and-the  said  Commissioners  may,  mS^  ^ 
at.  any  time,  revoke  any  permission  so  granted  by  them  ; 
but  in  case  such  permission  is  not  renewed,  or  is  revoked, 
it  shall  be  the  duty  of  such  exempt  fireman  to  restore  the 
badge  previously  worn  by  him,  to  the  said  Commissioners. 

§  8.  Any  member  of  the  New  York  Fire  Department,    Penalty  for 
or  exempt  fireman,  who  shall  loan  his  badge  to  any  per-  JJ^cS'biS? 
son,  shall  be  liable  to  the  penalties  as  set  forth  in  section  ZJ^^^  '*" 
1st  of  this   ordinance ;   and  if  any  badge  shall   become 
broken  or  the  figures  be  displaced  while  in  the  possession  of 
such  member  or  exempt  fireman,  he   shall  return  the 
same  forthwith  to  the  said  Commissioners,  and  in  default 
of  the  same,  said  member  may  be  expelled  or  suspended, 
and  such  exempt  fireman  shall  have  the  permission  to 
wear  the  same  revoked. 

§  9.  Any  member  of  the  New  York  Fire  Department,      poutitiet 
or  exempt  fireman,  who  shall  violate  any  of  the  foregoing  any  or  the 
sections  of  this  ordinance,  shall  be  subject  to  a  fine  of  ««"«>»• 
not  less  than  twenty-five,  nor  over  two  hundred  and  fifty 
dollars,  and  to  imprisonment  for  the  term  of  ten  days ; 
and  all  fines  so  collected  shall  be  paid  over  to  the  Trear 
surer  of  the  New  York  Fire  Department  Fund. 

^10.  It  shall  be  the  duty  of  the  police,  when  a  fire    UMtobe 

occurs,  to  form  a  line,  at  least  two  hundred  feet  distant  are  two  hun- 
dred fiBeidii- 

firom  the  said  fire,  on  each  side  thereof;  and  they  shall  not,  JJJJj^^^PJJI 
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mitied  with-  under  any  circumstances,  permit  any  person  to  pass  Bsid 
line,  unless  said  person  shall  wear  the  uniform  or  badge 
of  the  Fire  Department,  the  uniform  of  the  Insurance  Fi- 
trol,  or  be  a  member  of  the  Common  Council,  a  member 
of  the  Police  Departinent,  an  owner  of  property  within, 
or  resident  in  the  prescribed  lines. 

DutjoftiM     ^11.  It  shall  be  the  duty  of  the  police  to  pnnnptlj 
JSSd  \kM  reniove  from  within  the  said  lines,  all  persons  not  desi^ 
ISmS^  ^ynated  in  the  last  preceding  section,  and  all  persons  re- 
•KtiiM^     fusing  to  retire  at  the  request  of  a  policeman,  from  with- 
in the  said  lines,  shall  be  deemed  guilty  of  a  misdemeaiior, 
and  forthwith  arrested. 

^  12.  AH  ordinances,  and  parts  of  ordinances,  now  ex- 
isting, so  far  as  the  same  are  inconsistent  with  any  or  all 
of  the  provisions  of  this  ordinance,  are  hereby  repealed. 

^  13.  This  ordinance  shall  take  effect  immediately. 

Adopted  by  the  Board  of  Councilmen,  May  30,  1859. 
Adopted  by  the  Board  of  Aldermen,  June  13,  1859. 
Approved  by  the  Mayor.  June  27,  1859. 

D.  T.  VALENTINE,  Clerk  C.  C. 


elected. 
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At  an  election,  held  by  the  members  of  the  Fire  Depart- 
menti  on  the  dd  March,  1859,  the  following  nominations, 
for  assistant  engineers,  were  made,  viz. : 

For  the  First  District— G.  Joseph  Ruch.  ^J^T^ 

For  the  Second  District — John  Brice. 

At  large — Daniel  Donnovan,  John  Decker,  William 
Hackett,  Peter  N.  Cornwell,  Edward  W.  Jacobs,  Elisha 
Eingsland,  John  A.  Cregier,  Stephen  Mitchell,  Timothy  L. 
West,  John  Baulch. 

Confirmed  by  the  Board  of  Aldermen,  July  7, 1859. 
Confirmed  by  the  Board  of  Councilmen,  July  11,  1859. 
Approved  by  the  Mayor,  July  12,  1859. 


At  an  election  held  by  the  members  of  the  New  York    nectkm  of 
Fire  Department,  on  22d  December,  1859,  John  A.  McCos-  Engineer  to 

,  fill  e  yecescT 

ker  was  duly  elected  as  assistant  engineer,  to  fill  a  vacancy  in  H^riem 
in  the  Harlem  district. 

Confirmed  by  the  Board  of  Aldermen,  Dec.  30,  1859. 
Confirmed  by  the  Board  of  Councilmen,  Dec.  30, 1859, 
Approved  by  the  Mayor,  Dec.  31,  1869, 


!:• ' 
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REVISION  OF  THE  ORDINANCES 


AFPKRTAINIMO  TO  THE 


FIRE  DEPARTMENT 


or  THE 


CITY  OF  NEW  YORK, 


TO  TUB 

AB    1860. 
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THE  FOLLOWING  IS  A  CONTINUATION  OF  THE  REVISION  OF 
THE  ORDINANCES  AS  TO  FIRES  AND  THE  FIRE  DEPART- 
MENT, TO  BE  FOUND  IN  CHAPTER  XV.  OF  THE 

REVISED    ORDINANCES 

OF  1845. 


C051TINUED  TO  JANUARY  1,  1860. 


AN  ORDINANCE  of  Fires  and  the  Fire  Department. 

Passed  April  23,  1839. 

The  Mayor  J  Aldermen^  and  Commonalty  of  the  City  of  New 
York  J  in  Common  Council  convened^  do  ordain  a^  follows: 

§  1.  Abrogated  by  section  first  of  the  ordinance  of  June  ^^^^g**^ 
22,  1842  (9  Pro.  C.  C,  p.  189),  which  has  since  been  Jg'^**'*^- 
amendcd  by  the  ordinances  passed  January  5th,  1850,  June 
18th,  1850,  and  May  6th,  1856,  and  also  by  the  act  of  the 
legislature  passed  March  29,  1850,  section  1.    The  section, 
as  it  now  stands,  reads  thus : 

The  Fire  Department  of  the  said  city  shall  consist  of  a    Fa«ctkm  or 
Chief  Engineer,  thirteen*  Assistant  Engineers,  twelve  Fire  ^^^ 
Wardens,  and  as  many  fire-engine  men,  hose  men,  hook 
and  ladder  men,  and  hydrant  men,  who  shall  be  citizens  of 
the  United  States,  of  the  age  of  twenty-one  years  or  up- 
ward, as  are,  or  may,  from  time  to  time,  be  appointed  by 

o  Incieased  to  thirteen  by  ordinance  of  May  6, 1856,  Tide  p.  884. 
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the  Common  Council,  and  who  shall  respectively  be  distill- 
guished  by  the  several  appellations  aforesaid.* 

^  2.  Abrogated  by  second  section  of  ordinance  of  Jime 
22d,  1842  (9  Pro.  C.  C,  p.  189),  a  portion  of  which  was 
repealed  by  ordinances  subsequently  approved,  viz. :  those 
of  March  22d,  1850,  and  December  9th,  1858.t 

The  following  is  the  form  in  which  the  ordinances  rda- 
tive  to  the  Chief  and  Assistant  Engineers  remain  at 
present : 

^^'  The  nomination  of  the  Chief  Engineer  and  Asadstant  En- 

gineer shall  be  made  by  the  firemen,  by  ballot,  at  bqA 
time  as  the  Common  Council  may  hereafter  appoint,  and 
the  persons  receiving  the  greatest  number  of  votes  for  the 
respective  offices  shall  be  thereupon  entitled  to  a  nomina- 
tion to  the  Common  Council,  for  appointment  to  such 
offices.  (Ordinance  of  June  22,  1842.) 

Etectkmof  The  nomination  of  the  Assistant  Enirineers  of  the  lire 
gineen.  Department  shall  be  made  by  the  Bremen,  by  ballot,  every 
three  years,  and  the  persons  receiving  the  greatest  number 
of  votes  shall  be  respectively,  thereupon,  entitled  to  a 
nomination  to  the  Common  Council,  for  appointment  to 
such  office. 

New  eiec      The  Common  Council  may,  at  their  pleasure,  or  when  a 

ikm,  how  or-  >/  ^  r  ^^ 

^^^  new  election  shall  be  asked  for  by  a  majority  of  the  fire- 
men, order  a  new  election  for  one  or  more  of  such  Assist- 
ant Engineers,  and  the  person  or  persons  nominated  at  such 


o  For  tho  section  of  ordinance  of  April  28,  1889,  tbus  abrogited,  vide 
p.  206. 

t  For  the  original  section  second  of  ordinance  of  April  28,  1889,  Tide 
page  297. 


FIBE  DBPABTBfENT.  4S1 

new  election  shall,  when  duly  confirmed,  serve  only  for 
and  during  the  remainder  of  the  term  or  terms  of  the  per- 
son or  persons  in  whose  place  or  places  he  or  they  may 
respectively  be  elected.   (Ordinance  of  March  22, 1860.) 

The  Chief  Engineer  of  the  Fire  Department  shall  be  ch^"S^[ 
elected  every  three  years  by  the  members  of  the  Fire  De-  ^^'' 
partment,  by  ballot,  and  the  person  receiving  the  greatest 
number  of  votes  for  the  office  shall  thereupon  be  entitled 
to  a  nomination  to  the  Common  Council  for  appointment. 

The  election  for  the  selection  of  Chief  Engineex  of  the     wiwn  to 

^  take  pUce. 

Fire  Department,  under  this  ordinance,  shall  take  place  on 
the  first  Tuesday  after  the  first  Monday  in  February,  1854, 
and  thereafter  every  succeeding  three  years.  (Ord.  Dec. 
9th,  1853.) 

^  3.  This  section*  was  abrogated  by  the  seventh  section 
of  the  act  entitled  "  An  Act  to  create  the  Croton  Aqueduct 
Department  in  the  city  of  New  York,"  passed  April  11th, 
1849.     (Chap.  383.)     The  section  stands  thusi 

The  Croton  Aqueduct  Board  shall  nominate,  and  by  and  water  Par< 
with  the  consent  of  the  Board  of  Aldermen  appoint  a  Wa-  potat«aent 
ter  Purveyor,  to  be  charged  with  the  superintendence  of 
the  laying  and  repairing  of  the  water-pipes,  and  the  con- 
struction, repairing,  and  cleansing  of  the  sewers  and  under- 
ground drains.    •    •     • 

^  4.  Abrogated  by  section  four  of  the  ordinance  of  June  PDwemaiui 
22,  1842  (9  Pro.  C.  C,  p.  190),  a  portion  of  which  has^^f  ^^ 
since  been  repealed  by  the  ordinance  of  May  30,  1849,  sec- 


neer. 


o  For  the  third  sectloix  of  the  ordinance  of  April  28,  1849,  thus  abrogated, 
Tide  p,  297. 
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tions  279  to  285,  inclusive,  and  amended  by  ordinances  cf 
April  19,  1860,  and  January  4th,  1859.« 

The  ordinances  at  present  in  force,  in  relation  to  dutiei 
and  powers  of  Chief  Engineer,  are  as  follows  : 

The  Chief  Engineer  shall,  in  all  cases  of  fibre,  have  tiie 
sole  and  absolute  control  and  command  over  all  the  engi- 
neers and  other  persons  connected  with  the  Fire  Depart- 
ment. It  shall  be  the  duty  of  the  Chief  Engineer  to  direet 
the  other  engineers  to  take  proper  measures  to  arrange  the 
several  fire-engines  in  the  most  advantageous  manner,  and 
to  cause  them  to  be  duly  worked  for  the  eflfectual  extin- 
guishment of  fires.  It  shall  also  be  the  duty  of  the  said 
To  eramino  Chief  Enffineer  to  examine  twice  in  every  year  into  the 

aoparatua,  ^      ^  J     J 

a  »a  report,  couditiou  and  number  of  the  fire-engines,  and  other  fire 
apparatus,  and  fire-engine  houses,  and  to  report  the  same, 
once  a  year,  to  the  Common  Council,  together  with  the 
names  of  all  the  members  of  the  Fire  Department,  and  the 
respective  associations  to  which  they  belong. 

Firemen's  (^  4.  Ordiuaucc  of  Juuc  22,  1842.)  And  it  shall  be  the 
*^"  ''  duty  of  the  clerk  of  the  Common  Council,  on  the  said  re- 
turns being  presented  by  the  said  Chief  Engineer,  to  the 
Common  Coimcil,  to  correct  the  Register  of  the  firemen, 
in  his  office,  in  accordance  with  said  returns.  (Section  one, 
ordinance  of  April  19th,  1850.)f 

This  bureau  (the  bureau  of  the  Chief  Engineer  of  the 


o  For  section  four,  as  it  originally  stood,  vide  ordinance  of  April  23, 1839, 
ante,  p.  297. 

f  In  relation  to  investigation  of  causes  of  fires,  as  referred  to  in  nctioD 
four  of  ordinance  of  June  22,  1842,  the  Legislature,  on  16th  of  April,  185^ 
passed  an  act  for  speed j  investigation  into  the  origin  of  fires  in  the  Qtj  of 
New  York,  and  referring  the  same  to  the  Chief  of  Police.  Vide,  ante,  p.  US- 
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Fire  Department),  of  which  the  Chief  Engineer  of  the  Fire  En^^oe?  ^ 
Department  shall  be  the  chief  oflBcer,  is  charged  with  the  S?  rlpiS^K 
duty  of  repairing  fire-engines,  hose-carts,  hooks  and  lad-  'pp*'**"*- 
ders,  hose,  and  other  machines  and  apparatus  for  the  use 
of  the  Fire  Department. 

The  Chief  Engineer  of  the  Fire  Department  shall  over-    chief  ed. 

*-'  *  gineer  tosu- 

see  and  superintend  the  repairing  of  fire-engines,  hose-  p*J^^**^*^' 
carts,  hooks  and  ladders,  hose,  and  other  machines  and  p^^^^b- 
apparatus  for  the  use  of  the  Fire  Department. 

He  shall  make  all  estimates  necessary  to,  or  connected  gj^r  to^" 
with  the  performance  of  the  duties  of  his  bureau,  when  re-  ^I^eSi- 
quired  by  the  Street  Commissioner. 

Qe  shall,  from  time  to  time,  inspect  the  fire-engines,  j^r^g^u 
hose-carts,  hooks  and  ladders,  hose,  and  other  machines  ^p^^atus*^* 
and  apparatus  for  the  use  of  the  Fire  Department,   and  "^SJJ^of" 
shall  report  to  the  Street  Commissioner  any  repaid  which  U^X^ 
may  be  required  thereon.    If  the  Street  Commissioner  ap- 
prove thereof,  he  shall  report  the  same  to  the  Common 
Council,  except  that,  when  the  expenditure  shall  not  exceed 
seventy-five  dollars  in  any  one  case,  he  may  direct  the  same 
to  be  done. 

The  Chief  Engineer  may,  vnth  the  consent  of  the  Street    ^*>'^ 
Commissioner,  make  small  repairs  in  the  Corporation  yard, 
to  the  hose  and  hooks  and  ladders  of  the  Fire  Department. 

He  shall  cause  to  be  kept  in  his  bureau  accounts  of  the    chiof  ed- 

•■■  gineer  to 

time  of  all  persons  to  be  paid  by  wages  for  work,  under  ^Jj"^,^^ 
the  supervision  of  his  bureau,  and  of  the  work  upon  which  ^jS^JJ!^* 
they  are  engaged,  and  all  the  other  expenditures  of  his  bu-  ^'^*^* 
reau,  and  of  the  expense  of  each  particular  work  or  job, 
with  the  items  thereof. 
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fibau  ex      He  shall  examine  and  audit  all  pay-iollB  and  all  acooimti 

amlae  and  ^■^    * 

widit  au  ae-  fQf  work  doHC,  OF  materials  furnished,  under  the  supem* 
^^^*  ^  sion  of  his  bureau,  and,  if  found  correct,  ahall  certify  tfaem 
in  writing,  and  shall  deliver  them,  with  proper  Toucheo, 
to  the  Street  Commissioner ;  and,  in  all  cases  of  oontnd 
work  under  his  supervision,  he  shall  examine  and  report  to 
the  Street  Commissioner  as  to  the  fulfillment  or  breach  of 
the  contract  therefor;  and  he  shall  certify,  on  every  voadier 
for  payment  thereon,  that  such  payment  is  due,  in  aoooil- 
ance  with  the  terms  of  the  contract. 

g^fi^     He  shall,  in  all  matters  connected  with  his  buiem,  be 

^S^JiSiht  under  the  control,  direction  and  supervision  of  the  Stnet 

^ii^li^Q^'  Commissioner,  who  may  approve  or  disapprove  all  accomiii 

certified  by  him,  and  by  whom  alone  all  requisitions  upon 

the  Comptroller  for  the  payment  thereof  shall  be  made. 

(Ordinance  of  January  4,  1859,  reorganizing  the  Street 
Department,  chap.  3,  art.  8,  sees.  1  to  8,  inclusive.) 


Salary  «)f     §  .5.  This  scction,*  iu  relation  to  the  salary  of  the  Chief 

Chief    EDgi-  '  11. 

necr.  Engineer,  has  been  amended  at  vanous  times,  viz. :  by  sec- 
tion seventh  of  ordinance  of  June  22(1, 1842  ;  by  resolution 
approved  December  2Gth,  1844;  by  resolution  approied 
July  8th,  1848  ;  by  resolution  approved  Nov.  10th,  ISM, 
and  by  resolution  approved  December  9th,  1857,  which  Isst- 
mentioned  resolution  is  now  in  force,  and  stands  thus : 

Resolved,  That  the  salary  of  the  Chief  Engineer  of  the 
Fire  Department  be  increased  to  five  thousand  dollan  per 
annum,  such  increase  to  take  efiect  from  the  IVthFebroaij) 
1857,  when  the  present  incumbent  entered  upon  the  dis- 
charge of  the  duties  of  said  office. 

0  For  tho  fifth  section  of  the  ordinance  of  April  23,  1839,  Tide  page  298. 
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^  G.  In  case  of  any  vacancy  in  the  office  of  Chief  En-  guppSd!'**^ 
gineer,  the  Senior  Engineer  shall  discharge  the  duties  of 
Chief  Engineer  until  the  vacancy  shall  be  filled.* 

§  7.  Abrogated  by  section  third  of  ordinance  of  June 
22d,  1842  (9  Pro.  C.  C,  pp.  189-90).  Which  section  reads 
tiJius-: 

Whenever  a  vacancy  shall  occur  in  either  of  the  offices  ^^^' 
of  Chief  Engineer  or  Assistant  Engineers,  the  engineers  and 
the  foremen  of  the  fire  companies,  collectively,  shall  have 
power,  and  it  shall  be  their  duty  to  call  a  special  election, 
and  designate  the  time  for  holding  the  same,  to  the  end 
that  the  nomination,  pursuant  to  the  provisions  of  this  or- 
dinance, may  be  made  to  the  Common  Council  to  supply 
such  vacancy.t 

%  8.  Modified  by  section  fourth  of  the  ordinance  of  July 
16th,  1839,  and  reads  thus  : 

It  shall  be  the  duty  of  the  Chief  Engineer,  or  the  Senior  ^fj^ 
Engineer,  to  certify,  under  his  hand,  to  the  Common  Coun-  J^^^'oSu' 
oil,  the  name  or  names  of  the  persons  who  shall,  from  time  JJ^en*^ 
to  time,  be  nominated,  pursuant  to  the  provisions  of  this 
ordinance,  for  the  respective  offices  for  which  they  may  be 
nominated,  to  the  end  that,  if  approved  of  by  the  Common 
Council,  they  may  be  appointed*! 

§  9.  This  section,  which  further  prescribed  the  duties  of  ^^^^^!^l 

noer. 

o  Ordinance  of  April  23, 1839,  ante,  p.  208. 

f  The  original  section  of  the  ordinance  of  April  23,  1839,  thus  abrogated, 
win  be  found,  ante,  p.  298. 

%  For  the  original  text  of  this  section,  vide  ordinance  of  April  23d,  1889, 
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the  Chief  Engineer,  was  virtually  abrogated  by  seetion 
fourth  of  ordinances  of  June  22,  1842  (9  Pro.  C.  C.  19fl), 
a  portion  of  which  has  since  been  repealed.  Vide  sectiiA 
fourth,  ante,  p.  339.* 

Sale  or  old      ^  10.  Abrogated  by  section  fifth  of  ordinance  of  JimeSS, 

engines,  etc.  o  if 

1842  (9  Pro.  C.  C,  p.  191),  which  has  since  been  amended, 
and  at  present  stands  thus : 

The  Chief  Engineer,t  under  the  direction  of  the  Com- 
mittee  on  the  Fire  Department,^  is  authorized  to  sell,  lor 
cash,  any  old  and  condemned  fire  engines  and  hose  depodt- 
ed  at  the  public  yard,  and  shall  pay  the  money  recdvoi 
for  such  engines  or  hose,  when  sold,  to  the  city  treasnror, 
and  deposit  the  receipt  for  such  money  with  the  Comp- 
troller.^ 


Bills  aiv       ^11.  This  section,  which  directs  bills  for  expenditures 

IT<iVt>d  by  * 

cumn^tu>o    to  be  approved  by  Committee  on  Fire  Department,  wiB 
i»^«°^-     abrogated  by  Chap.  4,  Art.  3,  title  5,  Part  2,  of  ordmance 
of  May  30,  1849  (17  Pro.  C.  C,  pp.  87-9),  and  by  the  or- 
dinance reorganizing  the  Street  Department,  passed  Janu- 
ary 4,  1859,  which  will  be  found  on  page  404.|| 

TcToroTui"      ^  ^^'  The  Water  Purveyor  shall,  before  entering  upon 

^  For  ninth  section  of  the  ordinance  of  April  28, 1839,  thtisabrogiled,  fide 
p.  299. 

t  The  words  **  Chief  Engineer"  were  substituted  for  **Superintendeot  of 
Buildings/'  as  contained  in  the  text  originally,  by  resolution  appiored  Jno^ 
18,  184G  (14  P.  C.  C,  p.  19). 

X  Name  of  Oommittee  altered,  February  10, 1845. 

§  For  the  original  section  tenth  of  ordinance  of  April  23d,  1839,  vide  p.  299. 

H  For  the  eleventh  section  of  the  ordinonoe  of  April  28,  1839,  thai  abro- 
gated, vide  p.  299. 
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the  duties  of  his  office,  take  and  subscribe  an  oath  or  affirm- 
ation, well  and  faithfully  to  perform  the  said  duties.* 

§  13.  This  section  w^  abrogated  by  the  376th  section  ^e^^^^J^^j 
of  the  ordinance  of  May  30,  1849  (17  Pro.  C.  C,  p.  115), 
which  stands  thus  :t 

The  Water  Purveyor  shall,  before  entering  upon  the 
duties  of  his  office,  execute  a  bond  to  the  Corporation, 
with  one  or  more  sureties,  to  be  approved  by  the  Copip- 
faroller,  in  the  penal  sum  of  two  thousand  dollars,  condi- 
tioned for  the  faithful  performance  of  the  duties  of  his 
oflice. 

^14.  This  section  in  relation  to  the  Water  Purveyor's   water  Par- 

*  •'  veyor'8  sala- 

ialary  was  abrogated  by  resolution  of  July  21,  1849  (17  '"^ 
Pro.  €•  C,  p.  251),  which  reads  as  follows :{ 

Resolvedj  That  the  salary  of  the  Water  Register,  in  the 
Croton  Aqueduct  Department  be,  and  the  same  is  hereby 
fixed  at  one  thousand  five  hundred  dollars  per  annum  ;  that 
the  salary  of  the  Deputy  Water  Register,  in  the  Croton 
Aqueduct  Department  be,  and  the  same  is  hereby  fixed  at 
one  thousand  dollars  per  annum;  that  the  salary  of  the  water pur- 
Water  Purveyor,  in  the  Bureau  of  Pipes  and  Sewers,  be,  ry. 
and  the  same  is  hereby  fixed  at  one  thousand  five  hundred 
dollars  per  annum. 

§  15.  It  shall  be  the  duty  of  the  said  Water  Purveyor  to     Duties  or 
take  charge  of  the. public  reservoirs  and  establishments  for  veyor. 

o  Ordinance  of  April  23,  1839,  page  800. 

f  For  the  18ih  section  of  the  ordinance  of  April  28, 1889,  thus  abrogated, 
Tide  page  800. 

%  For  the  14th  section  of  the  ordinance  of  April  28,  1839,  thus  abrogated. 
Tide  page  800. 
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water  for  the  extiDguishment  of  fires,  and  to  see  that  tbe 
same,  and  all  the  apparatus  and  machinery  belongiig 
thereto,  and  all  the  public  hydrants,  are  kept  in  gool 
order.*  • 

"^  16.  Abrogated  by  section  fourth,  title  4,  of  the  ont 
nance  of  September  7,  1S42  (10  Pro.  C.  C,  p.  41),  wludi 
section  stands  thus  :t 

u  ^**7p^'     ^  ^'  ^*'  ^^^^^  ^®  *^®  ^^^  ^^  *^®  Superintendent  ni 
*''*'•  Water  Purveyor  to  lay  down  all  the  distributing  pipes,  Ij- 

drants,  and  stop-cocks,  under  the  direction  of  the  Qui 
Engineer  and  Croton  Aqueduct  Board  ;  to  examine  rab^ 
and  to  report  to  the  Croton  Aqueduct  Board,  all  appfiet- 
tions  for  water,  and  generally  to  do  all  such  duty  as  nuj 
be  assigned  to  them ;  and  it  shall  be  the  duty  of  the  Water 
^  To  ation.!  pQ^veyoF  to  attend  all  fires  that  may  happen  in  the  city; 
to  provide  against  all  unnecessary  waste  of  water,  and  we 
that  all  hydrants  are  closed  at  the  termination  of  each  cod- 
flagration. 

n.iihM«  of     §  17,  IS,  19,  20.  Repealed  by  section  second,  title  4,  of 
viV'»r.        an  ordinance  to  organize  the  Croton  Aqueduct  Depart- 
ment, passed  August  5,  1840   (8  Pro.  C.  C,  p.  36),  which 
will  be  found  ante,  under  its  proper  date.! 

Firowani  §  21,  22,  23,  24,  25,  26,  27,  28,  29,  and  30,  all  tlno- 
gated  by  various  acts  of  the  Legislature,  passed  since  the 
approval  of  the  ordinance  of  April  23,  1S39.§ 

o  Ordinance  of  April  23,  1839,  page  800. 

f  For  the  ori^iiLil  section  sixteen  of  the  ordinance  of  April  23, 1839,  ride 
p.  300. 

X  For  the  sections  thus  repealed,  as  they  stood  in  ordinance  of  April  23, 
1839,  vide  pp.  300,  301. 

§  For  the  orii^inal  s<.*ctions  of  the  ordinance  of  April  23,  1889,  tha  al*^ 
gated,  vide  pp.  801,  305. 


ens. 
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rhe  laws  now  in  force  relative  to  Fire  Wardens  are  as 

lows,  and  will  be  found  in  the  acts  passed  March  7| 

19,  chap.  84 ;  March  29,  1850,  chap.  120,  and  February 

1856|  and  will  be  found  ante,  under  their  appropriate 


[^  28  of  act  of  March  7,  1849,  amended  by  section  first, 
ip*  120,  Laws  of  1850.)  The  duties  and  powers  that 
re  by  law  conferred  upon  the  Fire  Wardens  in  the  City 
N'ew  York,  prior  to  the  passage  of  an  act  entitled  **  An 
for  the  establishment  and  regulation  of  the  police  of 
I  city  of  New  York,"  passed  May  7, 1844,  as  well  as  the 
ties  and  powers  of  the  Fire  Wardens,  conferred  upon 
)  police  by  the  said  act,  and  by  the  act  to  amend  the 
Qie,  passed  May  13,  1846,  are  hereby  conferred  and  im- 
led  upon  the  officers  to  be  appointed  as  hereinafter  in 
B  section  mentioned,  who  shall  be  known  and  desig- 
',ei  by  the  name  of  the  Fire  Wardens  of  the  city  of  New 
rk. 

That  such  Fire  Wardens  shall  be  twelve  in  number,  and  ^JJJJ^  **" 
ill  be  selected  from  the  firemen  of  the  city  of  New  York, 
smpt  by  law  from  duty  at  the  time  of  such  selection, 
ether  then  in  active  duty  or  not ;  and  shall  be  appointed 
tlie  Common  Council,  upon  the  nominations  of  theRep- 
entatives  of  the  Fire  Department  of  the  city  of  New 
rk,  by  a  majority  of  the  votes  cast  by  them  for  that 
tpose. 

That  the  said  Fire  Wardens  shall,  within  ten  days  after  ^S!*****^ 
lir  appointment,  be  classified  into  three  classes  (four  in 
;h  class),  by  lot,  to  be  drawn  by  the  president  of  the 
1  Fire  Department,  at  a  time  and  place  to  be  notified  to 
3  Fire  Wardens,  and  a  certificate  of  such  drawing  and 
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classification  shall  be  signed  by  such  president,  viee-pitB- 
denty  or  trustee,  and  filed  in  the  office  of  the  clerk  of  tk 
city  and  county  of  New  York.    The  classes  shall  be  n- 
spectively  numbered  onCi  two  and  three,  according  to  the 
term  of  service  of  each.    Class  one  shall  serve  one  yor; 
class  two  shall  serve  two  years ;  class  three  shall  went 
three  years,  and  until  their  successors  in  office  shall  be  wf- 
pointed.    The  first  nomination  and  appointment  of  twidve 
Fire  Wardens  shall  be  made  as  soon  after  the  passage  of 
this  act  as  practicable  ;  and  thereafter  the  nominatioa  ui 
appointment,  in  place  of  those  whose  term  of  office  shaD 
expire,  shall  be  made  annually,  on  or  about  the  seeoid 
Tuesday  of  April,  in  each  succeeding  year  ;  the  tenn  of 
office  of  said  Fire  Wardens,  who  shall  be  first  appointed  n 
aforesaid,  shall  end  as  follows :  class  one,  on  the  second 
Tuesday  of  April,  1S51 ;  class  two,  on  the  second  Tuesday 
of  April,  1852  ;  and  class  three,  on  the  second  Tuesday  cf 
April,  1853,  and  until  their  successors  in  office  shaU  be 
appointed  as  aforesaid. 

vaomcits,     All  vacancics,  happening  during  any  term  or  tenns  of 
^  office,  shall  be  filled,  as  often  as  they  shall  occur,  by  a  like 

nomination  and  appointment. 

(§  29,  of  Law  of  March  7th,  1849,  amended  by  scctioa 
two,  of  Laws  of  1850,  chap.  120,  and  by  Act  of  February 
19,  1856.) 

They  are  It  shall  also  bc  the  duty  of  the  said  Fire  Wardens,  »• 
to  vioution  spectively,  to  inquire  and  examine  into  any  and  eveiy  Tio- 
for  the  pre-  latlou  of  anv  of  the  provisions  of  the  acts  heretofore  passed 

rentlon  of  *f  r  ^  s 

^^-  for  the  prevention  of  fires  in  the  city  of  New  York,  and  of 
the  several  acts  amending  or  modifying  the  same,  or  in  ad- 
dition thereto,  or  extending  the  fire  limits  in  said  ciiy,  and 
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of  this  act ;  and  it  shall  also  be  the  duty  of  the  said  Fire 
Wardens,  respectively,  to  give,  or  cause  to  be  given,  a  no- 
tice, in  writing,  signed  by  at  least  one  of  them,  to  the 
owner  and  builder,  respectively,  of  any  such  dwelling-house, 
store,  store-house,  building,  ash-hole,  ash-house,  wooden 
shed,  wooden  building,  or  frame  building  in  said  city,  which 
shall,  after  the  passage  of  this  act,  be  erected,  built,  raised, 
altered,  enlarged,  or  built  upon,  or  removed  from  one  lot  to 
Another,  or  which  shall,  after  the  passage  of  this  act,  be  in 
the  course  of  erection,  building,  raising,  altering,  enlarging, 
or  being  built  upon,  or  being  removed  from  one  lot  to 
another,  in  violation  of  any  of  the  provisions  of  the  acts,  or 
of  any  of  them,  mentioned  or  referred  to  in  this  section,  or 
of  this  act,  requiring  such  cause  of  violation  to  be  removed 
within  ten  days  after  service  of  such  notice ;  such  service 
shall  be  made  by  leaving  such  notice  with  any  person  of 
suitable  age,  at  such  dwelling-house,  store,  store-house, 
building,  ash-house,  ash-hole,  wooden  shed,  wooden  build- 
ing, or  frame  building,  or  by  posting  the  same  in  a  con- 
spicuous place  on  such  dwelling-house,  store,  store-house, 
building,  ash-hole,  ash-house,  wooden  shed,  wooden  build- 
ing, or  frame  building. 

It  shall  also  be  the  duty  of  the  said  Fire  Wardens,  respect-  Mast  attend 
ively,  to  report  to  the  said  Chief  Engineer  the  location  of,  ^^ 
and  the  peculiar  circumstances  attending  any  building  con- 
structed, or  in  course  of  construction,  deemed  unsafe ;  and 
also  to  report,  as  aforesaid,  all  cases  where  goods  shall  be 
improperly  stored  in  any  building,  so  as  to  hazard  the  lives 
of  firemen,  or  where  such  goods  shall  be  too  heavily  laden 
in  a  building,  or  where  any  building  shall,  firom  any  cause, 
have  become  unsafe. 

It  shall  also  be  the  duty  of  said  Fire  Wardens,  respect- 
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ively,  to  attend  all  fires  in  the  fire  districts,  respectiyelj, 
to  which  they  may  be  allotted,  and  to  wear  at  such  fin 
To^wear  thc  usual  firc-cap^  the  words  "  Fire  Warden  **  and  the 
number  of  such  district  conspicuously  painted  thereon,  in 
white,  on  a  black  ground. 


flre-€i4) 


R^^pnrt  an-     That  the  said  Fire  Wardens  shall  report  all  their  pn>> 

noally  to  Um  •  ,  .  *■ 

2^^^  ceedings,  and  such  &cts  and  information  as  they  shall 
acquire  in  respect  to  the  subject  matter  of  their  duties,  to 
the  Common  Council  pf  the  city  of  New  York,  and  to  the 
said  representatives,  annually,  on  or  before  the  seccmd 
Tuesday  of  April,  and  oftener,  if  required  so  to  do. 

Tbeir  oiDco.  That  thc  said  Fire  Wardens  shall  be  provided  by  the 
Common  Council  of  said  city  witH  an  office,  and  with 
necessary  fuel  and  stationery  for  the  same ;  which  oJBcc 
shall  be  kept  open  daily,  Sundays  and  holidays  excepted, 
from  8  o'clock,  a.  m.,  until  6  o'clock,  p.  m. 

ar^i-v  to     That  said  Common  Council  shall,  upon  the  nomination 
«•**»  of  a  majority  of  said  Fire  Wardens,  appoint  a  suitable  per- 

son as  clerk  to  said  Fire  Wardens,  at  a  salary  not  exceed- 
ing eight  hundred  dollars  per  annum,  subject  to  removal 
at  any  time  by  the  Common  Council,  upon  the  request  of 
a  majority  of  the  Fire  Wardens,  for  incapacity  or  neglect 
of  duty  prescribed  to  him  by  said  Fire  Wardens ;  snd 
upon  any  such  removal,  another  clerk  shall,  upon  like 
nomination,  be  appointed  as  aforesaid ;  and  it  shall  be  the 
duty  of  the  said  clerk  to  attend  at  such  office  during  said 
office  hours.     (Act  of  February  19, 1856,  p.  126.) 

lumoTai.       The  Common  Council,  at  the  request  of  a  majority  of 
the  whole  number  of  the  representatives  of  the  said  Fire 
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Department,  may  remove  any  of  said  Fire  Wardens  from 
office,  for  incapacity  or  neglect  of  duty. 

(^  32  of  the  act  of  March  7,  1849,  was  amended  by  the 
third  section  of  the  law  of  1850.) 

The  said  Fire  Wardens  shall  have  power  to  make  snch    nrawwd. 
by-laws  for  their  own  government  as  shall  not  be  contrary 
to  law,  or  to  the  ordinances  of  the  Corporation  of  the  said 
city,  and  as  shall  be  approved  of  by  said  representatives. 

(^  33  of  act  of  March  7,  1849,  amended  by  the  fourth 
•ectdon  of  the  act  of  March  29,  1850,  aforesaid,  which  was 
again  Amended  by  section  1,  chap.  648,  of  laws  of  1863.) 

The  compensation  of  said  Fire  Wardens  shall  be  fixed 
by  the  Common  Council  of  said  city  of  New  York,  at  the 
lum  of  five  himdred  dollars  per  ajmum  to  each  Fire  War- 
len ;  and  shall,  as  well  as  the  salary  of  said  clerk  and  the 
lent  of  said  office,  and  the  expense  of  fuel  and  stationery, 
>e  paid  by  the  Comptroller  of  said  city,  by  warrants, 
luarterly ;  and  the  Board  of  Supervisors  of  the  city  and 
sounty  of  New  York  shall  have  power  to  ndse,  by  tax,  a 
mm  necessary  to  defray  the  same. 

Anotount  of  salary  confirmed  by  the  Common  Council  on 
ihe  3d  of  October,  1853,  by  the  following  resolution : 

Retolvedf  That  the  annual  compensation  to  be  paid  to  ^^^  ^ 
be  Fire  Wardens  shall  be  the  sum  of  five  hundred  dollars  c^^^ 
jer  annum  each,  to  take  effect  from  the  passage  of  said  act  ^^'^^^^ 
ly  the  Legislature. 

^  31.  The  firemen  shall  be  divided  into  companies,  to  Firemen. 
consist  of  as  many  members  as  the  Common  Council  shall, 
xom  time  to  time,  direct,  to  attend  to  the  fire-engines,  hy- 
Irants,  hose-wagons,  and  hooks  and  ladders  belonging,  or 
ihat  may  hereafter  belong,  to  the  Corporation  of  the  city, 
28 
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or  to  such  hjdrantsi  fire-engines,  hose-wagons,  «nd  boob 
and  ladders,  as  the  Common  Council  shall  direct ;  and  eack 
of  the  companies  shall,  and  may  choose,  out  of  their  own 
number,  a  foreman,  assistant,  and  clerk,  in  such  a  miniia^ 
and  at  such  times  as  they  think  proper ;  and  it  shall  be  ihe 
Doty  or  duty  of  the  said  firemen,  as  often  as  any  fire  shall  break  oat 
in  the  said  city,  .to  repair,  immediately  upon  the  alaim 
thereof,  to  their  respective  engines,  hose-wagons,  hooks  sal 
ladders,  and  convey  them  to  or  near  the  place  where  indi 
fire  shall  happen,  unless  otherwise  directed  by  the  Chief  or 
other  Engineer ;  and  there,  in  conformity  with  the  dino- 
tions  given  by  the  Chief  Engineer,  or  other  Engineen,  to 
work  and  manage  the  said  engines,  or  apparatus,  and  im- 
plements, with  all  their  skill  and  power ;  and  when  the  fire 
is  extinguished,  they  shall  not  remove  therefrom  but  by 
the  direction  of  an  engineer ;  and  on  such  direction  thej 
shall  return  their  respective  hose-wagons,  hooks  and  lad- 
ders, engines  and  apparatus,  well  washed  and  cleansed,  to 
their  several  places  of  deposit.  If  any  fireman  shall  neglect 
to  attend  to  any  fire  as  aforesaid,  or  leave  his  fire-engine  oi 
other  apparatus,  while  at  any  fire,  without  permissioD,  or 
shall  neglect  to  do  his  duty  on  such  occasion,  without  lei- 
sonable  excuse,  he  shall,  for  every  default,  forfeit  and  psj 
the  sum  of  three  dollars ;  and  may,  on  request  of  the  com- 
pany to  which  he  belongs,  be  removed  from  his  station  tf 
fireman.* 

'j^^     §  32.  It  shall  be  the  duty  of  each  and  every  fire  com- 

Jj|g^**^    pany,  in  going  to,  or  returning  from  any  fire,  or  alann  of 

fire,  or  removing  their  apparatus  from  their  respectire 

places  of  deposit,  to  obey  the  orders  of  the  Chief  or  otber 

Engineer.! 

o  Oidinmooe  of  April  28, 1S89,  p.  806. 
t  Oidinance  of  April  28, 1S89,  p.  807. 
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^  33.  And  in  case  any  foreman  or  assistant  foreman,  or  penalty  ftr 
may  other  fireman  having  charge  of  any  fire  company,  dis- 
obeying or  refusing  to  obey  any  order  of  direction  given 
hf  the  Chief  Engineer,  he  shall,  for  such  offense,  be  sus- 
pended or  expelled  from  the  Fire  Department.* 

^  34,  35,  36,  37,  and  38,  repealed  by  an  ordinance    Keep  ap- 
puBed  August  6,  1841  (9  Pro.  C.  C,  p.  43),  and  which  «^ 
will  be  found  under  its  proper  date.t 

^  39.  It  shall  be  the  duty  of  all  members  of  the  Fire       Fenoni 

not    iiTeiimi 

J)epartment,  as  well  as  those  who  are  hired  for  the  pur-  noitohuMUe 
poses  above-mentioned,  to  prevent  all  persons  not  belong- 
ing to  the  department  from  entering  any  house,  or  hand- 
fing  any  apparatus  belonging  to  the  department.  | 

4  M*  Abrogated  by  section  eighth  of  ordinance  of 
June  22d,  1842  (9  Pro.  C.  C,  p.  191),  which  is  as  fol- 
lows:^ 

No  fire-engine,  nor  hook  and  ladder  truck,  nor  hose-cart      RimDing 
shall,  in  going  to  or  returning  from  any  fire,  or  at  any  on  Mtmxt 
otiber  time,  be  run,  driven,  wheeled  or  placed  upon  any 
sidewalk,  except  by  the  special  order  of  one  of  the  engi- 
nnder  the  penalty  of  twenty-five  dollars  for  each 


•  This  sectlaii,  m  it  fftood  in  otdinance  of  April  23, 1889  (for  which  see  p. 
907),  tras  wnended  bj  ordinance  of  March  6th,  1840  (7  Fro.  C.  C,  pp.  124, 
-1S6)»  so  M  to  road  in  the  text  by  inserting  the  words  "  suspended  or,"  in 
<hB  last  Una. 

f  fbr  the  sections  of  the  ordinance  of  April  28, 1889,  thus  repealed.  Tide 
^p,  aOTaadSOe. 

%  Ordinance  of  April  28d,  1889,  ante,  p.  809. 

In  this  connection,  vide  also  sections  1,  2,  and  6  of  ordinance  ttpprtrred 
29tfa,  1868,  pp.  899  and  400. 

I  FcT  the  original  section  40  of  ordinance  of  April  28, 1889,  Tide  p.  809. 
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o^nse,  to  be  forfeited  and  paid  by  every  penon  aiding 
assistiiig  in,  or  consenting  to  the  Tiolation  of  any  one 
the  provisions  of  tUs  section ;  to  be  recovered  by  llie  J 
tomey  of  the  Common  Council,  for  the  use  of  the  Ohj 
ration ;  and  also,  under  the  further  penalty  of  the  ufi 
sion  of  the  foreman  and  assistant-foreman,  and  ill  i 
members  of  the  company. 

For  the  more  perfect  enforcement  of  thia  8ectkm»1 
following  resolution  was  approved  May  8ih,  1846 : 

Resolcedy  That  the  policemen  and  watchmen  be  fired 
to  report  to  the  Chief  Engineer  all  fire  companies  fin 
violating  the  ordinance  relative  to  running  fire  Bppani 
on  the  sidewalk)  together,  when  practicable,  wiQi  1 
name  of  the  officer  or  member  in  command. 

The  following  resolution,  which  only  reiterates  the  ft 
going  section  of  the  ordinance  of  1842,  was  approved  H 
17th,  1853  (9  Pro.  C.  C-,  p.  215) : 

Besolvedi  That  the  Chief  Engineer  of  the  Firo  D^ 
ment  be,  and  he  is  hereby  directed  to  notify  the  forem 
of  each  and  every  engine,  hose,  and  hook  and  ladder  eoi 
pany,  that  after  the  passage  of  this  resolution,  the  nunni 
of  any  engine,  hose-carriage,  or  hook  and  ladder  tmdL^i 
the  sidewalk,  unless  ordered  by  the  Chief  Engineer,  or  i 
assistant  engineer,  shall  be  deemed  a  sufficient  cause  i 
disband  such  engine,  hose,  or  hook  or  ladder  companj. 

Appantw,     ^  41.  No  such  fire-cnginc,  hook  and  ladder,  or  hose-eai^ 

te.|  not  to  ^ 

Jjj^jj«n^  during  any  fire  in  this  city,  or  any  report  of  fire,  <^  at  ev 
^SSilai'ti^'-  time,  under  any  pretense  whatever,  shall  be  taken  or  re 
SS^^pl^  moved  out  of  its  house,  unless  the  foreman  orassistaot 
^  foreman,  or  at  least  two  of  the  firemen  of  the  compaay  ii 

which  the  same  shall  belong,  shall  be  present  and  coneao^ 
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thereto,  under  the  penalty  of  Un  doUan  for  every  such   peiuitj. 
fffbnae,  to  be  forfeited  and  paid  by,  and  recovered  from  any 
9f^  every  person  aiding  and  assisting  in,  or  consenting  to 
^  Hm  violation  of  any  of  the  provisions  of  this  section.* 

K      §42.  It  shall  be  the  duty  of  the  several  engineers,  and  DatrorEa- 
E  «f  every  foreman  and  assistant-foreman  of  every  fire  com-  {fjggf*^*^ 

puy,  to  report  all  violations  of  this  ordinance  to  the 
g  fiMforer  of  the  Fire  Department.t 

■  %  43.  Abrogated  by  the  460th  section  of  the  ordinance 
^  df  May  80th,  1849  (17  Pro.  C.  C,  p.  136),  which  is  as 
j;  Allows :  X 

I    '*The  Chief  Engineer  may  take  any  engine,  hook  and 

J  Ijlflder  or  hose  truck,  from  any  company  to  which  it  is 

anigned,  and  place  the  same  in  the  public  yard,  or  assign 

:  it  to  another  company,  and  shall  forthwith  report  the  same 

g  to  the  Common  Council  for  their  action. 

^44.  Abrogated  by  section  461  of  the  ordinance  of 
^  Mky  30th,  1849  (17  Pro.  C.  C,  p.  135),  which  is  as 
.  ■•  idlowa  1% 

'  .  All  firemen  attached  to  a  company  whose  engine,  hook  ordering 
tod  ladder,  or  hose  truck  shall  have  been  ordered  to  the  v^  x^d. 
^blic  yard  by  reason  of  an  insufficient  complement  of 

^  I  — 

•  ddlnaaoe  of  April  23,  1889,  p.  809. 

f  Qidiiuuice  of  April  28, 1889,  p.  810. 

Tidfi*  also,  in  this  connection,  sections  11  and  12  of  tlie  act  of  the  Legis- 
pased  Harch  29, 1856,  p.  122. 

%  For  the  original  section  forty-three  of  the  ordinance  of  April  28, 1889, 
p.  810. 

•^  I  For  tha  original  section  forty-four  of  the  ordinance  of  April  28d,  1889, 
^Vlde  p.  810. 


k         _ 
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men  to  manage  the  same,  shall  be  attached,  by  the  Ouef 
Engineer,  to  any  other  company,  to  be  designated  by  radi 
firemen ;  or,  if  they  refuse  to  designate  another  compiiiyi 
the  Chief  Engineer  shall  report  such  refusal  to  the  ComDOi 

C!ouncil,  for  their  action. 

Ko  engtaw     ^  45.  Ko  fire-cnginc  shall  be  let  out  for  hire,  or  knt  in 

to  b6  hlradi 

«ni<»>^-  any  case,  without  permission  from  the  Aldennan  and 
Councilmen  of  the  ward  wherein  it  is  wanted  to  be  ined, 
and  the  Chief  Engineer ;  in  default  thereof^  the  fizeuMi 
so  offending  shall  be  removed  from  the  Fire  Depaitmeot* 

Fimnu's  ^  46.  Whenever  any  fireman  is  appointed  to  supply  hit 
ftppointmoni  vacaucy  lu  any  company,  it  shall  be  his  duty  to  call  on  tte 
Treasurer  of  the  Fire  Department  and  procure  a  certificate^ 
within  one  month  from  the  date  of  his  appointment,  sped- 
fying  the  name  and  number  of  the  company  to  which  sach 
fireman  shall  be  elected ;  and  any  fireman,  after  being  le- 
Rfi-oicwtioo.  elected,  shall  obtain  a  new  certificate,  as  aforesaid ;  and  it 
shall  be  the  duty  of  the  Chief  Engineer  to  certify,  on  eveiy 
return,  whether  a  vacancy  exists  in  the  company,  f 

ExpaiBioo.  ^  47.  Abrogated  by  sections  462-3-4  of  the  ordinance 
of  May  30th,  1849  (17  Pro.  C.  C,  p.  135),  and  bysectioM 
10  and  11  of  the  act  of  the  Legislature,  passed  March  29, 
1855,  which  are  as  follows  :  t 

penaos.  It  shall  bc  the  duty  of  the  Chief  Engineer  of  the  lire 

Department  to  present  to  said  Commissioners  (the  Com- 
missioners of  the  Fire  Department)  the  names  of  all 
persons   appl3dng  to  be  volunteer  firemen,   and  of  all 

o  Ordinanoc  of  Apxil  23d,  1839,  ante,  p.  810. 

f  Ordinance  of  April  23d,  1839,  ante,  p.  810. 

X  For  the  original  Boction  forty-seven  of  the  ordinance  of  AprQ  SSd,  1889| 
Tide  p.  811. 
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peFBons  expelled  or  reidgned  from  the  Department ;  and| 
on  the  same  being  duly  investigated  and  determined  by 
them,  they  shall  certify  the  result  of  action  to  the  Chief 
Engineer,  who  shall  thereupon  return  the  same  to  the 
Common  Council  for  their  approval. 

The  said  Commissioners  shall  have  cognizance  of  all  gjooS°"iui 
complaints  against  volunteer  firemen,  for  riotous  or  dis-  iJJJc?^ 
orderly  conduct  at  fires,  or  alarms  of  fire ;  or  for  violation  SJSSl**  *' 
of  any  of  the  State  or  city  laws  respecting  the  firemen  of 
the  city  of  New  York ;  they  shall  diligently  inquire  into 
the  same,  and  if  the  parties  so  charged  shall  be  proved 
guilty,  the  said  Commissioners  are  hereby  empowered  to 
suspend  or  remove  such  firemen,  subject  to  the  approval  of 
the  Common  Council.    (Act  of  March  29, 1855,  sees.  10  and 
11,  vide  p.  122.) 

When  a  report  shall  be  made  to  the  Common  Council,  ^  ^JJ^,\! 
'  as  provided  in  the  last  two  sections,  it  shall  not  be  finally  ^' 
acted  upon  by  tbem»  until  it  shall  have  been  referred  to  a 
Committee,  to  ascertain  and  report  the  facts,  with  a  full 
opportunity  to  the  party  complained  of  to  be  heard  in  his 
defense.    (Ord.  of  May  30,  1849,  sec.  464.) 

^  48.  In  order  that  the  members  of  the  Common  Council,     how  ai- 

dernMOi  At* 

Engineers,  and  Fire  Wardens  may  be  more  readily  distin-  J5JJJ^»  '^• 
guished  at  fires,  the  Mayor,  Recorder,  Aldermen,  and  Coun-  ^•^^'{J^ 
oilmen*  shall  severally  bear,  on  those  occasions,  a  wand  2J»'*^«"»- 
with  a  gilded  flame  at  the  top ;  and  each  of  the  engineers 
shall  wear  a  leathern  cap,  painted  white,  with  a  gilded 
front  thereto,  and  a  fire-engine  blazoned  thereon,  and  shall 
also  carry  a  speaking-trumpet,  painted  black,  with  the 


o  The  original  text  reads  "AssistantB ;"  the  amended  charter  of  April  12th, 
1858,  changed  the  name  to  '*Ck>ancilmen.' 


»r 
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words  ''  Chief  Engineer,"  «'  Eng^eer  No.  1,"  as  tiie 
may  be,  in  white,  which  shall  also  be  paioted  oa  their  c^ 
respectively.* 

g^y   ^     ^  49.  The  foremen  of  engine  companies,  and  the  fire- 
men, shall,  when  on  duty,  wear  leathern  caps  in  the  fimn 
heretofore  used ;  and  the  said  caps  shall  be  painted  lod 
distinguished  in  the  manner  following,  viz. :  the  capof  eaA 
foreman  shall  be  painted  black,  with  a  white  frontispieoeb 
and  the  word  *<  Foreman,"  with  the  initials  of  the  name  cf 
the  foreman,  and  the  number  of  the  engine  to  which  he  be- 
longs, painted  thereon,  in  black;  the  cap  of  each  fireDia 
shall  be  painted  black,  with  the  initials  of  the  name  of  ilis 
fireman,  and  the  number  of  the  en^eto  which  he  bdoi^ 
painted  in  front  thereof,  in  white ;  the  foreman  of  each  of 
the  hook  and  ladder  companies  shall  wear  a  cap,  painted 
black,  with  a  white  frontispiece,  and  the  word  **  Foreman," 
and  the  initials  of  his  name,  and  the  number  of  the  com- 
pany to  which  he  belongs,  and  a  hook  and  ladder  painted 
thereon,  in  black  ;  and  each  member  of  the  hook  and  ladda 
companies  shall  wear  a  cap,  painted  black,  with  the  initials 
of  his  name,  and  the  number  of  the  company  to  which  he 
belongs,  with  a  hook  and  ladder  painted  in  front  thereon, 
in  white;  and  each  foreman  of  the  fire  hose  companies 
shall  wear  a  cap,  painted  black,  with  a  white  frontispiece, 
and  the  word  *'  Foreman,"  and  the  initials  of  his  name,  and 
the  number  of  the  company  to  which  lie  belongs,  and  a 
coil  of  hose  painted  thereon,  in  black  ;  and  each  member 
of  the  said  fire  hose  companies  shall  wear  a  cap,  painted 


^  Ordinance  of  April  28,  1839,  vide  p.  811.  The  remainder  of  Uiit  tection 
refers  to  the  cap  to  be  worn  by  the  Fire-wardens  on  oocaaion  of  tn. 
For  the  law  at  present  in  force,  as  to  c^>b  worn  l^  Fire- waidens,  Tids  p.  4SS; 
which  also  gires  in  detail  the  duties  of  said  officers. 
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blacki  with  the  initials  of  his  name  and  the  number  of  the 
company  to  which  he  belongs,  with  a  coil  of  hose  painted 
thereon,  in  white;  and  the  assistant  to  each  respective 
company  shall  wear  a  cap,  painted  in  the  same  manner  as 
that  of  the  foreman  of  the  company,  with  the  word  **  As- 
sistant," in  lieu  of  the  word  *'  Foreman."  And  it  shall  be 
the  duty  of  the  Chief  Engineer  to  report  to  the  Common 
Council  the  name  of  every  person  who  shall  neglect  or  re- 
fuse to  comply  with  the  foregoing  requisitions,  which  said 
person  shall  thereupon  be  removed  from  his  office.* 

Section  first  of  an  ordinance  passed  June  14th,  1855,  as 
amended  by  the  ordinance  of  July  10th,  1856,  and  again 
by  the  ordinance  of  June  27th,  1859,  makes  it  obligatory 
on  every  member  of  the  Fire  Department,  and  on  exempt 
members  when  on  duty,  or  at  fires,  to  wear  the  leathern  cap 
or  a  badge,  as  prescribed,  under  the  penalty  of  suspension  or 
expulsion  of  any  fireman,  or  a  fine  of  not  lesiPthan  twenty- 
five  nor  over  two  hundred  and  fifty  dollars,  and  imprison- 
ment for  not  less  than  ten  days,  for  every  exempt  fireman 
neglecting  or  refusing  so  to  do.  (Vide  ordinance  of  June 
87,  1869,  p.  411.) 

^  50.  The  names  and  places  of  abode  of  the  members  of    Aidormen 
the  Common  Council,  Engineers,  Fire  Wardens,  and  fore-  n>«n.    ^9 

'  o  »  Wardens, 

men  of  the  respective  companies,  and  bell-ringers,  shall,  Bj{f.^^JJlJ* 
annually,  in  the  month  of  June,  be  printed,  and  set  up  in  ^fl?e^jl{b^ 
the  several  police  stationst  by  the  City  Inspector;  and^"*"**^ 
whenever  any  fire  shall  happen  in  the  night,  the  police- 

•OrdinAnce  of  April  28d,  1839,  ante,  p.  811. 

t  The  act,  passed  by  the  Legislature  May  7th,  1844,  chap.  815,  entitled 
**  An  act  for  the  Establishment  and  Begnlation  of  the  Police  of  the  City  of 
New  York,"  abolished  the  Watch  department,  and  ettabllshed  a  day  and 
night  Police. 
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men*  shall  give  notice  to  each  of  the  memben  of  the 
Common  Council,  EngineeFB,  Fire  Waideait  foremen,  and 
bell-ringers  within  their  respective  police  districts  ;t  mi  it 
shall,  moreover,  be  the  dat7  of  every  policeman,  upon  tiis 
breaking  out  of  any  fire,  to  alarm  the  citizena  by  ciying 
Fire,  and  mentioning  the  street  where  it  may  be,  so  ihst 
the  firemen  and  citizens  may  thereby  be  directed  where  t» 
repair ;  and  if  any  policeman  shall  neglect  so  to  do,  he 
shall  forfeit  and  pay  the  sum  of  one  dollar;  and  if  it  shall 
happen  that  a  chimney  only  shall  be  on  fire,  either  by  dsf 
or  by  night,  the  fire-bell  at  the  City  Hall,  and  bells  of  tiie 
several  churches  in  this  city,  shall  not  be^rung ;  but  only 
on  occasions  where  a  building  shall  be  proclaimed  to  be 
on  fire ;  and  it  is  enjoined  on  the  occupants  to  place  a 
lighted  candle  at  the  windows  of  their  respective  build- 
ings, when  fire  may  happen  at  night,  in  order  that  the 
citizens  may  piss  along  the  streets  with  the  greater  safety. 

BeuriDg-     ^ ^h  ^2,  and  53,  repealed  by  the  ordinance  of  October 
•"  15th,  1853  (21  Pro.  C-  C,  p.  438),  which  was  amended  by 

the  ordinance  of  December  31,  1853 ;  for  present  laws 
as  to  bell-ringers,  ru&,  post^  under  proper  date4 

The  sections  in  relation  to  bell-ringers,  their  pay  and  du- 
ties as  now  in  force,  are  as  follows : 

Appoint.  The  Mayor  of  the  city  of  New  York  shall  appoint  three 
persons  to  act  as  bell-ringers  at  each  of  the  different  alann 
districts  in  the  city  of  New  York.  Such  persons  shall  be 
selected  from  among  the  exempt  firemen  of  the  city. 

o  For  further  duties  of  the  Police,  in  case  of  fire,  vide  ordiiuuioe  of  June 
27th,  1859,  pp.  414,  415. 

t  For  the  original  text,  vide  ordinance  of  April  28, 1839,  pp.  812,  818. 

{The  original  Bcctions  51,  52,  and  58,  thus  repealed,  wUl  be  found  on 
pp.  818,  814. 
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The  bell-ringers  so  appointed  shall  receive,  as  remuner-   p^y. 
ation  for  their  services,  the  sum  of  six*  hundred  dollars 
each  per  annum,  and  shall  be  subject  to  removal,  by  the 
Mayor,  for  misdemeanor  or  negUgence  of  duty.  (Ordinance 
of  October  15th,  1853.) 

The  Comptroller  is  hereby  authorized  and  directed  to  ibui. 
pay  the  salaries  to  the  bell-ringers  appointed  in  accordance 
with  the  directions  of  section  one  of  this  ordinance  (which 
section  increased  the  pay  to  six  hundred  dollars),  out  of  the 
appropriation  for  the  Fire  Department.  (Ordinance  of 
December  dlst,  1853.) 

{Nate. — The  stations  for  bell-ringers  at  present  are,  at 
Cily  Hall  Park,  Marion  street  bell-tower,  Macdougal  street 
bell-tower,  Essex  and  Union  Market  bell-towers,  the  bell- 
tower  in  Twenty-second  street,  the  bell-tower  in  Thirty- 
third  street,  the  bell-tower  at  Mount  Morris,  at  the  York- 
ville  bell-tower,  and  at  the  Post  Office.] 

^  54.  Upon  the  happening  of  any  iBre,  the  several  police    PbUce  su- 
stationt  and  market  bells  shall  be  rung,  and  also  all  other  market beus. 
alarm  bells ;  and  the  same  shall  be  done  when  any  one 
alarm  bell  shall  ring,  and  the  ringing  thereof  shall  be  con- 
tinued until  the  ringing  of  the  district  bell  shall  be  stopped. I 

o  The  ordinance,  as  approved  October  15th,  1858,  made  the  salary  five 
handred  dollars,  bat  was  subsequently  amended  so  as  to  read  as  m  the  text, 
Tide  ordhiance  of  December  Slst,  1853. 

f  The  original  text  read  "  watch-house,"  but  the  same  is  altered  to  con- 
form to  the  act  of  the  legislature  passed  May  7th,  1844,  establishing  a  Police 
Department. 

X  This  section  stands  as  it  did  in  ordinance  of  April  28d,  1889,  ante,  p. 
274,  excepting  that  by  a  resolution  passed  August  8th,  1840  (8  Pro.  C.  C,  p. 
41),  it  was  amended  by  striking  out,  in  the  fifth  Une,  the  words  "  City  HaU 
beU,"  and  inserting  ''  District  beU." 
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F^BAitjfor     4  55  and  56.  These  sections,  in  relation  to  penalty  fior 

SSTruicen.  neglect  of  bell-ringers,  the  Chief  Engineer  to  report  ths 

same,  were  repealed  by  the  ordinance  of  October  6th,  1853 

(21  Pro.  C.  C,  p.  438),  and  which  will  be  found  under  iti 

proper  date.*    (Vide  sections  61-2-3.) 

^^^«J^^|2  ^67.  This  section  relative  to  the  remoyal  of  policemoi, 
SrSUSrtto ^y  ^^  Captain,  for  neglect  to  give  alarm  of  fire,  is  virtih 
^  ivmor  ^j}^  abrogated  by  the  act  passed  the  Legislature  April  130, 

1863,  which  confines  the  power  of  removal  to  a  Board  of 

CommisAioner8.t 

to^luuSS^     ^68.  This  section,  making  it  the  duty  of  the  manhalf 
*'**'         and  constables  to  attend  at  fires,  with  their  stavee  of  oflBee, 
&c.,  was  abrogated  by  the  acts  passed  May  7th,  1844,  sod 
May  13th,  1844,  abolishing  the  watch  department  and  of- 
fice of  marshal,  and  by  the  act  of  the  Legislature,  passed 
poike  to  April  13th,  1853,  making  it  the  duty  of  the  police  to  repair 
flres.  to  the  scene  of  conflagration,  for.the  preservation  of  prop- 

erty and  the  maintenance  of  order.   {Vide  p.  117.)| 

chhnncTn.        §  59.  If  any  chimney,  stove-pipe,  or  flue,  within  this  city, 
shall  take  fire,  the  occupant  of  the  house  to  which  such 
pen*itiei.     chimney,  stove-pipe,  or  flue  appertains,  shall  forfeit  and 
carpenuTt.  pay  fivc  dollars.^ 

kCt    to   se. 

care  ttuy-  ^^q^  ^jI  carpcntcrs,  or  others,  making  or  using  shav- 
ings, shall,  respectively,  at  the  close  of  each  day,  cause  the 
same  to  be  securely  stowed,  in  some  safe  place,  remote 

o  For  the  seciionfl  of  the  ordhiance  of  April  23d,  1839,  thus  repealed,  ttfr 
p.  814. 

t  For  this  section,  as  it  stood  in  ordinance  of  April  23d,  1839,  vidt  p.  8R 
X  For  this  section,  as  it  stood  in  ordinance  of  April  28d,  1889,  vide  p.  S15. 
§  Ordinance  of  April  28d,  1839,  p.  815. 
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from  danger  by  means  of  fire,  under  the  penalty  of  five 
dollars  for  each  omission  so  to  do.* 

§61.  No  person  shall  kindle,  nor  furnish  the  materials  ^JJJJj^*"  "^ 
for  any  fire,  nor  in  any  way  authorize  or  allow  any  fire  to 
be  made  in  any  street,  road,  or  lane,  or  on  any  pier  or  bulk- 
head, in  this  city,  except  for  the  purpose  of  boiling*  tar, 
which  fire  shall  not  be  more  than  six  feet  from  the  bulk- 
head or  end  of  the  pi^r,  \mder  the  penalty  of  ten  dollars 
for  every  such  ofiense.t 

§62.  No  person  shall  have,  put,  or  keep  any  hay  or^^Haj  and 
straw,  uncovered,  in  any  stack  or  pile,  or  in  any  other  way  *<>*>«  x^*««*- 
exposed,  within  one  hundred  yards  of  any  building,  to  the 
southward  of  Fourteenth  street,  or  shall  have,  put,  or  keep, 
to  the  southward  of  said  line,  any  hay,  straw,  hemp,  flax, 
shavings,  or  rushes,  in  any  building  not  built  of  stone  or 
brick,  and  covered  with  tile  or  slate,  or  other  fire-proof  ma- 
terials, which  is,  or  shall  be  within  ten  feet  of  any  dwelling- 
hoxise  or  chimney  whatsoever,  under  the  penalty  of  twenty- 
five  dollars  for  every  such  ofiense,  and  the  further  penalty 
of  ten  dollars  for  every  twenty-four  hours  the  same  shall 
so  remain  afler  a  printed  or  written  notice  shall  be  given 
to  the  owner,  or  person  having  charge  thereof,  by  any  Fire 
Warden  to  remove  the  same.| 

§  63.  No  owner  or  occupant  of  any  stable  within  this      quuiim, 
city,  or  any  person  in  the  employment  of  such  owner  or  qmki     m 
occupant,  shall  use  therein  any  lighted  candle  or  lamp, 
except  the  same  shall  be  securely  kept  within  a  lantern, 
under  the  penalty  of  ten  dollars  for  every  such  offense.^ 


oOrdinaiioe  of  April  28d,  1889,  p.  815. 
fOrdioAiioe  of  April  28d,  1889,  p.  815. 
^Ordinances  of  April  28d,  1839,  p.  816. 
§  Ordinances  of  April  28, 1839,  p.  816. 


{ 
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Fmaitiw.     ^  64.  All  the  fines,  penalties,  and  forfeitures  imposed  hj 

bow     ftpDfO*  ^^  ^ 

prtaded.  this  law,  CD  the  members  of  the  Fire  Department,  for  not 
attending  to  fires,  shall,  when  received,  be  paid  to  tlie 
treasurers  of  the  respective  companies  aforesaid,  in  wbidi 
the  delinquencies  may  happen,  for  the  use  and  benefit  of 
said  companies ;  and  all  the  other  fines,  penalties,  and  for- 
feitures, imposed  by  this  law,  shall,  when  recovered,  be 
paid  to  the  Treasurer  of  the  '^Fire  Department  of  the 
City  of  New  York,"  for  the  use  and  benefit  of  the  said 
Fire  Department.  The  Chief  Engineer  shall,  annnaUy,  on 
the  second  Monday  of  December,  in  each  year,  report  to 
the  Common  Council  the  amount  of  the  sums  which  may 
be  received  by  the  Fire  Department  of  the  City  of  New 
York,  and  the  application  thereof.* 

hJ*^*;:  §  65.  It  shall  be  lawful  for  the  Fire  Department  of  the 
*"^"  City  of  New  York,  and  for  the  respective  companies  before 
mentioned,'or  persons  duly  authorized  by  them,  to  recdve, 
sue  for,  and  recover,  in  the  name  of  the  Mayor,  Aldermen, 
and  Commonalty  of  the  City  of  New  York,  all  the  fines, 
penalties,  and  forfeitures  hereby  imposed,  and  appropiiar 
ted  for  their  respective  uses,  as  aforesaid,  except  the 
penalty  mentioned  in  the  fortieth  section  of  this  law.t 

not  ^to*°^     ^  ^^'  ^0  person  shall  be  elected  a  fireman  until  he  shall 

M^a^  have  attained  the  age  of  twenty-one  years ;  and  it  shall  be 

•ft.''**"     the  duty  of  the  foremen  of  the  respective  fire  companies, 

when  they  report  to  the  Chief  Engineer  the  names  of  the 

persons  elected  firemen,  to  certify  that  the  persons  so 

elected  are  at  least  twenty-one  years  of  age4 


o  OnlinanceB  of  April  23,  1889,  p.  817. 
t  Oidiiiinoe  of  April  23,  1839,  p.  817. 
X  Onlinanoe  of  April  28, 1889,  p.  817. 
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The  following  resolution,  approved  October  llth,  1864, 
will  show  the  present  qualifications  necessary  for  election 
as  a  member  of  the  Fire  Department. 

Resolved^  That  all  persons  who  may,  in  future,  be  elected 
to  fill  vacancies  in  fire  companies,  shall  present  to  the  office 
of  the  Chief  Engineer  a  certificate  of  such  election,  signed 
by  the  foreman  and  secretary  of  the  company  in  which  he 
has  been  elected,  and  that  said  candidate,  before  theibid. 
CShief  Engineer  presents  his  name  to  the  Fire  Commission- 
ers,* shall  make  affidavit  that  he  is  a  citizen  of  the  United 
States,  is  twenty-one  years  of  age,  that  it  his  intention  to 
perform  active  duty  as  a  fireman  in  the  company  in  which 
his  name  is  enrolled,  and  that  he  will  promote  subordina- 
tion in  the  department. 

%  67.  It  shall  be  the  duty  of  the  Clerk  of  the  Common  oertuicaio. 
Council  to  furnish  the  certificates  required  to  be  furnished 
to  the  firemen,  without  fee  or  reward.f 

%  68.  It  shall  be  the  special  duty  of  the  Mayor  to  see  mJw/^^ 
that  this  ordinance  is  carried  into  full  effect4 

%  69.  Nothing  contained  in  this  ordinance  shall  deprive  coSSIS'  ^ 
the  Common  Coimcil  of  the  power  to  repeal  or  alter  the  ^^^  JS 
same  at  any  time  they  may  think  proper.  >  ^ 

%  70.  All  laws  or  parts  of  laws  relating  to  the  New  York  totoJ^JSS 

tob*  ngmX- 

ed. 

^  llie  resolution  read  '*  Common  Council/'  and  the  alteration  in  the  text 
it  made  to  conform  to  the  law  of  1866,  establishing  the  Board  of  Fire  Cknn- 
miarionen. 

fOidinanoe  of  April  28d,  1889,  ante,  p.  817. 

I  Ordinance  of  April  28d,  1889,  ante,  p.  817. 

§  Ordinance  of  April  28d,  1839,  ante,  p.  817. 
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Fire  Department,  heretofore  paned  by 
cily  are  hereby  declared  to  be  repealed*^ 


AN  ORDINANCE  to  amend  the  laws  and  ordimoHcee  mom  « 
force  relative  to  Jires  and  the  Fire  DepartmaU  mthedbf^ 
New  York. 

Passed  July  16,  1839. 

The  Mayor  J   Aldermen  and  Commonalty  if  the  city  rf  Nck 
Torkj  in  Common  Council  cowcened^  do  ordain  a$  foQami 

cSdl^  ^  ^  ^  <^^  ^-  These  sections,  in  relation  to  the  election  of 
Chief  Engineer  and  Assistant  En^eers,  were  Tirtaally 
abrogated  by  sections  one  and  two  of  the  ordinance  of  Jane 
22d,  1842,  and  by  ordinances  of  March  22d,  1S50»  and  (X 
December  9th,  1S63.  Vide  section  two  of  the  reviMonof 
the  ordinance  of  April  23d,  1S39,  p.  420.t 

Vacancy.  ^  3^  This  section,  in  relation  to  vacancy  in  the  oflSce  of 
Chief  Engineer  or  Assistant  Engineer,  was  abrogated  bf 
section  three  of  ordinance  of  June  22d,  1842.  Vide  section 
seven  of  revision  of  ordinance  of  April  23d,  1839,  p.  4254 

^  4.  This  section,  as  to  duty  of  Chief  Engineer  to  certify 
elections,  modifies  section  eight  of  ordinance  of  April  23d, 
1839.    Vide  p.  425. 

etoctSIa.''"     §  5.  The  engineers,  and  the  foremen  and  assistant  fore- 
men of  the  fire  companies,  shall  have  power,  and  it  shall 

o  Ordinance  of  April  28d,  1839,  p.  817. 

t  The  original  sections  of  the  ordinance  of  July  16, 1889,  thus  abrogitedi 
will  be  found  on  pp.  818,  819. 

X  For  the  original  section  of  ordinance  of  July  16,  1889,  thus  abrogite<lf 
vide  p.  819. 
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be  their  duty,  to  establish  and  provide  regulations,  for  hold- 
ing and  conducting  the  elections  authorized  to  be  held  by 
fhiB  ordinance,  and  rules  for  testing  the  qualifications  of 
Sectors  thereat.* 

§  6.  Every  fireman,  whose  appointment  as  a  member  of  yj^  ^' 
the  Fire  Department  shall  have  been  confirmed  by  the 
Conunon  Council  three  months  next  preceding  the  nomin- 
ation at  which  he  may  offer  to  vote,  pursuant  to  this  ordi- 
nance, and  shall  then  be,  and  for  the  last  three  months  shall 
have  been  an  acting  and  actual  member  of  the  Fire 
Department,  shall  be  entitled  to  one  vote  upon  such 
nomination  .t 

^  7.  This  section,  amending  section  ten  of  the  ordinance  chM  Sgi-^ 
of  May  9,  1838,  in  relation  to  repairing  and  constructing  uod  to  re- 
fire  apparatus,  has  been  repealed  by  the  ordinance  of  Janu-  ooMtmettng 
ary  4,  1859,  reorganizing  the  Street  Department,  chap.  1,  ^- 
■ec.  1,  and  chap.  3,  art.  8,  sections  1-11  (which  will  be 
found  on  pages  404  and  406  to  408,  also  hereafter  foUow- 

^  8.  This  section,  in  relation  to  the  salary  of  the  Chief  cbier«ogi. 
Engineer,  has  been  amended  at  sundry  times.    Vide  revis- 
ion of  ordinance  of  April  23,  1839,  section  five,  p.  424.^ 

%  9.  This  section  repeals  sections  two,  five,  seven,  eight,  J^S^S 
nine,  ten  and  eleven  of  the  ordinance  of  May  7th,  1838,  **"°*'**** 

o  Ordinanoe  of  July  16th,  1889,  ante,  p.  819. 

t  Ordinanoe  of  July  16th,  1889,  ante,  p.  820. 

{Tlie  original  section  of  the  ordinance  of  Jane  16th,  1839,  thna  abrogated, 
will  be  found  ante,  p.  820. 

§  The  original  lection  of  the  ordinance  of  July  16th,  1839,  thus  amended, 
will  be  found  ante,  p.  820. 

29 
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Dottabject   with  their  subsequent  amendmentSy  alteratioiis  and  le- 

to  this  wri-  ^ 

■too-  enactments.* 

^10.  All  laws  or  parts  of  laws,  so  far  an  thej  conflict 
with  any  of  the  provisions  of  this  ordinance,  are  hereby 
repealed.t 

-^11.  This  section,  as  to  first  nomination  of  Chief 
neer  and  Assistant  Engineers,  was  abrogated  by 
of  December  9th,  1853.    Vide  revision  of  the  ordinaneeof 
April  23,  1839,  sec.  2,  p.  421.^ 

^  12.  Nothing  contained  in  this  ordinance  shall  deprire 
the  Common  Council  of  the  power  to  repeal  or  alter  tte 
same  at  any  time  they  think  proper.^ 


Expenses  of  Election  of  Engineers  of  Fire  Department, 

Passed  November  19th,  1840. 

Resolved^  That  the  Comptroller  be,  and  is  hereby  directed 
to  pay  no  bills  of  expenses  of  any  future  election  for  engi- 
neers of  the  Fire  Department,  including  advertising,  in- 
spectors' expenses,  room-hire,  stationery,  &c.,  which  shall 
exceed  twenty-five  dollars. 


Resolution  relative  to   Volunteers. 

Passed    November   10th,  1841. 

Resolved,  That  the  practice  of  permitting  volunteer  asso- 


*  Tlic  original  section  of  this  ordinance  of  July  16th,  1839,  will  be  fonsci 
ante,  p.  320. 

t  Ordmance  of  July  16,  1839,  ante,  p.  320. 

X  The  original  section  of  ordinance  of  July  16,  1839,  will  be  found  ante, 
p.  820. 

§  Ordmance  of  July  16,  1839,  p.  321. 
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ciations  to  assume  the  garb  of  firemen,  and  to  mingle  in 
the  duties  thereof,  is  not  only  in  open  and  direct  violation 
of  the  ordinances  of  the  Common  Council,  but  calculated, 
in  its  results,  to  demoralize  the  character  of  our  youth,  and 
bring  reproach  upon  the  department  by  the  riotous  and  dis- 
orderly conduct  in  ^hich  they  are  so  often  engaged ;  and 
that  the  officers  and  members  of  each  company  be  desired, 
forthwith,  to  disband  all  associations  of  volunteers,  and  volunteer. 
upon  no  occasion  to  suffer  or  permit  them  to  have  access 
to  the  public  property ;  and  all  magistrates,  watchmen, 
and  public  officers  are  hereby  requested  to  prevent  the 
congregating  of  all  boys  around  or  in  the  vicinity  of  en- 
gine, hose,  and  hook  and  ladder  houses,  to  the  end  that 
members  of  the  Fire  Department  may  be  recognized  as 
such,  and  be  held  responsible  for  all  deviations  from  the 
path  of  duty,  and  the  requirements  of  the  ordinances  of  the 
Common  Council. 

Also,  vide  section  nine  of  ordinance  of  June  22d,  1842, 
p.  33G,  and  section  one  of  ordinance  of  March  29,  1858,  p. 
399. 


Number  of 
fire  disiricU. 


AN  ORDINANCE  for  dividing  the  city  of  New  York  into 

three  Fire  District*. 

Passed  April  28th,  1842. 

This  ordinance  was  mostly  abrogated  by  the  ordinance 
passed  November  25th,  1850,  dividing  the  city  into  eight 
fire  districts,  regulating  the  ringing  of  the  district  bells,    striking  of 
and  designating  the  districts  in  which  the  various  engine, 
hose,  and  hook  and  ladder  companies  shall  be  required  to  ^SS'*^*^ 
do  duty.     (For  the  ordinance  of  1850,  vide  ante,  p.  362.)»  Ti^ty"**" 

o  For  Ihe  ordinance  of  April  28th,  1842,  thus  abrogated,  vide  ante,  p.  881 
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The  following  resolution,  however,  suffixed  to  the  oifi- 
nance,  is  in  full  force  ai  herein  modified  : 

Raolvedj  That  no  fire  company  shall  remoTe  their  appir 
ratus  out  of  the  districts  designated,  in  case  of  fire,  or  in 
alarm  of  fire,  under  the  penalty  of  being  subject  to  eipd- 
sion  or  suspension  from  the  Fire  Department,  unless  thej 
shall  be  permitted  so  to  do  by  the  Chief  or  one  of  the  if- 
sistant  Engineers,  who  are  hereby  authorized  to  give  ths 
necessary  signal,  which  is  hereby  declared  to  be  the  eoa- 
^^m^  stant  ringing  of  the  alarm  bell  in  the  district  in  which  ths 
fire  is,  when  the  whole  department  shall  proceed  to  tin 
scene  of  conflagration. 


AN  ORDINANCE  to  amend  and  alter  chapter  15  of  the  Rt- 
vised  Ordinances  J  entitled  "  Of  fires  and  the  Fire  Depart" 
tnenty"  jxissed  April  23,  1839,  and  also  an  ordinance  eniitUi 
^^An  ordinance  to  amend  and  alter  the  laws  and  ordinancei 
now  inforce^  relative  to  fires  and  the  Fire  Department  of  At 
City  of  New  YorkJ*^ 

Passed  June  22d,  1842. 

The  Mayor,  Aldermen    and  Commonalty  of  the  City  of  Nets 
York,  in  Common  Council  convened^  do  ordain  CLsfoUom : 

^  1.  This  section  was  amended  by  the  ordinances  of  Janu- 
ary 5th,  1850,  June  18th,  1850,  and  May  6th,  1856,  and 
also  by  the  Act  of  the  Legislature,  passed  March  29tb, 
1850,  section  1.  Vide  section  1,  revision  of  the  ordinance 
of  April  23d,  1839,  ante  p.  419.* 

o  This  section,  ai  it  stood  in  the  ordinanoeof  June  22, 1842,  will  be  food 
on  page  888. 
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• 

^  2.  For  this  section,  as  it  at  present  stands,  in  relation 
to  election  of  Chief  Engineer  and  Assistant  Engineers,  vide 
section  2  of  revision  of  ordinance  of  April  23,  1839,  p. 
420.» 

%  3.  Whenever  a  vacancy  shall  occur  in  either  of  the  ho?^!!!!! 
offices  of  Chief  Engineer,  or  Assistant  Engineers,  the  engi- 
neers and  the  foremen  of  the  fire  companies,  collectively, 
■hall  have  power  and  it  shall  be  their  duty  to  call  a  special 
election,  and  designate  the  time  for  holding  the  same,  to 
{he  end  that  a  nomination,  pursuant  to  the  provisions  of 
ihis  ordinance,  may  be  made  to  the  Common  Council,  to 
supply  such  vacancy.t 

^4.  A  portion  of  this  section  has  been  repealed.    ForchS^2^ 
{he  section  as  it  now  stands,  vide  section  four  of  revision  ^^' 
of  ordinance  of  April  23,  1839,  p.  4214 

%  6.  This  section,  in  relation  to  the  sale  of  old  and  con-  enSiiwfeS? 
demned,  engines,  &c.,  was  amended,  and  will  be  found,  as 
amended,  in  section  ten  of  revision  of  ordinance  of  April 
83,  1839,  p.  4264 

^  6.  This  section,  as  to  taking  engines  from  companies,  (i^rrom"' 
was  virtually  abrogated  by  the  460th  section  of  the  ordi-  *^"*p"**^ 
nance  of  May  30th,  1849.    (Vide  section  forty-three  of 
revision  of  ordinance  of  April  23,  1839,  p.  437.)|| 

0  For  thin  section,  as  it  originally  stood  in  the  ordinance  of  Jane  22d, 
1842,  Tide  page  838. 

f  Ordinance  of  June  22d,  1842,  ante,  p.  884. 

X  The  original  section  of  the  ordinance  of  June  22d,  1842,  will  be  found 
ante,  p.  884. 

§  For  the  original  section  of  the  ordinance  of  June  22d,  1842,  ride  ante, 
p.  885. 

1  The  original  section  of  the  ordinance  of  June  22d,  1842,  will  be  found 
ante,  p.  885. 
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chtof^  ^^  ^  '^*  '^^^^  section,  as  amended  at  intervals,  will  be  fooad 
in  section  five  of  the  revision  of  ordinance  of  April  21, 
1839,  p.  4:24.» 

'^^S?        §  8.  For  the  acts  of  the  Common  Council  in  relation  to 
oa  iid«w«ik.  j^uning  apparatus  on  the  side-walks,  vide  section  fortjof 
the  revision  of  ordinance  of  April  23,  1839,  p.  435.t 

prSibuS!"  ^  ^'  ^^  ^^y®  ^''  other  persons,  known  as  volmiteoi, 
shall  be  permitted  to  assume  the  garb  of  firemen,  have  Ur 
cess  to  any  of  the  places  of  deposit  of  the  fire  eng^nct, 
hose,  hooks  and  ladders,  or  other  apparatus  of  the  Fir 
Department,  or  run  as  members  with  any  such  engine, 
hose  cart,  or  hook  and  ladder  truck,  or  form  any  assodi- 
tion  similar,  in  any  way,  to  those  now  known  as  ''Yolun- 
teer  Associations,"  and  any  fire  company  in  the  dty  of 
New  York,  which  shall  consent  to  any  violation  of  the 
provisions  of  this  section,  shall  be  forthwith  disbanded. 
(Also,  vide  resolution  of  November  10th,  1841,  and  sec- 
tions 1  and  2  of  ordinance  of  March  29th,  1858,  p.  399.)| 

^10.  This  section  is  amended  by  the  act  of  the  Legis- 
lature passed  March  29, 1855,  section  11  (giving  the  entire 
cognizance  of  all  complaints  against  firemen  to  the  Com- 
missioners of  the  Fire  Department,  for  which  see  page 
Brettchenof  122) — and  uow  reads  as  follows:  That  in  case  of  any 
be  rcporuu  breach  of  the  peace,  or  other  violation  of  good  order,  on 
the  part  of  any  of  the  firemen,  while  on  duty,  it  shall  be 
the  duty  of  the  ofBccr  in  command,  for  the  time  being, 
forthwith  to  report  the  name  of  the  person  or  persons  so 


o  For  the  original  gection  of  the  ordiaazice  of  June  22d,  18^,  Tidep.  SS5. 

t  The  original  section  of  the  ordinance  of  June  22d,  1842,  will  be  found 
ante,  p.  830. 

t  Ordinance  of  June  22d,  1842,  ante,  p.  886. 


Kombcrof 
men. 
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Offending  to  the  Fire  Commissioners,  and,  in  case  of  his 
neglect  to  do  so,  he  shall  be  held  responsible  for  the 
same.* 

^  11.  It  shall  be  the  especial  duty  of  the  foreman  and  roremL  and 
assistant  foreman  of  each  engine,  hose,  and  hook  and  lad-  foremen. 
der  company  to  see  that  the  preceding  sections  of  this  or- 
dinance arc  fully  and  strictly  enforced,  so  far  as  regards 
the  company  to  which  such  foreman  or  assistant  foreman 
may  be  attached ;  and  if  either  or  both  of  them  aid  or 
consent  to  the  violation  of  the  provisions  of  such  section, 
they,  or  either  of  them,  so  offending,  shall  be  immediately 
expelled  from  the  department,  t 

%  12.  This  section,  in  relation  to  the  number  of  men  al- 
lowed to  engine,  hose,  and  hook  and  ladder  companies,  was 
amended  on  the  18th  June,  1846,  and  on  the  8th  of  March, 
1853,  and  also  on  the  10th  November,  1854 ;  which  last 
resolution  was  further  amended  by  resolutions  of  January 
6th  and  7th,  1857,  and  now  reads  as  follows : 

Resolved^  That  the  complement  of  men  allowed  the 
different  engine,  hose,  and  hook  and  ladder  companies, 
shall  be  as  followsi  viz. : 

First  class  engines 70  men. 

Second  "         "       60     " 

Third     "        "       60    " 

Hose  companies 30 

Hook  and  ladder  companies 50 

Hydrant  companies  to  remain  as  they  now  are,  and  the 
Chief  Engineer  is  hereby  directed  not  to  receive  any  more 

o  For  section  lOth  of  ordinance  of  June  22(1,  1842,  ante,  p.  886. 
t  Oidinance  of  22d  June,  1842,  ante,  p.  836. 


u 
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returnB  of  members  elected  in  the  variouB  fire  compamoi 
until  the  membership  of  each  conforms  to  the  before-moh 
tioned  standard.  * 

fltef  Md        ^  13.  This  section,  as  to  first  nomination  of  officers,  mi 

Mitatat 

abrogated  by  the  ordinance  of  December  9th,  1863.  (\ld» 
the  last  paragraph  of  revision  of  section  two  of-ordininea 
of  April  23,  1839,  ante,  p.  431.)  t 

^  14.  This  section,  in  relation  to  denomination  of  engise 
and  other  fire  companies,  has  been  frequently  ^m^^n^tA, 
For  a  complete  list  of  all  fire  companies  at  present  exiit' 
ing,  vide  Appendix,  t 

^SS^      ^  15.  All  ordinances,  or  parts  of  ordinances,  inconuitait 
with  the  provisions  of  this  ordinance,  are  hereby  repealed. 


other  an 


ORDINANCE  to  amend  an  Ordinance  to  regulate  the  Water 
Works  of  the  City  of  New  Tork^  passed  September  7, 
1842. 

Passed  April  13th,  1843. 

Section  one  of  this  ordinance  was  amended  by  the  ordi- 
nance passed  December  9th,  1847,  and  now  reads  as  fol- 
lows: 

^  1.  No  person  or  persons,  except  the  Mayor,  Aldennoi, 


•  For  original  section  12  of  ordinance  of  Jane  22d,  1842,  ride  p.  887. 
f  For  original  section  18  of  ordinance  of  June  22d,  1842,  ride  p.  887. 
X  For  section  14  of  ordinance  of  June  22d,  1842,  Tide  p.  887. 


FIBE  DSPABTMENT.  4S7 

id  Councilmen*  of  the  respectiye  districts  shall,  with- ^fJ^Sf ** 
it  previous  permission,   in    writing,  from  the  Croton  ****"**• 
C[aeduct  Board,  unscrew  or  open  any  hydrant  belonging 

attached  to  the  Croton  Aqueduct  Works,  except  for  the 
tinguishment  of  fires  (except  in  cases  of  fires  in  the  neigh- 
irhood),  nor  shall  leave  said  fire-hydrant  open  for  a  longer 
ne  than  ^hall  be  limited  in  said  permission,  nor  shall  use 
e  water  for  other  purposes  than  may  be  mentioned  in 
id  permission,  under  the  penalty  of  not  less  than  five 
liars,  or  more  than  twenty-five  dollars,  for  each  ofiense, 

the  discretion  of  the  magistrate  before  whom  the  com- 
unt  shall  be  made.t 

(The  remaining  sections  do  not  inmiediately  refer  to  the 
ire  Department.) 


hange  of  name  of  "  Committee  on  Fire  and  Water**  to  that 
of' "  Committee  on  Fire  Department.** 

Resolved^  That  the  name  and  style  of  the  "  Committee  on  cc£Sti»*' 
ire  and  Water"  be  changed  to  the  '*  Committee  on  the 
ire  Department." 

Approved  February  10th,  1845. 


o  In  the  original,  the  reading  was,  *'  Assbtonte  of  the  respectiye  wardi ;" 
e  Charter  of  AprU  12th,  1853,  changed  the  word  *'  Assistant"  to  '*  Coun- 
man,"  and  that  of  April  14,  1857,  made  the  Aldermen  and  Coundlmen 
KiiTe  from  the  present  Aldermanic  and  Senatorial  JXdrielt.  The  text  ii 
ide  to  conform  to  these  ehanges. 

t  For  the  ordinance  of  April  18th,  1818,  vide  p.  844. 
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AN  ORDINANCE. 

TIic  Mayor,  Aldermen  and   Commonalty  of  the  city  of  Kew 
York,  in  Common  Council  convened^  do  ordain  as/olhia: 

Dutiwof       ^  1.  It  shall  be  the  duty  of  the  foremen  and  secretariei 

fbremen  and         '  "^ 

JJJJJJ;^^  of  the  several  fire  companies  of  said  city  to  make  an  anniiil 
return  of  the  members  of  their  respective  companies  to  the 
Chief  Engineer  of  the  Fire  Department,  as  heretofore; 
such  retunis  shall,  however,  be  made  under  the  oath  <^ 
the  foreman  and  secretary,  that  the  persons  therein  named 
as  members  of  their  respective  companies  are  actual  and 
active  members  thereof.  And  it  shall  be  the  duty  of  the 
Clerk  of  the  Common  Council,  on  the  said  returns  bang 
Firo  regis-  presented  by  the  said  Chief  Engineer  to  the  Common 
Council,  to  correct  the  Register  of  the  Firemen,  in  his 
ofTice,  in  accordance  with  said  returns. 

§  2.  All  ordinances,  or  parts  of  ordinances,  inconsistent 
herewith,  are  hereby  repealed. 

Passed  April  19th,  ISOO. 


tcr. 


AN  OBDlSASCFt  prescribing  the  duties  of  Policemen  incases 

of  fires. 

Passed  February  18,  1852. 

The  Mayor,  Aldermen  and   Commonalty  of  the  city  of  Nac 
York,  in  Common  Council  convened,  do  ordain  cu follows: 

Duty  of         %  1.  It  shall  be  the   duty  of  the  policemen  on  duty, 

aknnofiire.  whcncver  au  alarm  of  fire  shall  be  raised  during  the  nightj 

to  give  notice  thereof  to  the  several  firemen  residing  within 

their  respective  beats,  at  their  places  of  residence,  who,  in 
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rdance  with  the  fire  regulations,  ought  to  turn  out  on 
sdon  of  such  alarm. 

2.  Each  fireman  shall  deliver,  to  the  Captain  of  Police  of  fl%SSi*to 
lie  district  in  which  he  shall  reside,  a  statement  of  his  ^hSSS!*^ 
3  and  place  of  residence,  and  the  Captains  of  Police 

furnish  the  several  policemen  under  their  charge  with 
lames  and  residences  of  firemen  residing  within  the  * 

active  beats  of  such  policemen ;  and  it  shall  be  the  duty 
le  policemen  to  notify  all  such  persons,  in  accordance 

the  provisions  of  section  one  of  this  ordinance. 

3.  This  ordinance  shall  take  effect  immediately. 


Resolution  as  to  returns  of  companies  prior  to  location. 

Approved  March  31,  1855. 

^solved^  That  the  Chief  Engineer  is  hereby  instructed  not^bJ* 
;o  receive  the  returns  of  any  persons  who  may  here-  fore  toSid! 
be  organized  as  a  fire  company  until  the  said  com- 
'  is  provided  with  a  location  and  apparatus  by  the 
mon  Council,  and  to  date  the  said  returns  to  the 
mon  Council  for  confirmation  from  the  time  the  said 
)any  is  fully  ready  to  perform  active  fire  duty. 


solution  as  to  amount  of  hose  to  be  carried  by  a  company. 

Approved  May  7,  1856. 

isolvedj  That  hereafter  all  hose  companies  shall  carry  not  j^^jj'jfjj  ^ 
than  nine  lengths  of  hose,  and  the  Chief  Engineer  is  »"**>• 
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hereby  directed  to  notify  all  hose  companies  to  comply 
with  this  resolution  immediately  after  the  passage  thereoC 


AN  OBDIS ASCE  for  the  bater  regulation  ^  the  Firemen  ^ 

the  city  of  New  York. 

Passed  June  14,  1865. 

The  Mayor y  Aldermen  and  Commonalty  ^  the  city  ff  Hm 
York^  in  Common  Council  convened^  do  ordain  at  foUoia: 

^  1.*  This  section  was  amended  by  the  ordinance  of 
July  10,  lS56y  and  again  by  the  ordinance  of  June  S7, 
1859,  and  now  reads  as  follows  : 

Firfineiito     All  mcmbers  of  the  New  York  Fire  Department,  and  all 

wear  fire* 

"p^r       such  exempt  members  as  are  authorized  by  the  Commis- 
sioners  of  the  Fire  Department,  shall,  hereafter,  when  on 
duty  as   firemen,  or  at  fires,  wear  the  leathern  cap,  aa 
heretofore  used,  or  a  badge,  as  hereinafter  provided,  which 
said  badge  shall  be  worn  in  a  plain,  conspicuous  manner, 
on  the  breast,  and  shall  be  worn  and  visible  during  tlie 
whole  time  that  such  member,  or  exempt  member,  shall 
remain  at  the  fire  ;  and  any  fireman  neglecting  or  refusiag 
to  wear  his  badge,  as  above  specified,  shall  be  subject  to 
suspension  or  expulsion  from  the  Department ;  and  tnj 
exempt  fireman,  so  refusing  or  neglecting,  shall  be  subject 
to  a  fine  of  not  less  than  twenty-five  nor  over  two  hundred 
and  fifty  dollars  and  imprisonment  not  less  than  ten  days; 
and  all  fines  so  collected  shall  be  paid  over  to  the  Treas- 
urer of  the  Fire  Department  Fimd. 


*  For  Mction  fint  of  ordinance  of  June  14, 1S66,  vidb  page  877. 
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lis  section  is  amended  by  section  two  of  the  ordi 
one  27th,  1859  {vide  page  411),  and  now  reads : 

ge  mentioned  in  the  preceding  section  shall  be  JJJSSS? 
nnce's  metal,  bearing  the  letters  "  N.  Y.  F.  D.,"  JlJJgl 
badge  shall  bear  a  distinct  number  in  raised 
reon,  of  white  metal,  the  same  to  represent  the 
each  company,  and  also  a  register  nimiber,  in 
es,  stamped  thereon ;  and  the  badge  to  be  worn 

firemen,  as  provided  for  in  section  third  of  this 
shall  be  composed  of  white  metal,  with  the 
reon  of  Prince's  metal,  but  in  all  other  respects 

to  the  badge  herein  described  for  the  use  of  the 
ibers  of  the  department ;  said  badges  shall  be 
a  dies,  which  shall  be  exclusively  the  property 
poration  of  the  City  of  New  York,  and   shall 

in  the  custody  of  the  clerk  of  the  Common 
md  all  of  such  badges  shall  be  numbered  as 
lissioners  of  the  New  York  Fire  Department 

lis  section  was  altered  by  section  first  of  ordi- 
December  28,  1855  {vide  p.  382),  but  by  section 
e  ordinance  of  June  27,  1859  {vide  p.  412),  it 
3d  to  its  original  reading,  and  is  as  follows : 

badires  shall  be  deposited  with  the  Commission-    Badges  to 

^^  .         -^  bedepoBited 

New  York  Fire  Department,  who  shall  have  JJmiiteioii- 
3  of  the  distribution  of  the  same ;  and  it  shall  ^^y^ 
jT  of  the  said  commissioners  to  keep  a  register  of  SSt?*''*^ 
of  all  persons  who  now  are,  or  who  may  here- 

n  two  of  ordinance  of  June  14,  1866,  vide  p.  877. 
a  three  of  ordinance  of  June  14, 1866,  vide  p.  878. 
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after  become,  membere  of  the  New  York  Fire  Depart- 
ment, and  of  the  number  of  the  company  to  which  said 
persons  are  attached ;  and  also  of  the  names  of  such  ex- 
empt firemen  as  may,  in  writing,  be  permitted  by  the  said 
Commissioners  to  wear  the  badges  aforesaid,  and  of  the 
number  of  the  badge  delivered  to  each  of  said  firemen,  or 
exempt  firemen. 

^  4.*  Was  amended  by  section  second  of  the  ordinance 
passed  December  2S,  1855  (vide  p.  3S3),  and  again  by 
section  fourth  of  the  ordinance  of  June  27,  1859  (yidep. 
412),  and  now  reads  : 

Ba4pra  to       u  glifill  1)0  thc  dut\'  of  thc  Commissioncrs  of  the  New 

be  deliverod  •' 

MmprSlf.  York  Fire  Department  to  deliver  to  each  fireman  one  of 
°*'°  tlic  badixes  aforesaid  ;  and  thc  said  Commissioners  shall 

also  di'livtn*  one  of  the  aforesaid  badges  to  each  of  such 
exempt  fireiiK^u  as  may,  by  virtue  of  section  16,  of  an  act 
of  the  Leirislahire  of  the  State  of  New  York,  entitled,  "An 
act  for  the  better  renrulation  of  the  firemen  in  the  city  of 
New  York,"  passed  Marcli  29th,  1855,  be  permitted  by 
the  said  Coinmissiouors  to  wear  tlic  same. 

§  5.t  This  section  was  amended  by  section  third  of  the 
ordinance  of  December  28,  1S55  (vide  p.  383),  and  again 
by  section  fifth  of  ordinance  passed  June  27,  1859  (vide 
p.  413),  and,  as  amended,  reads: 

Badges  to     The  badsfes  herein  mentioned  shall   be  the  exclusive 

bo  the  oxcla-  ^ 

Sf^tSdr/ '^  property  of  the  city  of  New  York ;  and  when  any  mem- 
ber shall  resign,  or  be  suspended  or  expelled  therefirom,  it 
shall  be  the  duty  of  the  foreman  and  secretary  of  the  com- 

o  For  the  original  section  4,  of  ordinance  of  June  14,  1855,  vide  p.  378. 
t  For  thc  original  section  6,  of  ordinance  of  June  14,  1866,  vide  p.  S7S. 
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to  which  such  member  was  attached  to  make  a  re- 
of  such  suspension,  expulsion,  or  resignation,  forth- 
,  to  the  Chief  Engineer,  together  with  the  badge  for- 
Y  worn  by  such  member,  and  the  Chief  Engineer  shall 
rt  weekly  to  the  Commissioners  aforesaid  the  names 
ich  members  of  the  Fire  Department  as  shall  have  re- 
id,  or  been  suspended,  or  expelled  therefrom  since  his 
report,  and  shall,  with  said  report,  return  to  the  said 
missioners  the  badges  worn  by  such  members. 

3.*  Was  amended  by  section  six  of  the  ordinance  of 
!  27th,  1859  (vide  p.  413),  and,  as  amended,  reads : 

the  foreman  and  secretary  of  any  company,  or  either  ^o  ?!J^«d! 
lem,  shall  fail  to  comply  with  the  provisions  of  the 
3ding  section,  in  relation  to  the  return  of  badges,  no 
•n  of  members  elected  by  such  company  shall  be  re- 
id  therefrom,  unless  good  and  satisfactory  cause  shall 
lown  to  the  Commissioners  why  said  badges  are  not 
Tied ;  and  should  any  member  of  the  Fire  Department 
his  badge,  it  shall  be  his  duty  to  report  said  loss  with- 
6^0  weeks,  to  the  said  Commissioners,  and  it  shall  be 
'  duty  to  inquire  into  the  circumstances  of  the  case, 
imless  they  are  satisfied  that  such  loss  was  without 
on  the  part  of  said  member,  they  shall  have  power  to 
end  or  expel  said  member  from  the  department,  in  their 
etion,  but  should  the  loss  be  satisfactorily  accounted 
0  the  said  Commissioners,  then  they  shall  grant  a  new 
:e  to  said  member,  who  shall  pay  one  dollar  u^on 
ving  the  same,  as  a  penalty  for  said  loss  (which  money 
be  paid  to  the  Treasurer  of  the  Fire  Department  Fund, 
lid  Commissioners,  they  taking  his  receipt  for  the  same), 

or  the  original  section  6,  of  ordinance  of  June  14, 1855,  vide  p.  879. 
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and  any  member  of  the  department  not  complying 
the  above  proyision  shall  be  expelled. 

^  7.*  Was  amended  by  section  7th  of  ordinance  pined 
June  27th,  1859  (vide  p.  414),  and,  as  amended,  reads: 

Exempt  Every  exempt  fireman  receiving  a  badge  shall  have  the 
^Tepermis-  permission  to  wear  the  same  renewed  some  time  dnzini 
m^'  Mm-  ^^^  month  of  May,  in  each  year,  otherwise  such  permisBim 
aujinifay.  ^j^^|]  |^g  decmcd  rovoked,  and  the  said  Conmiissionen  may 

at  any  time  revoke  any  permission  so  granted  by  them, 
but  in  case  such  permission  is  not  renewed,  or  is  revoked, 
it  shall  be  the  duty  of  such  exempt  fireman  to  restore  ibe 
badge,  previously  worn  by  him,  to  the  said  Conimissioiieii. 

^  8.t  Amended  by  section  ninth  of  ordinance  of  June 
27th,  1859  (vide  p.  414),  and,  as  amended,  reads : 

rinen  for      Auv  member  of  the  New  York  Fire  Department,  or  ex- 

not  comply-  •'  *  ' 

f3Uj!i?g'^  empt  fireman,  who  shall  violate  any  of  the  foregoing  sec- 
Mcuoos.  tions  of  this  ordinance,  shall  be  subject  to  a  fine  of  not  lea 
than  twenty-five,  nor  over  two  hundred  and  fifty  dollars, 
and  to  imprisonment  for  the  term  of  t^n  days ;  and  all 
fines  so  collected  shall  be  paid  over  to  the  Treasurer  of  the 
New  York  Fire  Department  Fund. 

poi£flu  "^^     ^  ^'  ^^  ^^*^^  ^®  *^®  ^^*y  ^^  *^®  police,  when  a  fire  occora, 
■'^  to  form  a  line,  at  least  two  himdred  feet  distant  firom  the 

said  fire,  on  either  side  thereof;  and  they  shall  not,  under 
any  circumstances,  permit  any  person  to  pass  said  line,  na- 
less  said  person  shall  wear  the  uniform  or  badge  of  the 
Fire  Department,  the  uniform  of  the  insurance  patrol,  or 
be  a  member  of  the  Common  Council,  a  member  of  the 

o  For  section  7  of  ordinance  of  June  14,  1855,  vide  p.  379. 
t  For  section  8  of  ordinance  of  June  14,  1855,  vide  p.  880. 
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Police  Department,  an  owner  of  property  within,  or  resi- 
dent in  the  prescribed  lines.* 

§  10.  It  shall  be  the  duty  of  the  police  to  promptly  re-  ^^' 
move,  from  within  the  said  lines,  all  persons  not  designated 
in  the  last  preceding  section,  and  all  persons  refusing  to 
retire,  at  the  request  of  a  policeman,  from  within  the  said 
lines,  shall  be  deemed  guilty  of  a  misdemeanor,  and  forth- 
with arrested.t 


ed. 


§  11.  All  ordinances,  and  parts  of  ordinances,  so  far  as  J^^^^S^ 
the  same  are  inconsistent  with  any  or  all  of  the  provisions 
of  this  ordinance,  are  hereby  repealed.]: 

^  12.  This  ordinance  shall  take  effect  inmiediately. 


AN  ORDINANCE  to  creaU  a  Messenger  to  the  Board  of 
Commissioners  of  the  New  York  Fire  Department, 

Passed  November  7th,  1866. 

The  Mayor i  Aldermen  and   Commonalty  of  the  City  of  New 
Yorky  in  Common  Council  convened^  do  ordain  asfoUotcs: 

§  1.  The  Commissioners  of  the  New  York  Fire  Depart- j^jJSoSor 
ment  shall  nominate,  and  the  Common  Council  shall  ^JIJJ^^^ 
appoint,  a  suitable  person  to  be  a  messenger.  'SS^^r,'' 

^  2.  The  said  messenger  shall  have  charge  of  the  meet-     '^^^  ^ 
ing-room  of  said  Commissioners,  and  keep  the  same  in 
order;  shall  have  the  charge  of  the  door, 'at  all  meetings. 


o  Ordinance  of  June  14, 1855,  Tide  p.  880. 
f  Ordinance  of  June  14, 1855,  vide  p.  880. 
%  Ordinance  of  June  14, 1855,  yide  p.  880. 
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and  shall  deliver  all  noticea  and  documenta,  aa  may  be 
required  by  said  Commissioners,  and  perform  anch  other 
duties  as  they  may  deem  necessary. 

^  3.*  This  section,  relative  to  salary  of  messenger,  wai 
amended  by  the  following  Resolution  of  January  2d,  1658 
(ou2ep.  39/): 

JTeto/mZ,  That  the  salary  to  the  messenger  to  the  Board 
of  Fire  Commissioners  be,  and  is  hereby,  increased  to  six 
hundred  dollars  per  annum,  to  take  effect  from  the  date  of 
the  passage  of  this  resolution. 

^  4.  A  majority  of  said  Commissioners  may,  at  any 
time,  remove  said  messenger  for  the  non-performance  or 

neglect  of.  any  of  his  duties. 


AN  ORDINANCE  to  amend  an  Ordinance,  entitled,  "  A% 
Ordinance  for  the  better  regulation  of  the  Firemen  of  the 
City  of  New  York,''  passed  June  14M,  1855. 

Passed  December  28th,  1856. 

BadgM  to  §!•'''  This  section,  amendatory  of  section  third  of  ordi- 
IrtthlK***^  nance  of  June  Hth,  1855,  was  repealed  by  section  third 
mer.  of  Ordinance  passed  June  27,  1859 ;  and  for  its  present 

reading,  vide  revision  of  ordinance  of  June  14,  1855,  see- 

tion  third,  on  page  461. 

^  24  This  section  amended  section  fourth  of  ordinance 

o  For  the  original  soctlon  8  of  the  ordinance  of  Noyember  7th,  1855, 
vide  p.  881. 

t  For  section  first  of  ordinance  of  December  28,  1855,  friie  p.  882. 

X  For  section  second  of  ordinance  of  December  28, 1855,  vids  p.  888. 
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of  June  14, 1866,  and  has  been  amended  by  section  fourth  ^  ^f^  *» 

•'be  dellverad 

of  ordinance  passed  June  27,  1869:  for  its  present  read- Jj^^^*'^ 
ing,  vide  revision  of  ordinance  of  June  14,  1866,  section  ™«"*»^- 
4,  p.  462. 

§  3.*  This  section,  amending  section  fifth  of  Ordinance    »«>««■  ^ 
of  June  14,  1866,  was  repealed  by  section  fifth  of  Ordi-  ^^J,J|^ 
nance  of  June  27th,  1869 :  for  its  present  reading,  vide 
revision  of  ordinance  of  June  14th,  1866,  section  6,  p.  462. 


AN  ORDINANCE  creating  additional  Engineers  of  the  New 

York  Fire  Department. 

Passed  May  6th,   1866. 

§  1.  The  firemen  of  the  city  of  New  York  shall  hold  an  nectum  of 
election,  to  nominate  to  the  Common  Council,  in  the  man-  gtoeers. 
ner  as  now  prescribed  by  law,  two  Assistant  Engineers  of 
the  Fire  Department,  both  of  whom  shall  reside  in  that 
section  of  the  city  lying  between  Twenty-second  and 
Eighty-sixth  streets,  one  of  whom  shall  reside  east,  and  the 
other  west  of  Sixth  avenue. 

§  2.  The  said  election  shall  take  place  on  or  before  the  ^^?p*^*« 

'  •■  of  the  term 

first  day  of  May,  1856  ;  and  the  engineers  so  nominated  to  B,gf^|SS^* 
the  Common  Council,  their  term  of  office  shall  expire  at 
the  same  time  as  the  assistant  engineers,  elected  at  the 
election  held  in  the  month  of  March,  1866. 

This  ordinance  increased  the  number  of  Assistant  Engi-^ 
neers  to  thirteen.  Vide  revision  of  ordinance  of  April  2dd^ 
1839,  section  1,  on  page  419. 

^  For  section  third  of  ordinance  of  December  28, 1865,  vitU  p.  888. 
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AN  ORDINANCE  to  an^nd  the  ordinance  far  the  better  rep- 
kuion  of  the  Firemen  of  the  city  of  New  York,  approved  i} 
the  Mayor  June  14/A,  1855. 

Passed  July  10th,  1856, 

rire  eapi     This  Ordinance*  amended  section  first  of  the  ordinance  of 

MMl     Mages 

J^'^pJJJJ^y  June  14th,  1855,  which  was  subsequently  amended  by  seo 
S^JJS^^  tion  first  of  the  ordinance  of  June  27th,  1859.  Vide  reri- 
*"*  sion  of  former  ordinance,  section  1,  page  460. 


Resolution  to  increase  the  salary  of  the  Clerk  to  the  Board  ^ 

Fire  Commissioners, 

Resolved,  That  the  salary  of  the  Clerk  of  the  Board  of 
Commissioners  of  the  New  York  Fire  Department  be,  and 
the  same  is  hereby  increased  from  the  sum  of  five  hundred 
dollars  per  annum  to  the  sum  of  eight  hundred  dollars  per 
annum. 

Approved  December  4th,  1856. 


Resolution,  designating  the  Post  Office  Bell  as  one  of  the  Di*- 

trict  Bells. 

Resolved,  That  the  Commissioner  of  Repairs  and  Supplies 
be,  and  he  hereby  is  directed,  in  connection  with  the  Uni- 
ted States  authorities,  to  alter  the  cupola  of  the  post  office, 
for  a  look-out,  advertising  for  proposals  if  necessary.  And 
the  post  office  bell  is  hereby  designated  as  one  of  the  dis- 

o  For  the  original  ordinance  of  Jul  j  10,  1S56,  vide  p.  884. 
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trict  bells  of  this  city,  to  be  governed  by  the  same  rules 
and  regulations  as  the  other  district  bells. 

Approved  by  the  Mayor  April  29th,  1857. 


Resolution^  to  increase  the  salary  of  the  Chief  Engineer  of  the 

Fire  Department. 

Resolvedy  That  the  salary  of  the  Chief  Engineer  of  the 
Fire  Department  be  increased  to  five  thousand  dollars  per 
annum,  such  increase  to  take  effect  from  the  17th  Febru- 
ary, 1867,  when  the  present  incumbent  entered  upon  the 
discharge  of  the  duties  of  said  office. 

Approved  December  9th,  1857. 


Resolution  to  increase  the  number  of  Telegraph  Operators  at 
the  Fire- Alarm  Station  in  the  City  Hall. 

Resolved^  That  his  Honor  the  Mayor  be,  and  he  is  hereby 
authorized  to  appoint  one  additional  attendant  on  the  fire- 
alarm  telegraph!  now  located  in  the  basement  of  the  City 
Hall,  if,  in  his  judgment,  he  should  deem  it  necessary. 

Approved  February  3d,  1858. 

(This  resolution  increased  the  number  of  operators  to 
three.) 


Resolution  fixing  the  Salaries  of  the  Telegraph  Operators  aX 
the  City  Hall  Fire- Alarm  Telegraph  Station. 

Resolved f  That  the  persons  appointed  by  the  Mayor  to 
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perform  the  duty  of  operating  the  Fire  Telegraph,  in  the 
City  Hall,  be,  and  they  are  hereby  allowed  each  the  ram 
of  i^not  to  exceed)  eight  hundred  dollars  per  annum,  the 
same  to  take  effect  from  the  date  of  their  appomtment 

Approved  March  6th,  1858. 

(For  particulars  as  to  the  Fire  Telegraph,  vide  reaob- 
tions  of  December  2d,  1847,  and  -January  25th,  1851,  to 
be  found  on  pp.  349,  366.) 


AN  ORDINANCE  for  the  letter  RegulaHano/  the  New  Ted 

Fire  Department, 

Passed  March  29th,  1858. 

Engine  ^  1.  It  sliall  be  the  duty  of  each  and  every  fireman  to 

houses,  rega-         '  ''  .    •' 

uuoM  cuo.  prevent  boys  or  disorderly  characters  from  congregating 
in  or  about  the  place  of  deposit  of  their  various  apparatus, 
and  not  to  allow  the  said  place  of  deposit  to  be  used  for 
any  other  purposes  than  those  directly  connected  with  the 
performance  of  their' duty  as  firemen.     No  persons,  other 
than  members  and  exempt  members  of  the  company,  or  of 
the  Fire  Department,  in  good  standing,  shall  be  allowed 
to  sleep  in  any  engine,  hose,  or  hook  and  ladder  house; 
neither  shall  the  street  doors  of  the  said  houses  be  kept 
open  except  while  persons  are  passing  in  and  out,  or  while 
any  necessary  repairs  or  cleaning  are  being  performed.   It 
shall  also  be  the  duty  of  the  said  firemen  to  see  that  good 
order  is  preserved  in  and  about  the  houses  occupied  by  their 
respective  companies,  and  to  prevent   any  persons  from 
habitually  congregating  on  the  walks  in  front  of  the  houses 
of  their  said  apparatus. 
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^ 2.  In  going  to  or  returning  from  a  fire,  the  drag-rope  ^^S^^ 
shall  be  the  proper  place  for  the  firemen,  except  the  officers  "gfrom**™' 
in  command,  and  it  shall  be  their  duty  to  prevent  all  boys, 
and  noisy  and  improper  persons,  from  taking  hold  of  the 
rope.  On  no  account  shall  a  person,  other  than  a  member 
of  the  company,  or  a  member  or  exempt  member  of  the 
Fire  Department,  known  to  at  least  two  of  the  members 
of  the  company  present,  be  allowed  to  manage  or  have 
any  control  of  the  tongue  or  tiller  of  any  apparatus,  in 
going  to  or  returning  from  a  fire.  It  shall  also  be  the  duty 
of  the  officers  and  members  of  each  and  every  company, 
when  returning  with  their  apparatus  from  -a  fire,  or  alarm 
of  fire,  to  prevent  any  racing  of  their  company  with  any 
other  company,  and  to  abstain  from  any  conduct  that 
would  be  likely  to  cause  a  breach  of  the  peace,  or  reflect 
discredit  on  the  Fire  Department.  It  shall  further  be 
their  duty  to  use  all  endeavors  to  cultivate  good  feeling 
among  the  members  of  the  Fire  Department. 

§  3.  Each  and  every  officer  or  member  in  command  of  a  baiST'oi^' 
company  shall  be  held  responsible  for  his  actions,  while  memben. 
exercising  command  over  any  fire  apparatus,  or  for  any 
willful  neglect  or  violation  of  any  of  the  duties  incumbent 
upon  him. 

§  4.  No  fireman,  while  under  suspension  for  any  viola-  under  'IS?* 
tion  of  the  ordinances  relative  to  the  Fire  Department,  wearanront- 

*-  ispiecCy    nor 

shall  be  permitted  to  wear  a  fire-cap  bearing  the  frontis- J«^^«<»*« 
piece  of  the  company  to  which  he  is  attached,  nor  be  al-  ^^^^^*  *«• 
lowed  to  vote  at  any  election  held  by  the  company ; 
neither  shall  he  be  permitted  to  take  part  in  any  of  the 
meetings,  or  to  frequent  the  house  occupied  by  his  com- 
pany. And  no  person  suspended  or  expelled  from  the  Fire 
Department  shall  be  allowed  to  take  command  or  exercise 
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control  over  any  fire  apparatus  while  he  remsma  under  Bodi 
gentence  of  suspension  or  expulsion. 

to^SS  to  ^  ^'  ^*  ^^^^^  ^  ^^^  ^^*y  ^^  ^*^^  ^^^  erery  company,  on 
toSduS^  an  alarm  of  fire  being  given  for  the  district  or  districts  in 
which  the  said  company  does  duty,  to  proceed  with  all  due 
diligence  and  by  the  most  convenient  route  to  the  fiie,  or 
to  the  place  from  whence  the  said  alarm  originated,  unkn 
otherwise  directed  by  an  Engineer ;  avoiding  all  lying  in 
wait,  or  any  departure  from  their  usual  route,  for  the  pm^ 
pose  of  racing  with  any  other  company. 

tJ^^I^Sloti  ^  ^'  -^^y  engineer,  oflBcer  of  a  company,  or  member  of 
^^dkLS^  the  Fire  Department,  who  shall  violate  any  of  the  otSr 
Fire  Depart-  uauccs  relative  to  the  Fire  Department,  or  who  shiD 
knowingly  or  willfully  consent  to  or  assist  in  any  violation 
of  the  same,  shall  be  liable  to  suspension  or  expulsion  fit)m 
the  Fire  Department.  And  any  company  so  found  guilty 
of  a  violation  of  any  of  the  ordinances  of  the  Fire  De- 
partment shall  be  liable  to  be  disbanded. 

K«p«^>Bf       ^  7.  All  ordinances  or  parts  of  ordinances,  inconsistent 
with  the  provisions  of  this  ordinance,  are  hereby  repealed. 


Resolution  relative  to   Unsafe  Buildings. 

Resolved,  That  the  Chief  Engineer  of  the  Fire  Depart- 
ment be,  and  he  is  hereby  directed  to  cause  to  be  printed,  in 
a  durable  manner,  a  list  of  all  buildings  which  have  been 
examined  and  pronounced  unsafe  by  the  Board  of  Fire 
Wardens,  and  have  one  or  more  copies  thereof  posted  in 
each  of  the  engine,  hose,  and  book  and  ladder  houses  in 
the  city,  and  that  the  same  be  done  annually,  in  Ueu  of 
advertising. 

Approved  May  7th,  1858. 
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AN  ORDINANCE  f<yr  the  better  Regulation  of  the  Firemen 

of  the  City  of  New  York* 

Passed  December  23d,  1868. 

It  shall  be  the  duty  of  the  Foreman  and  Secretary  of  Foreman 

•^  "^  and  Secreta- 

each  and  every  engine,  hose,  and  hook  and  ladder  company  jj«  J^™^* 
to  report  to  the  Board  of  Fire  Commissioners,  on  the^^JJJ^* 
seeond  Tuesday  in  April  and  October  in  each  year,  a  listy'SJj^*^"^ 
of  members,  with  the  number  of  fires,  or  alarms  of  fire, 
which  have  occurred  during  the  preceding  six  months,  in 
the  districts  in  which  they  perform  duty,  and  the  amount 
of  duty  performed  by  each  member,  which  report  must  be 
sworn  to  before  the  Board  of  Fire  Commissioners ;  and  the 
Foreman  and  Secretary  of  each  and  every  Company  neg-       • 
lecting  to  comply  with  this  ordinance  shall  be  expelled. 


AN  ORDINANCE. 

Passed  January  4th,  1869. 

Be  it  ordained  by  the  Mayor,  Aldermen  and  Commonalty 
of  the  City  of  New  York,  in  Common  Council  convened : 

That  the  ordinance  to  reorganize  the  Street  Department, 
passed  June  26th,  1867,  be  amended  to  read  as  follows : 

CHAPTER  I. 

OF  THE  STREET  DEPARTMENT  AND  ITS  BUREAUX  GENERALLY. 

^  1.  The  Street  Department  shall  have  cognizance  of 


the  construction,  repairing,  lighting  and  care  of  the  build-  tiM^^ireTj^'or. 
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Hose.BDKine  ings,  ofBccs,  rooms,  and  public  yards  of  the  corporation, 

aadLadder  the  Supplying  the  public  buildings  and  offices  and  rooms 

of  the  corporation,  the  court-rooms,  for  which  supplies  are 

furnished  by  the  corporation,  the  police  station-houses,  the 

^Farntehing  ^^^^^  ^^^  othcr  houscs  of  the  Fire  Department,  and  the 

public  markets,  with  fuel,  stationery,  printing,  and  all 
infJStSS;  other  things  necessary  therefor ;  the  constructing,  altering, 
r^  oT  Fire  and  repairing  of  fire  engines,  hose,  and  all  other  machmes 
and  apparatus  for  the  use  of  the  Fire  Department ;  the  re- 
moving incumbrances  from  streets,  roads,  places,  whir?es, 
piers  and  slips ;  the  doing  and  furnishing  of  all  other 
necessary  work,  repairs  and  supplies  not  provided  for  in 
other  departments ;  the  collecting  of  all  assessments. 

•  §  2.  There  shall  be  eight  bureaux  in  the  Street  Depart- 

ment, viz. : 


G.  A  bureau  for  constructing  and  repairing  public  build- 
ings, and  for  procuring  all  necessary  supplies  for 
the  corporation,  to  be  called  the  "  Bureau  of 
Repairs  and  Supplies." 

7.  A  bureau  for  repairing  fire-engines  and  fire-apparatus, 
under  the  charge  of  the  Chief  Engineer  of  the 
Fire  Department,  and  for  the  construction  of  all 
new  fire-engines  and  fire-apparatus,  to  be  called 
the  "  Bureau  of  the  Chief  Engineer  of  the  Fire 
Department." 
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CHAPTER  m. 

OP  THE  BUREAU  OF  THE  STREET  DEPARTMENT. 


ARTICLE  VII. 


# 


The  Deputy  SuperintendeTU  of  Repairs  and  Supplies. 

§  !•  There  shall  be  in  the  Bureau  of  Repairs  and  Sup-  gj^®^^^ 
plies  an  officer,  who  shall  be  called  the  Deputy  Superin-  ^S^o?*^* 
tendent  of  Repairs  and  Supplies,  who  is  charged  with  the  fo/'^tmor 
daty  of  superintending  the  supplying  the  public  rooms  and  o^rbooMs 
offices  and  court-rooms  of  the  Corporation,  the  police  sta-  DeiMrtmeat 
tion-houses,  the  engine  and  other  houses  of  the  Fire  De- 
partment, and  the  public  markets,  with  fuel,  stationery, 
printing,  and  all  other  things  necessary  therefor,  and  of 
superintending  the  furnishing  of  all  other  necessary  sup- 
plies for  the  Corporation,  except  in  cases  where  other  pro- 
vision is  made  therefor.    He  shall  receive  payment  monthly 
for  his  services,  at  the  rate  of  two  thousand  dollars  per 
annum. 


ARTICLE  Vin. 

The  Bureau  of  the  Chief  Engineer  of  the  Fire  Department. 

%  1.  This  Bureau,  of  which  the  Chief  Engineer  of  the  t^^  Bareau 
Fire  Department  shall  be  the  chief  officer,  is  charged  with  En^ter  to* 
the  duty  of  repairing  fire-engines,  hose-carts,  hooks  and  of  aii  repain 
ladders,  hose,  and  other  machines  and  apparatus,  for  the  ^^^^ 
use  of  the  Fire  Department. 

%  2.  The  Chief  Engineer  of  the  Fire  Department  shall    chief  Ea- 
oversee  and  superintend  the  repairing  of  fire-engines,  hose-  wperintend 
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an  repairs  to  carts,  hooks  and  ladders,  and  other  machines  and  apparatus 
for  the  use  of  the  Fire  Department. 

•u  ectimates     ^  3.  He  shall  make  all  estimates  necessary  to,  or  con- 


wito  bto  Bu-  nected  with  the  performance  of  the  duties  of  his  boreao, 
when  required  by  the  Street  Commissioner. 


nan. 


^^\^  ^  §  4.  He  shall,  from  time  to  time,  inspect  the  fire-engines, 
''^"^^'  hose-carts,  hooks  and  ladders,  hose,  and  other  machineB 
and  apparatus,  for  the  use  of  the  Fire  Department ;  and 
^^^S%^ ^^  report  to  the  Street  Commissioner  any  repairs  whidi 
SSeMreeT  may  bc  required  thereon.  If  the  Street  Commisnoner  ap- 
•r.  prove  thereof,  he  shall  report  the  same  to  the  Common 

May  make  Couucil,  cxccpt  that,  whcu  the  expenditure  shall  not  exceed 
wJlnS-flT" seventy-five  dollars  in  any  one  case,  he  may  direct  the 
dollars.       same  to  be  done. 

ii^h-e^re      %  5.  The  Chief  Engineer  may,  wuth  the  consent  of  the 
S  "cKplrli^  street  Commissioner,  make  small  repairs  in  the  Corpora- 
"*  ^^  '     tion  Yard,  to  the  hose  and  hooks  and  ladders  of  the  Fire 
Department. 

bo^k*Tia  ^  ^'  He  shall  cause  to  be  kept  in  his  bureau  accounts 
d^uuS^'ic*  of  ^^^  time  of  all  persons  to  be  paid  by  wages  for  work, 
5ral',lw .^^  under  the  supervision  of  his  bureau,  and  of  the  work  upon 
pervteion.*"  wliich  they  are  engaged,  and  of  all  the  other  expenditures 

of  his  bureau,  and  of  the  expense  of  each  particular  work 

or  job,  with  the  items  thereof. 

oiaii   ex-      §  7.  He  shall  examine  and  audit  all  pay-rolls  and  all  ao- 

amlne,  audit         '  . 

JJ^p^^/jJjfy  counts  for  work  done,  or  materials  furnished  under  the 

J^^jy^un^;  supervision  of  his  bureau,  and,  if  found  correct,  shall  cerfr 

SlSi'oPLisfy  them  in  writing,  and  shall  deliver  them  with  proper 

vouchers  to  the  Street  Commissioner  ;  and  in  all  cases  of 

contract  work  under  his  supervision,  he  shall  examine  and 
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report  to  the  Street  Commissioner  as  to  the  fulfillment  or 
breacih  of  the  contract  therefor ;  and  he  shall  certify,  on 
every  voucher  for  payment  thereon,  that  such  payment  is 
due,  in  accordance  with  the  terms  of  the  contract 

^8.  He  shall,  in  all  matters  connected  with  his  bureau,  ih?**^tlS 
be  under  the  control,  direction,  and  supervision  of  the  Street  r^»Lmiaston- 
Commissioner,  who  may  approve  or  disapprove  all  accounts 
certified  by  him,  and  by  whom  alone  all  requisitions  upon 
tiie  Comptroller  for  the  payment  thereof  shall  be  made. 

§  9.  No  new  fire-engine,  hose,  or  hook  and  ladder  car-  coMtrocItoR 
riage,  shall  be  constructed  for  the  Fire  Department,  unless  ^  S^ 
the  same  shall  be  authorized  by  the  Common  Council. 

§10.  There  shall  be  in  this  bureau  a  Superintendent  of  ^rrf^FiM 
Fire  Apparatus,  to  be  appointed  by  the  Street  Commis-  '^p''*'**^ 
rioner.  who  shall  be  a  p^tical  machinist  and  fire^ngine 
builder,  and  who  shall  be  an  exempt  fireman,  whose  duty    Riadities. 
it  shall  be  to   superintend  the   construction  and  proper 
working  and  keeping  of  fire  apparatus,  and  such  other  du- 
ties as  may  be  required  in  the  direction  of  the  Fire  Depart- 
ment, which  shall  not  interfere  with  any  existing  ordinance, 
or  conflict  with  the  firemen  in  the  discharge  of  their  duties. 
The  Superintendent  of  Fire  Apparatus  shall  receive  pay- 
ment for  his  services  monthly,  at  the  rate  of  one  thousand    HisMUry 
dollars  per  annum. 

§11.  There  shall  be  a  foreman  of  the  Corporation  Yard,  ^^^JJ^*^ 
in  this  bureau,  to  be  appointed  by  the  Chief  Engineer,  ^"^ 
whose  duty  it  shall  be  to  superintend  the  repairing  and 
cleaning  of  hose,  and  take  charge  of  the  same,  and  to  per- 
form all  such  other  duties  as  may  be  assigned  to  him  by  the 
Chief  Engineer,  and  shall  receive  a  salary  of  one  thousand 
dollars  per  annum,  payable  monthly.    There  shall  also  be 
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acrkg.  two  clerks  in  this  bureau,  to  be  appointed  by  the  Chief 
Engineer,  who  shall  keep  the  accounts  of  this  bureau,  and 
perform  such  other  duties  as  shall  be  directed  by  the  Chief 
Engineer,  at  a  salary  of  one  thousand  dollars  each,  per  uh 
num,  payable  monthly.  The  Chief  Engineer  shall  alao 
have  authority  to  employ  laborers  in  the  Corporation  Yard, 
not  to  exceed  eight  in  number,  at  a  compensation  of  two 
dollars  per  day. 


Resolution  fixing  the  amount  of  gcu  allowed  to  fire  compama. 

Resolved,  That  the  annual  amount  allowed  to  each  fire 
company  for  gas  be  increased  to  the  sum  of  seventy-five 
dollars  (S75),  the  same  to  take  effect  from  the  passage  of 
this  resolution. 

Approved  February  19th,  1859. 


FIRE  WARDENS  eUcted  on  13th  Aprils  1859. 

Stephen  Hallick,  George  C.  Brown,  William  H.  McDon- 
ough,  and  Samuel  Cheshire,  to  serve  three  years,  to  fill 
vacancies  occasioned  by  the  expiration  of  the  terms  of 
George  C.  Brown,  John  T.  Harding,  William  H.  McDon- 
ough,  and  Theodore  Keeler. 

Approved  by  the  Mayor,  April  26th,  1859. 
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AN   ORDINANCE 

To  amend  an  ordinance  for  the  better  regtdation  of  the  Fire- 
men of  the  city  of  New  York,  passed  June  14^A,  1855. 

Passed  June  27th,  1859, 

§  !.•  This  section  amended  section  first  of  the  ordinance  m,5*"ftSSS 
of  June  14th,  1855,  and  also  abrogated  the  ordinance  of  i^^*5„J[[J£i 
July  10th,  1856.  Vide  revision  of  ordinance  of  June  14th,  XStT*** 
1856,  p.  460. 

§  2.t  Amended  the  second  section  of  the  ordinance  of  <m,«id  com- 

poBitfcn     of 

June   14th,  1855.     Vide  revision  of  that  ordinance  on»<i««- 
p.  461. 

BAdffOS    to 

^  3.t  Amended  the  third  section  of  the  ordinance  ofbemchArgo 

•       ^  ,    of  Fire  Cbm- 

June  14th,  1855,  and  abrogSited  section  first  of  ti:e  ordi-  n^iono"- 
nance  of  December  28th,  1855.     Vide  revision  of  ordinance 
of  June  14th,  1855,  p.  461. 

^  4.^  Amended  the  fourth  section  of  ordinance  of  June  be^deSmd 
14thy  1855,  and  abrogated  the  second  section  of  ordinance  exempT 
of  December  28th,  1855.     Vide  revision  of  ordinance  of 
June  14th,  1855,  p.  462. 

^  5.||  Amended  the  fifth  section  of  ordinance  of  June  be^ulTV^ 
14th,  1855,  and  abrogated  the  third  section  of  ordinance  city,  and  to 

be  returned. 

of  December  28th,  1855.     Vide  revision  of  ordinance  of 
June  14th,  1855,  p.  462. 


o  For  section  first  of  ordinance  of  June  27,  1859,  vide  p.  411. 
t  For  section  second  of  ordinance  of  June  27,  1859,  vide  p.  411. 
%  For  section  third  of  ordinance  of  June  27, 1859,  vide  p.  412. 
§  For  section  fourth  of  ordinance  of  June  27, 1859,  vide  p.  412. 
{For  section  fifth  of  ordinance  of  June  27,  1859,  vide  p.  418. 
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In  CAM  of     ^  C*  Amended  the  sixth  section  of  the  ordinance  of 
foliS^and  June  14th,  1S55.   Vide  revision  of  said  ordinance,  p.  463. 

■ccretarj,  to  • 

return    bad- 

**Reutiveto  ^'^•^  Tbis  section  amended  section  seventh  of  orfi- 
IST^^ing  nance  of  June  14th,  1855,  and  relates  to  the  renewal  asd 
to™mmpt  revoking  of  the  permission  given  to  exempt  firema 
badges,  to  wear  badges.     Vide  revision  of  ordinance  of  June  14th, 


1855,  p.  464. 

y^^^l!^.     ^  8.{  Any  member  of  the  New  York  Fire  DepartmeDt» 
'^  or  exempt  fireman,  who  shall  loan  his  badge  to  any  penoDi 

shall  be  liable  to  the  penalties  as  set  forth  in  section  fint  of 
Brokn  this  Ordinance ;  and  if  any  badge  shall  become  broken,  or 
returned,  the  figures  be  displaced,  while  in  the  possession  of  sod 
member  or  exempt  fireman,  he  shall  return  the  same  forth- 
with to  the  said  Commissioners,  and,  in  default  of  the  same, 
said  member  may  be  expelled  or  suspended,  and  such  exempt 
fireman  shall  have  the  permission  to  wear  the  same  revoked. 


Penalty  for      <^  9^  Relatin:'  to  violations  of  this  ordinance,  amends 

▼Matloiui  of         '        '  -^  ' 

JJ^J^K  the  8th  section  of  the  ordinance  of  June  14th,  1855,  by 
making  the  fines  collected  therefor  payable  to  the  Treasorer 
of  the  Fire  Department  Fund.  Vide  revision  of  ordinance 
of  June  14th,  1855,  p.  4G4. 

Duties  of     §  10  and  nil  reiterate  the  duties  of  police  oflBcers  at 

Pbltee  at  '  *  . 

flwB.  fires,  as  contained  in  sections  9th  and  10th  of  the  ordinance 

of  June  14,  1855,  for  which  vide  pp.  464,  465. 


o  For  section  sixth  of  ordinance  of  Juno  27,  1859,  vide  p.  413. 

t  For  section  seventh  of  ordinance  of  June  27,  1859,  vide  p.  414. 

J  Ordinance  of  June  27,  1859,  p.  414. 

§  For  section  nintli  of  ordinance  of  June  27,  1859,  vide  p.  414. 

II  For  sections  tenth  and  eleventh  of  ordinance  of  June  27, 1859,  riie  pp> 
414  and  415. 
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^  12.*  All  ordinances  and  parts  of  ordinances  now  exist- 
ing, so  far  as  the  same  are  inconsistent  with  any  or  all  of 
the  provisions  of  this  ordinance,  are  hereby  repealed. 

^  13.  This  ordinance  shall  take  effect  immediately. 


Election  of  Amstant  Engineers  on  March  3Jy  1859. 

For  the  First  District — G.  Joseph  Ruch. 

For  the  Second  District — John  Brice. 

At  Large— Daniel  Donovan,  John  Decker,  William 
Hackett,  Peter  N.  Comwell,  Edward  W.  Jacobs,  Elisha 
Eingsland,  John  A.  Cregier,  Stephen  Mitchell,  Timothy  L. 
West,  and  John  Baulch. 

Approved  by  the  Mayor,  July  12th,  1869. 


On  the  22d  of  December,  1859,  John  A.  McCosker  VTas 
elected  as  Assistant  Engineer,  to  fill  a  vacancy  in  the 
Harlem  J)istrict. 

Approved  by  the  Mayor,  December  31st,  1859. 

o  OidiiuiDoe  of  June  27, 1869. 
31 


i  -♦ 


I 


APPENDIX 


TO 


te  |leMk  J0  %  ixxt  g^parimmt 


OF      TBI 


CITY  OF  NEW  YORK. 


484 


APPENDIX  TO  FIKB  I<AWB. 


THE  NEW  YORK  FIRE  DEPARTMENT. 


•  •» 


I 


Thk  Nkw  York  Fhue  DxPABTmcKT  consists  of  four  thouBiiid 
two  hundred  and  sixty-two  men,  as  per  Firemen's  Begister,  at 
Chief  Engineer's  Office,  on  January  1st,  1860,  comprising  FQa^ 
teen  Engineers,  forty-eight  Engine  Companies,  sixteen  Hook 
I  and  Ladder  Companies,  fifty-eight  Hose  Companies,  and  tiuw 
Hydrant  Companies. 

A  detailed  list  of  the  Names,  Numbers  and  Locations  of  Ap- 
paratus ;  the  Districts  the  Companies  perform  duty  in ;  the 
names  of  officers  connected  with  Active  Firemen,  and  with 
the  Fire  Department  Widow  and  Orphan's  Fund,  the  Board 
of  Fire  Commissioners,  Trustees,  &c.,  will  be  found  following. 


AFPmrDIX  TO  FIRB  hkWS. 


486 


BOAED  OF  ENGINEERS. 


Chief  Engineer. 
HENBT  H.  HOWABD. 

Cniarki  to  tlM  COdtf  Engineer. 
CHABLES  A.  GRAY,  QEOBGE  T.  ALKER. 

Senior  Aiirtftnt  Kngineer. 
JOHN  A.  CBEQIEB,  Pkriobmb  dtttt  in  thb  8d,  4Ui,  7th,  and  8th  Dtstricts. 


Awdirtftnt  KngineoTfc 
JOHN  BAXJLCH,        PmiOBMB  dutt  in  thb  7th  and  8th 


Districts. 


FETEB  N.  OORNWELL, 
JOHN  DBCKER, 
SLDSHA  KING6LAND, 
XDfOTHT  L.  WEST, 
EDWABD  W.  JACOBS, 
O.  JOSEPH  BUCH, 
JOHN  BBICE, 
DANIEL  DONNOYAN, 
WILLIAM  HACKETT, 
ffTEFHEN  MITCHELL, 
JOHN  A.  MbOOSKSB, 


<< 


II 


II 


<i 


i« 


II 


It 


i< 


ti 


II 


II 


6th,  6th,  7th,  and  8th 

7th  and  8th 

1st,  4th,  5th,  and  6th 

2d,  8d,  and  4th 

6th,  6th,  and  7th 

1st,  2d,  and  6th 

l8tand2d 

7th  and  8th 

7th  and  8th 

2dand8d 

Harlem 


NAMES  OF  OFFICERS  OF  THE  FIRE  DEPARTMENT  FUND. 


WILLIAM  A.  WOODHULL,  Pribidimt. 
WILLIAM  H.  WICEHAM,  Yicb-Prbbidekt. 

CHABLES  L.  CIJBTI8,  Sbobbtabt.  JOHN  S.  QILES,  Triasurib. 

DAVID  THEALL,  Collbotob. 
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TRUSTEES. 


HENBT  A.  BUBB,  Fbmii»oit  ; 
GEOBGS  F.  KBSBnT, 


Committee  on  DonatloiML 

JONAS  N.  PflHUPS,  SAMUEL  B.  THOMSON, 

JAMES  T.  WATKINS,  WILLIAM  WILLIAMS, 

ZOFHAB  MILLS,  A.  F.  OCKEBSHAUBEN, 

BOBEBT  MoOINNIB. 

Committee  on  Bohoolai 

JAMES  T.  WATKINS,  WILLIAM  WILLIAMS, 

BOBEBT  McOINNIS. 

Committee  on  FInee  and  Penaltiea^ 

JONAS  N.  PHILUPS,  SAMUEL  B.  THOMSON, 

A.  F.  OCKEBSHAUSEN. 

Committee  on  Finanoe. 

ZOPHAB  MILLS,  A.  F.  OCKEBSHAUSEN, 

HENBT  A.  BUBB. 

Committee  on  Fael. 

SAMUEL  B.  THOMSON,        WILLIAM  WILUAMS, 

BOBEBT  MoQINNIS. 

Special  Conmiittee  to  fik>Uoit  Doaationa. 

ZOPHAB  MILLS,  JAMES  Y.  WATKINS* 

SAMUEL  B.  THOMSON. 
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NAMES  OF  THE  FIRE  WAEDENS. 


M.  EICHELL,  PBinmoiT, 
JOHK  J.  TINDALE,  Sbcektabt. 

WM.  H.  Mcdonough,  jas.  m.  macgregoob,  Stephen  hallick, 

LOUIS  C.  MEEKS,  GEORGE  C.  BROWN,         JOHN  S.  CLAYTON, 

JOHN  DOWNEY,  JOHN  CLEMENTS,  ENOCH  SMITH, 

SAMUEL 


:i>;i:ii:4: 


BOAED  OF  FIRE  COMMISSIONEES. 


HENBY  WILSON,  PBisniEiiT; 

CHARLES  P.  KNAPP,  and  B.  P.  H.  ABEL,  Clebxb, 

ERAfiTUS  W.  BBOWN,  JOHN  J.  OOBMAN, 

THOMAS  LAWBENCE,  WILLIAM  M.  TWEED. 


THB   NUMBER   OF   COMPANIES  BOIN6  BUTT  IN  EACH   BI8« 

TBICT  IS   AS   FOLLOWS*  Tim.t 

Fnuff  DuTBiOT. — ^Twelve  Engines,  twelve  Hoee  Caniiges,  and  three  Hook 
and  Ladder  Traeks. 

8iooin>  DuTBior. — ^Twelve  Engines,  eleren  Hose  Carriages,  *  and  three 
Hook  and  Ladder  Trucks. 

Thibd  DiSTRicr. — Eight  Engines,  nine  Hose  Carriages,  and  three  Hook 
and  Ladder  Tracks. 

Fourth  District. — 1^  Engines,  ten  Hose  Carriages,  and  three  Hook  and 
Ladder  T^cks. 

Fifth  Dutbict.— Eleren  Engines,  Eleven  Hose  Carriages,  and  four  Hook 
and  Ladder  Trucks; 

Sixth  District. — Four  Engines,  twelve  Hose  Carriages,  and  three  Hook 
and  Ladder  Trucks. 

Sxvikth  District. — ^Fourteen  Engines,  twenty-two  Hose  Carriages,  and 
five  Hook  and  Ladder  Trucks. 

Eighth  DnrRior. — Seventeen  Engines,  twenty-one  Hose  Carriages,  and 
four  Hook  and  Ladder  Trucks. 
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ENGINE    COMPANIES. 

—"■«"'" 

<^BP7 

-■S^™.  |"s,rr' 

NH>ta««aHn. 

». 

Hudson,      .     .     . 

1 

in«B«4TUiK., 

DMrtcU. 

MuHwDl, 

_ 

EXCELSIOH,        .       . 

2 

DHoiTnlrwt 

WWrkU, 

Bdnrd  J.  Xnlchl 

la- 

3 
4 

NiAQABA,   .      .      . 

^>l».r».t 

OMrku. 

noBulMIT. 

n— 

Pboteotion,  .    . 

5 

siADsnrHt. 

Tlh  ud  SUi 

Dinrtcu. 

J«B»r.  Both, 

n_ 

Ahebious,.    ,    . 

6 

smatBijat^L 

TthudMb 

Wo.aD«Uw, 

»- 

7 

IOtE»t2fiUlM»M 

"SiSl^ 

Jobs  R.  Bum, 

»_ 

MAmiAiTAir,  . 

8 

nLodUnronM. 

IthlBlRU 

SobmC.  Bnmn 

Ki— 

Maeion,    ,    .     . 

9 

4-lUrl«HrHt. 

DMrlcU. 

J»«>H.r*. 

R«i 

Watir  Wrrcn,  . 

10 

aWM,.™r-IU..T. 

DMtrlru. 

0»rB.J.Grtg«T 

J 

OCEANl-S,    .       .       . 

11 

WWooXcrilTRl 

■dud  Itb 
IMilrtcu. 

John  Wild»y, 

Knickeiiuocker, 

12 

lliBlMSUtUM- 

lituulai 
MMrfcU. 

nwuiJ-Omunl 

»_ 

Eagle,  .... 

13 

»  rw«M  «n»l. 

Tlhudtlta 

Dinrlcl*. 

TUnoUirSDDlTui 

>» 

14 

•  rnorebmrwi. 

TlhMidBUi 
DIHrku. 

RobeoRor™. 

J 

CnAxn-ui, .    ,    , 

15 

IMW«iMUi»i. 

fSS 

'■""-"  ^'"- 

J 

Mohawk,  .    .    . 

16 

l»W«IB'wior. 

adud  gtb 
IHalrlcM. 

TViiiu«R», 

»j 

East  Kh-ek,  .    . 

17 

TOMrcmtmel. 

-ir^ 

AirndA  EkuAU 

q 

UmoN, .... 

IS 

YSWaHOthwrnt 

litwdU 

Dtauku. 

Junn  CtvDoUr, 

Lafayette,    .    . 

19 

lMChiy«tU..lr«* 

(ihudeih 

DMrlcU. 

Wm.  H.a«rl«k 

htax 

WASiiraoTos,     . 

20 

Simple  .WWl 

Ttbindeih 
INMrteu. 

Aoar™fi«ir, 

F«J 

Fulton,    .     .     . 

21 

«Wo,«..™.. 

Iltaandaih 

nutiicui. 

JurnVdOdngt. 

Protfx)tok,   .     . 

22  "■c'S-.S  r 

Tibudsut 

DUrlcU. 

aM>Si.n. 

»_ 

United  States,  . 

23     "  TwcUlb  itnM. 

WludBUi 

WKrleU. 

■»~-~'. 

— 
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ENGINE  COMPANIES — contisubd. 

Sua  o»  OnaoT. 

Cofflp'7. 

of*pp«»Uui. 

lbf7i»rtDm 
Duty  In, 

Num  (X  OfllDen. 

^ 

KSON,     .      .      . 

24 

I7tbU.,De>rBUj 

Sd*Ii<l4Ui 
DlBtricu 

ti«.r>B«d>r»«, 

rarcmu 

AEACT,        .      . 

23 

lOM  DrtBdnr- 

td*iut34 

Hugh  Powan, 

»™. 

PERSON,      .      . 

26 

MFUll...r«.. 

fitbuideili 
UlBtrlcu. 

JohaPord, 

!»«_ 

T  Wasiungton, 

27 

QmnuMTlUe, 

MM  Ttctnlly. 

-t^r... 

r™-, 

IFIO,       .      .      . 

28 

ajTIKmrttuvHooe. 

InudHh 

J«iu.w,ft«Mr"w, 

njr«H» 

•EDLAN,        .      . 

29 

UWMtlDU)>tr«t. 

Sdud41h 
DUIrtcu. 

EUBiM, 

•*— 

:Tn  RiTEK,      . 

SO 

i»r™„,.,™. 

TlhautSA 

B.  r.  Gnuit, 

Rnman 

EESON, .      .      . 

31 

MCIirTillistrBCI. 

'pi.'i^r 

J°)in  McCUta]-, 

inmrnu 

E  Masteeson, 

82 

s^:^. 

JohnQnlim, 

FonawD 

CK  Joke,  .    . 

3» 

Ulb  >lr«el,  our 
HrouIIDif. 

UtuidM 
IHiUICU. 

P«^«„«™™, 

FVnoHi 

FARD,    .       .      . 

84 

l««Chrl>loph«>t 

SllUldllh 

Jo«.l.to. 

Foranu 

CMBUa,        .      , 

85 

"i^Tt^^' 

HuKnsuul 

JobnHM. 

nawDH 

ITABLE,      .       . 

36 

•"S"T'j""' 

liKirtcle 

A.  a !-.»., 

Ftoramu 

DESMAN,     .       . 

37 

''S«7^^«"r 

(imK:U. 

JUDMAlHnie, 

n>r«a« 

mWAEK,   .       . 

38 

MA™.«r«t. 

WilrlcU. 

OwrgeT,  Alka, 

Ftomoui 

jraxiN,      .     . 

39 

totlalM 
DWrllU. 

8™rd«.B««.,, 

FornuL 

T  Washington, 

40 

113  EUa  itml. 

Tlhuidlth 
DMrtcu. 

Juan  CknBaM. 

FMUHD 

NTON,     .       .       . 

41 

Cor.  nDluogi-  ud 

lifa  ud  8ih 
DlitrlcH. 

ntmpu. 

•IBE,       .       .       . 

42 

Oalnt.MvOMm- 

'Sta'Sii* 

RP.Koon. 

F»..». 

•raATTA,      .      . 

43 

K«bMU..»». 

TlUmni] 

J«,«E.l^... 

Fo™^ 

eOak,      .     . 

44 

fiUiandSlh 
Dlilrlcts. 

Jurna  L.  S>-klu. 

P«..» 

aORA,    .     .     . 

45 

Utbltnn. 

Torkvlll« 

FniHiiBuigiil, 

Fmau 

*     *     *     « 

46 

" 
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Mm  OV  OOHFAVT. 


«         *         *         *  * 

Mazefpa,  .    .  . 

Pocahontas,  .  . 

Lone  Star,    .  . 

Mutual,    •    .  . 


No.  of 
Oomp'j. 


47 
48 

49 
50 
51 


of 


168  W6M  UthsL 


166W6M20Ullt. 


But  29(1  itreetjiHW 
Seoood  ATeane. 


Oiitrictt 
Mjperfbn 
Datj  Ik. 


SdftndM 
DfBUieta. 

HwloBaBd 
Ttolntlf. 

Sdaadtd 


UtiBdMh 
Oistiieti. 


J.K. 


J 


',  ^RVH^ 


LOGATIOV,  GXHTBS,  VSAB  GRAIOEBS  8IBKET. 

ZOPHAR  MILLS,  Foreman. 

JOHN  W.  GARSIDE,  Igr  Assotant  Forehaw. 

JAMES  MILLWARD,  Jr.,  2d  Assistant  Foreman. 

■ 

CHARLES  E.  6ILDERSLEEYE,  3d  Assistant  Foremak. 
JAMES  Y.  WATKINS,  Secretary. 
THOMAS  L.  TALMAN,  Assistant  Secretary. 
JAMES  CHOLWELL,  Treasurer. 


o  Engine  Companies  No«.  8,  46,  and  47  have  been  djgbaaded. 
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K^«»„^. 

(^^> 

Appsralui- 

IhiT  pBrthrm 
iwiy  lb. 

»™.o^. 

»^ 

lU!,  .       .      .       . 

1 

«adHoii,n(»f  Pill. 

Tib  u.)  Bib 

LowUHoppi, 

Fori^man 

GABA,  .      .      . 

2 

I  Dwaui  BreeL 

DUtrlcU. 

»..!»*«,, 

Fotimai 

EPEITDENOE,    . 

S 

211  HmMt  itreet. 

ILh  .Dd  nih 

JitU)  T.  DslloD, 

Fotmhh 

RION,      .      .      . 

4 

M  Atto™7«'™i. 

DUUku. 

nientorg  HUl;er, 

ftmanai 

V  York,   .     . 

5 

m  U«o=r'.i™l, 

«th  uu)  Bita 
DtolrlcU. 

JT.W.  Raymond. 

Poranai 

TON,      .      .       . 

6 

23  0™™™™.. 

DuTrttU. 

0«.  K-OfflMr, 

.o™-. 

OQOLD,        .      . 

7 

UE*..13U,.,r«. 

KnrtcU. 

Jaujph  H.  Wsfl«, 

Hmnuui 

f 

8 

SB  IJt»rt7  str»l. 

"?H.f^,;."' 

aoollBaj-toa, 

Conman 

UMBLAN,     .      . 

9 

mMuibc^-m^, 

■'^l^r 

JohnI.B«rbell, 

^.r«»n 

ERTT,    .      .      . 

10 

S  DOTM  slreel. 

;[b  ud  81h 

JohnUi<tolj, 

..«™n 

JCK,       .      .      . 

11 

,..-,.«, .™, 

SdnBd  4tb 

D.  0.  Boblnaon, 

.v™»n 

rcTE,    .    .    . 

12 

BSOWmHSdBlreet 

iBt  ind  Id 

amoBlWwinry, 

For.™ 

KSON,    .      .      . 

13 

34  Hangia  ■tieel. 

eih  and  «tb 

J.u»b  a  Jliarly, 

FOrsmaa 

:el9ior,     .    . 

14 

ISOWMliaihsl, 

ad  and  4tb 

A,  U.  Eagl««., 

Fonnac 

.ANTIC, .       .      . 

13 

10  EUnbcUi  Btteet. 

"iJI^JcJ"' 

Jam«  B.  itamt, 

Fomnan 

IPXINS, .      .      . 

16 

IM  NocfoOi  Blreel. 

»h   UA    Stll 

JamaWiielaii, 

Fdnman 

NTON,    .       .      . 

17 

SIh  ami  tii 

Ulchael  IMlon. 

'"^ 

J«KLIN,       .      . 

18 

a8Bo»m«tr«(. 

TOi  hd.I  §Ui 
DUIrlcK. 

John  O'Noll, 

ERICAN,       .      . 

19 

6.o™ne«™,. 

*'^'Siu."' 

Henry  A.  Thocau, 

»«. 

WANE,    .      .      . 

20 

ISAiuiUrecl. 

iih  ud  eih 

Dtelrlcu. 

JaredA-Tlmpaon, 

p™™ 

OSON,     .      .      , 

21 

3M  Wutalngum  al. 

71h  and  Blh 

WlUlam  CUIeii, 

nr^ 

CNIX,      .       .       . 

22 

101  Hmtar  itnot 

'"D«'t«V 

K.RW,Qiambm 

»™ 

lET 

23 

4S  Bonlio  BtTOBl. 

3d  and  4tb 

AKa,V.Dartd»oti 

nnmi 
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i 

x>irninTBD. 

NAMiMOaMnvi 

Oraip'j 

'^!^    "^t" 

»— ""-l- 

Nation^al,. 

.     24 

IN  «*rtw  tlrwC     *•  "*  **^ 

BKluI.aninn.k« 

United  Stati 

s,.     25 

M  worth  ««,..     ^S^^ 

D.S.Pmrtm, 

n- 

RCTGEBS,    . 

.     26 

«Ko*««»«.     •g.l^ii"' 

Mm&Bddi, 

,~ 

Neptdite,  . 

.     27 

J«ti&H.Q>rta». 

_ 

Pearl,.    . 

.     28 

■Siisr 

AaUeHUhBrbe, 

». 

Metahoba, 

.     29 

lU   FIAII   ITOW. 

Dkirku. 

HaujB.SpdM, 

»- 

Laukel,    . 

.     30 

tTltlRiHt,i>«r 

8U1  (TODU. 

UtiuidM 
DHtrkU. 

Jun«aAn»U, 

» 

Putnam,    . 

.     31 

IJukannrHt. 

MllWKtMb 

DlnrtcU. 

LomiD  OiddT, 

r» 

Index,  .    . 

.12 

DUlrlcu. 

Liwmce  Kutbi, 

Wakeen,  . 

33 

ms-u™..,™. 

WudBIh 

DtatMcU. 

AnUiDor  T«wi 

^ 

.     34 

niBiMUitinnu. 

ith  uri  aib 

Johabwtn, 

rma 

«    »    *    • 

*     35 

Oceana,  .    . 

36 

aofi  tUdlHW  ilml. 

•mudTih 
iitnncu. 

JahDBDck, 

l» 

Madison,  . 

3» 

10O«  Brcwlwar. 

IMudM 

DMHcU. 

P.  J.  UcGmuiVe, 

>^ 

Amity,.     . 

38 

in  AiDitr  hthl 

DIMrkU. 

Cbu.  C  nemUit. 

n- 

Metkopolita 
Empire,     . 

',       39 

«a  nilH  .renm 

l«u>d>Ih 

BHWdGonUnj 

,». 

40 

TO  BvnnrnncL 

SdudlUi 
DlilrtcU. 

\niIbunEnu, 

n~ 

Alert,  .     . 

41 

•T  W>ttS  lUwl. 

-isj;' 

SUnnxl «.  Webb. 

>». 

Mazeppa,  . 

42 

aMW«iaM«tr«ii. 

IStlDdld 

OtaUkta. 

JohsO^le,           y*™*! 
J,  R  FUTtictoB,  Wom' 

P10SIT.R,    . 

43 

TIM  ■miiiK, 
DMr  Ulil  Biml. 

rlciat" 

Washingt'n] 

BVING   44 

I28Wi«tSlBt*lr«el 

Utud3d 
WiUicM. 

Bdnrd  J.  RjdB.  fcnan 

•    *    «     • 

*     45 

A-     46 

Valley  Foeg 

IM  WortlJlhtt. 

inudSd 

DWricu. 

JuuaT.«lk>, 

»- 
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VtAMM  OVOOMPJjrT. 


BOHAKIOSy     .      . 
IfERIOUSy  •      •      • 

JD  Y  Washington, 


>PE, 


•    •    •     • 


\lti  Vilfym  •  •  • 


!n>INE,      .      .      . 
klAD,  .      •      •      • 

AlBry  Howaed, 


iSSAIJ, 


•  •  • 


.ULDINO, . 


•      • 


No.  of 
Gbmp'jr. 


EBGUANTS«    . 


N, 


.  T.  Brennan, 

iPHYR,      •       •       « 


47 
48 

49 
50 
51 
52 
53 
55 
50 
57 
58 
59 
00 
01 


LocatiODOf 
ApptnXvoL 


707  FovUi  street. 

86th  street,  near  8d 
aTenne. 

128  CMar  street. 

103^  Mott  street. 

Onr.  60th  street  and 
Lezingtoa  aTeaoe. 

122d  street,  near  Sd 
arenue. 

118  Eut40th  street, 
near  8d  ayenae. 

116  Christopher  St. 
8  Theatre  allej. 
lOSWestlSthst. 

18  Barling  sUp. 

Ifanhattanrllle, 
In  Laurens  street. 

12  Om  street. 
870  Fourth  aveooe. 


tHstricto 

they  perform 

Dntj  In. 


6th  and  6th 
Districts. 

YorkviUe 
and  Tlcinitf. 

7th  and  8th 
Districts. 

Tth  and  8th 
Districts. 

1st  and  2d 
Districts. 

Harlem 
and  vicinity. 

I8tand2d 
Districts. 

Sd  and  4th 
Districts. 

Tth  and  8th 
Districts. 

2dand8d 
Districts. 

Tth  and  8th 
Districts. 

Ifsohat'Tille, 
and  vicinity. 

Tth  and  8th 
Districts. 

1st  and  2d 
Dlitricts. 


Names  of  Oflloers. 


Bank. 


Forensn 


Foreman 


John  J.  Whyte, 


James  B.  DsMoHi 


Jacoh  L.  Smith, 


Michael  Brofiby, 


JohnBoorke, 


Geo.  H.  B.  lynch. 


J(dmP. 


Andrew  Bell, 


James  Oorrlstoa, 


Ssmnellioore, 


Ifiehaellfanray, 


John  Moore, 


ljMireDce(aaaey> 


J.  H.  Whltaqy.      Foreman 


Foreman 


Forsnan 


Foreman 


Foreman 


e  Hose  Gbmpanles  Noe.  86  and  46  have  been  disbanded. 
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Hook  and  Ladder  Companies. 


09  OomPAirT. 


Mutual, 
Chelsea, 
Ph(enix, 
Eagle,. 
UiaoN, . 
Lafayette, 
Mechaihcs, 
Empire,  . 
Washington, 
C.  V.  Anderson 
Harry  Howard 
Friendship, 
Marion,  . 
Columbian, 
Baxter,  . 
Manhattan, 


No.  of 
Comp'jr. 


1 

2 

3 

4 

5 

6 

7 

8 

9 

10 

11 

12 

13 

14 

15 

16 


of  Appvatos. 


Oentra  Aod  Gbam- 
berattTMi. 

168W6MS4Uiii. 
182  Amllj  itreet. 

162  Norfolk  street 


Firemen's  Hellf 
120  If eroer  street. 

196t]i  St.,  between 
ad  and  4th  eve's. 

Cbr.  8th  arenoe 
and  48th  street. 


182  East  26th  St. 

3d  avenoeand  85th 
street. 

295  E.  Broadwajr. 
78  E.  13th  street. 
323  Third  street. 
M  Charles  street. 
153  Franklin  st. 


Lexinirton  avenue 
and  60th  street. 


llieuicts 

theyperfonn 

Doty  In. 


7thnndSth 
Dfstrtots. 

Sdnndtd 
Dfstrtots. 

Sdaadith 
Dlstrlets. 

TthsBdSth 
Dtatricls. 

SthaadMi 

Districts. 

Id  and  4th 
Dlstrtcts. 

Hariemand 
Tlcinitj. 

1st  and  9d 
Districts. 

Ut  and  6th 
Districts. 

TorkviUe 
and  vicinity. 

ethandTth 
Districts. 

4th  and  6th 
DistricU. 

6th  and  6th 
Districts. 

7th  and  6th 
Districts. 

7th  and  8th 
Districts. 

Ist  and  9d 
Districts. 


O.  A.Hill0B, 


T.  W.  WBd^, 
Qeorfe  Kelly, 
Ji 

IVederickP.GoB, 
John  C.  EDrodt, 
John  H.  FMinan, 
Wn.  H.  JbteMOBf 
CSiaries  L.  Kent, 
Andrew  J.  Garvey 
John  Angos, 
Robert  Wright, 
John  Andrews, 
Robert  Gamble, 


BaBoch,  IteeHJ 

P.  GoB.  FWIBMBl 

ForceMsl 


FbrpBis: 


pDresas 
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ELECTION  OF  CHIEF  ENGINEER  OF  FIRE  DEPARTMENT. 


■»♦* 


The  election  for  Chief  Engineer  of  the  Fire  Department* 
held  on  the  first  Tuesday  in  February  (February  7th), 
1860,  resulted  in  the  election  of  Mr.  John  A.  Decker,  by 
the  following  vote : 

Whole  number  of  votes  cast  were 3,907 

Of  which  John  Decker  received 2,101 

Of  which  John  A.  Cregier  received 1,461 

Of  which  Alfred  Carson  received 334 

Of  which  blank  and  scattering  received 11 

Total 3,907 

Confirmed  by  the  Board  of  Aldermen,  February  13, 
1860. 

Confirmed  by  the  Board  of  Councilmen,  February  13, 
1860. 

Approved  by  the  Mayor,  February  16,  1860. 
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GHAFCTR  45L 

AN  ACT  to  amend  an  act  entitled  "  An  act  far  the  better 
regulation  of  the  Firemen  in  the  City  cf  New  YorkP 

Passed  March  Ist,  1860 — three-fifths  being  present. 

The  People  of  the  State  of  New  York,  represented  in 
Senate  and  Assembly,  do  enact  as  follows : 

SEcnox  1.  The  eighth  section  of  an  act  entitled  "An 
act  for  the  better  regulation  of  the  firemen  in  the  diy  of 
New  York,"  passed  March  twenty-ninth,  eighteen  hundred 
and  fifty-five,  is  hereby  amended  so  as  to  read  as  follows: 

The  said  commissioners  shall  nominate,  and  the  common 
council  shall  appoint,  two  clerks,  at  a  salary  not  exceeding 
eight  hundred  dollars  a  year  each,  and  the  commissioDen 
and  clerks  shall  take  an  oath  to  well  and  faithfully  perform 
the  duties  of  their  office. 

'^  2.  This  act  shall  take  efiect  immediately. 
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UNSAFE  BUILDING  ACT. 


-»♦» 


Cliapter  47CX 

AN  ACT  to  provide  against  unsafe  buildings  in  the  City  of 

New  York. 

Passed  April  I7th,  1860 — three-fifths  being  present. 

The  People  of  the .  State  of  New  Yorkj  represented  in  Senate 
and  Assembly i  do  enact  as  follows : 

Section   1.    All  buildings  hereafter  to  be  erected  or 
built  in  the  city  of  New  York,  to  the  southward  of  a  n 
line  drawn  one  hundred  feet  north  of  Fifty-second  street, 
in  said  city,  and  extending  from  the  East  to  the  Hudson 
river,  shall  have  front  and  rear  walls  and  side-walls  on  both 
sides,  whether  such  side  walls  be  outside  or  party  walls. 
And  all  outside  or  party  walls  of  every  such  dwelling-  m> 
house,  store,  store-house,  or  other  building,  shall  be  con-  wi 
structed  of  stone,  brick,  or  iron,  and  all  walls  shall  be 
built  to  a  line,  and  shall  be  carried  up  plumb  and  straight, 
and  shall  be  built  with  close  joints.    No  swelled  brick,  or 
refuse  brick  shall  be  allowed  in  any  wall ;  and  all  walls 
shall  be  started  and  built  upon  foundations  of  stone,  brick, 
or  concrete ;   and  in  all  cases  where  the  ground  is  either  ^t 
swampy,  marshy,  or  made  ground,  before  the  foundations 
are  put  down,  there  shall  be  either  piles  driven  or  good 
foundation  timbers,  of  sufficient  size  and  thickness,  to  pre- 
vent the  building  from  settling ;  and  the  top  of  the  piles 

32 
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or  timbers,  in  all  cases,  shall  be  laid  below  the  water-line^ 
The  sections  and  provisions  of  this  act  shall  be  applicable 
to  every  stone,  brick,  or  iron  dwelling-house,  store,  stoe- 
*  house,  or  other  building,  hereafter  to  be  erected  or  built 
in  any  part  of  the  city  and  county  of  New  York. 

^SSL^Siui.  ^  ^'  Every  party  or  division  wall  running  from  front  to 
rear  in  any  dwelling-house,  store,  store-house,  or  other 
building,  shall  be  started  and  built  upon  foundatioilB  of 
stone,  brick,  or  concrete,  in  the  same  manner  as  menticHied 
in  the  first  section  of  this  act,  and  shall  not  be  built  upon 
any  iron  beam  or  other  girder,  and  shall  be  carried  uf 
above  the  roof  and  coped  ;  and  every  post  or  pillar  whidi 

PwtaandQU-  q]^q\i  support  any  other  post  or  pillar,  or  any  beam  or  gird- 
er which  shall  rest  upon  a  wall  of  stone  or  brick,  as 
above  set  forth,  or  upon  a  proper  and  sufficient  post  or  pil- 
lar of  cast  or  wrought  iron,  oak,  locust,  or  yellow  pine, ' 
or  cast  iron,  or  cast  iron  columns,  with  outside  drums  of 
wrought  iron  or  fire-proof  metal,  and  a  space  between  the 
same,  filled  up  with  plaster  of  paris,  or  cast  iron  columns 
with  a  lathing  of  fire-proof  metal  plastered  on  the  outside. 
The  column  of  cast  iron  to  be  in  all  cases  sufficient  to  bear 
six  times  the  superimposed  weight,  and  every  such  wall, 
which  shall  form  the  support  of  any  post  or  pillar,  shall 
be  started  and  built  upon  a  foundation  of  stone,  concrete, 
or  brick,  and  the  post  or  pillar  which  shall  be  lowest  in  the 
series  shall  rest  upon  a  foundation  of  concrete,  stone,  or 
brick,  of  sufficient  size  to  sustain  the  weight  imposed  upon 
it.     Nothing  in  this  section  shall  be  construed  to  prohibit 

Iron  beams,  the  usc  of  iron  bcams  under  partition  walls  not  over  fifteen 
feet  in  height. 

^  3.  In  every  such  dwelling-house,  store,  store-house,  or 
Sen,  *c.     other  building,  every  isolated  pier,  colunm,  post,  or  pillar, 
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and  all  piers  supporting  a  wall  built  of  rubble  stone,  or 
brick,  under  any  iron  beam  or  arch  girder,  or  arch  on  which 
a  wall  rests,  or  lintel  supporting  a  wall,  shall,  at  intervals 
of  not  more  than  two  feet  six  inches  in  height,  have  built 
into  it  a  bond  stone,  not  less  than  four  inches  thick,  of  a 
diameter  each  way  equal  to  the  diameter  of  the  pier,  col- 
umn, post,  or  pillar,  between  openings  or  otherwise ;  and 
■hall  be  started  and  built  upon  foundations  of  stone,  or 
Doncrete,  and  shall  be  built  of  good  hard  brick  and  cement, 
and  all  the  bricks  in  such  piers  shall  be  of  the  hardest 
^[iiality,  and  well  wet  before  laid.    No  piers  need  be  laid 
under  wooden  partitions  under  thirty  feet  in  length,  pro- 
rided  the  partitions  be  properly  trussed. 

^  4.  Every  temporary  support  placed  under  any  wall.  Temporary 
iprder,  or  beam,  during  the  erection,  finishing,  alteration, 
DOT  repairing  of  any  building,  shall  be  equal  in  strength  to 
the  permanent  support  required  for  such  wall,  girder,  or 
beam  by  this  act.  And  the  walls  of  every  building  shall 
be  strongly  braced  from  the  beams  of  each  story  until  the 
next  tier  of  beams  are  on  and  leveled  up. 

§  6.  Where  Mansard  or  French  roofs  are  carried  up  and  *?™^  ?' 

'  -t  French  roofs. 

built  over  a  hotel  or  block  of  houses,  the  partition  and  di- 
nsion  walls  may  be  carried  up  to  the  under  side  of  the 
roofing,  and  coped  with  some  fire-proof  material  under  the 
lame ;  but  the  roof-planking  must,  in  such  cases,  be  a  half 
inch  below  the  line  of  the  said  coping,  and  battened  with 
one  and  a  half  by  one  inch  strips,  which  shall  be  filled  in 
betwecA  with  good  mortar,  and  the  slating  or  other  roof 
material  may  then  be  carried  over  the  same. 

§  6.  In  all  buildings,  the  foundation  wall,  if  not  over  ^^'**|[^'^|^ 
sixteen  feet  below  the  curb  level,  shall  be  increased  four  S^£|S2.  ^ 
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inches  in  thickness  beyond  the  thickness  of  the  wall  ibove 
them,  and  if  more  than  sixteen  feet  below  the  cuib  lerd, 
shall  be  increased  four  inches  in  thickness  for  every  adfi- 
tional  five  feet  in  depth  below  the  said  sixteen  feet 

Footing  or  ^7.  The  footiniT  or  base  courses  under  all  foundatkn 
walls  shall  be  at  least  twelve  inches  wider  than  the  bot- 
tom width  of  the  said  foundation  walls,  as  fixed  by  the 
above  clause.  And  if  the  walls  be  built  of  isolated  pien, 
then  there  must  be  inverted  arches  at  least  twelve  incha 
thick,  turned  under  and  between  the  piers,  or  two  footiif 
courses  of  large  stone,  at  least  ten  inches  thick  in  eidi 
course. 

sstmigih  of  <^  8.  In  every  building  the  floors  shall  be  of  sufficient 
strength  to  bear  the  weight  to  be  imposed  upon  them, 
exclusive  iu  allowance  of  the  weight  of  the  material  used 
iu  their  constniction;  and  if,  at  any  time,  the  said  build- 
ing shall  be  loaded  over  the  said  weight,  it  shall  be  it 
the  risk  of  the  occupant,  whether  the  same  be  the  owner 
or  not. 

^  9.  In  all  dwelling-houses  not  more  than  thirty  feet  in 
height  in  any  part  thereof  above  the  curb  level,  and  not 
over  twenty-five  feet  in  width,  the  walls* may  be  eight 
inches  thick,  provided  the?  chimneys  are  started  and  built 
from  the  foundations,  and  provided  the  timbeis  are  well 
separated  from  each  other  by  solid  mason  work.  In  all 
ThickneM  of  dwclling-liouses  not  more  than  thirty-eight  feet  in  height 
dwtiung      iu  any  part  thereof  above  the  curb  level,  and  not  more 

bouses.  •'    ^  . 

than  twenty-eight  feet  in  width,  the  outside  walls  maybe 
eight  inches  thick,  but  the  party  walls  shall  not  be  lea 
than  twelve  inches  thick.  In  all  dwelling-houses  not 
more  than  fifty-five  feet  in  height  in  any  part  thereof  above 
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the  curb  level,  and  not  oVer  thirty  feet  in  width,  the  walls 
Aall  be  twelve  inches  in  thickness ;  and  if  over  that  height, 
Hie  walls  shall  be  sixteen  inches  in  thickness  to  the  top  of 
the  second  story  beams,  provided  the  same  is  twenty  feet 
above  the  curb  level,  and  if  not,  to  the  under  side  of  the 
liijrd  story  beams. 

In  all  buildings  not  over  twenty-five  feet  in  width,  and  wtto  of 
.  ffty  feet  in  height  firom  the  curb  level,  the  outer  walls,  if  JjS^**™^' 
\  ef  brick,  shall  average  twelve  inches  thick,  and  if  of  stone, 
-  Aall  average  twenty-two  inches  in  thickness.    If  over 
:  fifty  and  under  eighty  feet  in  height,  the  walls  shall  average, 
if  of  .brick,  sixteen  inches,  and  if  of  stone,  twenty-four 
inches  in  thickness,  to  the  top  of  the  second  story  beams, 
I  provided  the  same  be  twenty  feet  above  the  curb  level, 
J  and  if  not,  then  to  the  under  side  of  the  third  story  beams, 
f  and  above  that  height  shall  be  of  the  thicknesd  above 
■  ipecified  to  the  top.    In  all  buildings  from  twenty-five  to 
ffifty  feet  in  width,  the  outer  walls,  if  less  than  fifty  feet  in 
beight,  if  of  brick,  shall  be  built  sixteen  inches  in  thick- 
ness, and  if  of  stone,  twenty-four  inches  in  thickness ;  and 
if  over  fifty  feet  and  under  eighty  feet  in  height,  the  walls 
ahall  average,  if  of  brick  or  stone,  twenty  inches  in  thick- 
ness to  the  above-mentioned  heights,  and  from  thence  to 
the  top  shall  be  of  the  thickness  above  specified.    If  the 
above  walls  are  used  as  party  walls  in  a  building  over  thir- 
ty-five feet  in  width,  they  must  be  built  four  inches  thicker 
in  all  cases. 

^  10.  In  all  buildings  from  fif|y-one  to  seventy-six  feet  ibid. 

in  width,  and  over  fifty  feet  in  height,  the  outer  walls 

ritaU  average,  if  of  brick  or  stone,  twenty^bur  inches  in 

tbickness ;  and  if  over  fifty  feet,  and  under  eighty  in  height, 

«  fine  walls  shall  average,  if  either  of  brick  or  stone,  thirty- 
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two  inches  to  the  above-mentioned  heights,  and  twenty- 
four  inches  from  thence  to  the  top,  and  shall  be  d^ 
inches  wider  if  the  walls  are  used  for  party  walls,  in  ill 
cases. 

^^'  ^11.  In  all  buildings  from  seventy-dx  to  one  hundred 

feet  in  width,  and  not  over  fifty  feet  in  height,  the  outer 
walls,  if  of  brick  or  stone,  shall  average  thirty-two  inchei 
in  width ;  and  if  over  fifty  feet,  and  under  eighty  feet  in 
height,  the  walls  shall  average  forty  inches  in  thicknett) 
to  the  above  height,  and  thirty-two  inches  from  thence  to 
the  top. 

^[^'^[JI^J^     ^12.  The  above  sections,  numbers  nine,  ten,  and  eleven, 
tSS!  '^'  ftpP^y  *^  buildings,  except  private  dwellings,  in  which  there 
are  no  partition  walls,  girders,  or  columns. 

t^^oSS'^or  ^13.  All  buildings  having  partition  walls,  or  girden 
fuptSrted'bJ  supported  by  columns  running  in  the  same  direction  wiih 
CO  umna.  ^^^  extcfior  walls,  shall  have  the  exterior  and  subdivifflcm 
walls  of  the  same  dimensions  as  specified  in  section  nine, 
for  buildings  of  twenty-five  feet  in  width,  or  columns  and 
girders  of  the  same  dimensions  as  specified  for  independent 
constructions  of  the  same  width,  as  set  forth  in  sectioM 
numbers  nine,  ten,  eleven,  and  sixteen. 

wrbeiedoiu      ^  ^^*  ^^  ^''  storcs  and  store-houses,  or  other  buildings 

other  than  a  dwelling,  the  walls  shall  be  corbeled  out  six 

continuous  courses  of  brick,  projecting  a  half  inch  in  each 

Flues  in      coursc  bclow  cach  tier  of  beams ;  and  in  all  stores  or  store- 
stores   or 

■torehoaaee.  houscs,  the  flucs  shall  havo  at  least  eight  inches  of  brick 

masonry  around  them  on  sill  sides  of  the  stacks. 
BetAxn   In     §  15.  AH  stouc  walls  Icss  than  twenty-four  inches  thick 

stone  walls.  '  "^ 

shall  have  at  least  one  header,  extending  through  the  walls, 
in  every  six  square  feet ;  and  if  over  twenty-four  inches 
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in  thickness,  shall  have  one  header  for  every  six  superficial 
feety  on  both  sides  of  the  v^all,  and  running  into  the  wall 
at  least  two  feet. 

§  16.  In  all  buildings  in  which  there  are  partition  walls, 
or  girders  and  columns,  the  said  partition  walls  shall  be 
subject  to  the  clauses  and  provisions  above  set  forth,  with  Provisions 

relative     to 

regard  to  foundation,  thickness,  and  height ;  and  if  there  Jl^jl""'  ' 
are  columns  and  girders  substituted,  in  place  of  the  par-  JJi^^J,  "*^ 
tition  walls,  they  shall  be  made  of  sufficient  strength  to 
bear  the  weight  of  two  hundred  and  fifty  pounds  for  every 
square  foot  of  the  floor  or  floors  that  rest  upon  them,  ex- 
clusiye  of  the  weight  of  the  material  employed  in  their 
construction,  and  shall  have  footing  courses  and  foundation 
wall  equal  to  that  of  the  party  wall,  with  inverted  arches 
under  and  between  the  columns,  or  two  footing  courses  of 
large,  well-shaped  stones,  laid  crosswise,  edge  to  edge,  and 
at  least  ten  inches  thick  in  each  course,  the  lower  footing 
course  to  be  equal  in  area  to  that  under  a  party  wall ;  and 
under  every  column  a  cap  of  cut  granite,  at  least  twelve 
inches  thick,  and  of  a  diameter  twelve  inches  greater  than 
that  of  the  column,  must  be  laid,  such  partitions  as  are 
comprehended  under  the  following  clauses  excepted. 

^  17.  In  all  dwelling-houses,  partition  walls  may  be  built  purtition 
of  brick,  eight  inches  in  thickness  for  a  height  of  thirty-  dweuin« 
eight  feet  above  the  curb  level,  and  if  over  that  height  and 
under  seventy  feet  in  height,  they  must  be  built  twelve 
inches  in  thickness  to  the  height  of  the  second  story.  If, 
however,  the  second  story  beams  are  not  over  twenty  feet 
above  the  curb  level,  then  the  walls  must  be  built  twelve 
inches  thick  to  the  under  side  of  the  third  story  beams,  and 
eight  inches  thick  from  thence  to  the  top.  Partitions  not 
more  than  fifteen  feet  in  height  may  be  bmlt  of  brick,  four 
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inches  in  thickness,  in  any  building,  provided  laths  of  str^ 
iron  be  built  and  laid  in  every  fifth  course ;  provided  al- 
ways the  said  partitions  are  supported  either  by  a  stone  or 
brick  wall,  or  upon  brick  or  stone  arches,  or  a  wrongbt 
iron  beam  of  sufficient  strength ;  and  provided,  if  more 
than  ten  feet  in  length,  a  wrought  iron  stud  be  placed 
every  ten  feet  of  their  length. 

SSk  to*  ^  ^®"  ^^y  building  except  a  private  dwelling,  over 
^S^vda  thirty  and  under  fifty  feet  in  width,  if  built  for  the  pw^ 
^^^^  pose  of  a  boarding-house  or  hotel,  shall  have  at  least  one 
brick  or  stone  or  fire-proof  partition  wall,  running  from 
front  to  rear ;  or  if  over  fifty  feet  and  under  seventy-fiTe 
feet  in  width,  shall  have  two  partition  walls,  as  above; 
or  if  over  seventy  feet  and  under  one  hundred  feet,  shall 
have  three  partition  walls,  as  above.  The  said  partition 
walls,  in  all  cases,  to  be  built,  from  the  foundation  to  the 
fire  wall  coping,  in  accordance  with  the  provisions  of  this 
act.  Nothing  in  this  act  shall  be  construed  to  prevent 
555{J***JJ  the  building  of  partitions  in  stores  which  may  have  origin- 
"***"•  ally  been  built  more  than  twenty-five  feet  wide,  in 
wliich  case,  the  said  stores  may  be  divided  afterwards  in 
any  of  the  stories,  where  there  are  wrought-iron  girders 
and  iron  columns,  by  fire-proof  partitions  of  brick,  or  of 
studs  filled  in  with  plaster  of  pans  and  plastered,  or  of 
iron  lath,  plastered  both  sides ;  and  where  there  are  col- 
umns and  wooden  girders,  the  partitions  may  be  built  of 
iron  lath  plastered  on  both  sides ;  provided,  in  both  the 
above  cases,  the  columns  and  girders,  or  girders  alone 
where  a  building  has  been  built  without  columns,  are 
sufficient  to  bear  the  additional  weight,  and  if  not  suffi- 
cient, then  iron  colunms  and  iron  girders  must  be  put  in 
of  sufficient  strength.    Cross  partitions  may  also  be  built, 
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in  the  above  cases,  of  joist,  lathed  and  plastered,  and 
properly  bridged,  or  of  iron  lath,  plastered  both  sides,  pro- 
vided the  beams  are  sufficient  to  support  the  same  ;  and 
if  the  beams  are  not  sufficient,  then  columns  and  girders 
must  be  put  in  to  support  the  same. 

§  19.  In  every  fifth  course  in  every  brick  wall  there  shall  22Sn  *  ^ 
be  a  heading  course,  except  where  walls  are  faced  with  *»"'«»• 
brick,  where  every  fifth  course  shall  be  bended  into  the 
backing  by  cutting  the  courses  of  the  faced  brick,  and  put- 
ting in  diagonal  headers  behind  the  same,  or  by  splitting 
face  brick  in  half,  and  backing  the  same  by  a  continuous 
row  of  headers.  In  all  walls  less  than  sixteen  inches  thick, 
which  are  faced  with  thin  ashlar,  anchored  to  the  backing, 
or  in  which  the  ashlar  has  not  either  alternate  headers  and 
stretchers  in  each  course,  or  alternate  heading  and  stretch- 
ing courses,  the  backing  of  brick  shall  be  of  the  same  thick- 
ness as  if  there  were  no  stone  facings.  All  heading  courses 
shall  be  good,  hard,  perfect  brick,  not  broken  in  any  way. 

§  20.  By  the  words  average  thickness,  in  the  various  EzpianAtioii 
clauses  above,  it  is  understood  that  the  amount  of  materials  tended  bj 

**  average 

specified  may  be  used  either  in  piers  or  buttresses,  provid-  thickneag." 
ed  the  wall  between  the  same  shall  in  no  case  be  less  than 
twelve  inches  in  thickness,  where  they  are  not  used  for 
party  walls,  and  sixteen  inches  in  thickness  where  they  are 
used  for  party  walls. 

§21.  Compound  beams,  with  cast-iron  arches  and  compound 
wrought-iron  ties,  may  be  used  to  span  openings  not  more 
than  thirty  feet  in  width,  provided  the  same  are  supported 
at  the  ends  on  piers  of  solid  cut  stone,  or  of  brick,  with 
bond  stones  every  thirty  inches  in  height  from  the  founda- 
tion, whether  the  same  piers  are  in  the  walls  or  not,  or  on 
a  wrought  or  cast-iron  column  of  sufficient  strength ;  and 
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also  provided  they  rest  upon  a  surface  of  at  least  two  and 
two-thirds  square  feet  at  both  ends  (where  the  supports  are 
not  of  iron  or  of  cut  stone  at  least  twelve  inches  square), 
and  also  provided  that,  if  resting  on  walls  or  piers,  thej 
shall  have  a  cut  granite  block  under  each  end,  at  least  two 
and  two-thirds  feet  square,  and  one  foot  thick. 

Ibid.  ^22.  All  compound  beams  shall  have  a  cast-iron  shoe 

on  the  upper  side  to  answer  for  the  skew  back  of  a  brick 
or  cut  stone  arch,  which  said  arch  shall  alwajrs  be  turned 
over  the  same,  and  the  arch  shall  in  no  case  be  less  than 
twelve  inches  in  height,  by  the  width  of  the  wall  to  be 
supported,  and  the  shoe  shall  be  made  strong  enough  to 
resist  the  pressure  of  the  arch  in  all  cases.     Cut  stone  or 

Arches.  hard  brick  arches,  with  two  wrought-iron  tie-rods  of  suffi- 
cient strength,  may  be  turned  over  any  openings  less  than 
forty  feet,  provided  they  have  skew  backs  of  cut  stone,  or 
cast  or  wrought  iron,  into  which  the  bars  or  tension-rods 
shall  be  properly  secured  by  heavy  wrought-iron  washers, 
necks  and  heads  of  wrought  iron,  properly  secured  to  the 
skew  backs.  The  above  clause  is  intended  to  meet  cases 
where  the  arch  has  not  abutments  of  sufficient  size  to  resist 
them. 

S^°  and  ^  23.  In  no  such  dwelling-house,  store,  store-house,  or 
tobepi*^ other  building,  whether  the  same  be  a  frame  building, or 
inches  of  any  othcrwisc,  shall  any  wooden  beams  or  timbers  be  placed 
within  oight  inches  of  any  flue,  whether  the  same  be  a 
oomitniction  smokc  or  air-fluc,  or  any  other  flue ;  and  all  flues  in  stone 

of  flues.  ^  J 

or  brick  walls,  in  any  building,  without  reference  to  the 
purpose  for  which  they  may  be  used,  shall  be  properly 
pargetted  on  the  inside  with  good  parging  mortar,  or  the 
joints  shall  be  struck  smooth  on  the  inside.  And  no  tin, 
or  other  metal  flue  or  flues,  pipe  or  pipes,  of  a  single  thick- 
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ness  of  metal,  to  convey  heated  air  in  any  such  dwelling-  JJ^^dS. 
house,  store,  store-house,  or  other  building,  whether  the 
same  be  a  frame  building,  or  otherwise,  hereafter  to  be 
built,  altered,  or  erected  in  any  part  of  the  said  city,  shall 
be  allowed,  unless  the  same  be  so  constructed  as  to  have  a 
thickness  of  not  less  than  one  inch  of  plaster  of  paris  be- 
tween the  said  metal  pipe,  flue,  or  flues,  and  any  of  the 
timber  or  woodwork  adjoining  the  same.  No  steam-pipe  suMun  pipei 
shall  be  placed  within  two  inches  of  any  timber  or  wood- 
work, as  aforesaid ;  where  the  said  space  of  two  inches  . 
around  the  steam-pipe  is  objectionable,  it  shall  be  protected 
by  a  soapstone  or  an  earthen  ring  or  tube.  No  base,  or 
flooring,  or  roofing,  or  any  other  woodwork,  shall  be  placed 
against  any  brick  or  other  flue,  until  the  same  shall  be 
well  plastered  with  plaster  of  paiis  behind  such  wood- 
work. All  flues  in  any  such  dwelling-house,  store,  store- 
house, or  other  building,  shall  be  properly  cleaned,  and  all 
rubbish  removed,  and  the  flues  left  smooth  on  the  inside 
upon  the  completion  of  all  such  buildings,  as  aforesaid. 
No  chimney  shall  be  started  or  built  upon  any  floor  or  canmneyB. 
beam,  and  in  no  case  where  the  breast  of  a  chimney  shall 
project  more  than  four  inches  in  any  eight-inch  wall,  or 
eight  inches  in  a  twelve-inch  wall,  shall  it  be  commenced 
in  any  wall,  but  shall  be  started  and  built  on  the  same  line 
from  the  foundation ;  and  if  supported  by  piers,  the  said 
piers  shall  start  from  the  foundation,  and  on  the  same  line 
with  the  chimney  breast,  and  shall  not  be  less  than  sixteen 
inches  on  the  face ;  and  all  such  piers  shall  be  well  built 
into  the  wall.  All  hearths  shall  be  supported  by  arches  of  00,.,^^ 
stone  or  brick ;  and  no  chimneys,  projecting  over  the  dis- 
tance above  specified,  shall  be  cut  off,  in  whole  or  in  part, 
to  be  supported  below  in  any  maimer  whatever;  'and  all 
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chimneys  in  any  building  or  boildingBy  as  aforesaid,  already 
erected,  or  hereafter  to  be  erected  or  built,  or  any  other 
chimney  or  chimneys,  in  any  part  of  the  said  city,  whidi 
shall  be  dangerous  in  any  manner  whatsoever,  shall  be  ^^ 
paired  or  taken  down.  In  all  chimneys  which  are  corbeled 
out  from  the  walls,  as  above  described,  they  shall  be  sap- 
ported  by  five  courses  of  brick.  Unless  the  plaster  of 
paris  is  put  on  as  above  set  forth,  the  pipes  in  all  cases 
must  be  double — ^that  is,  two  pipes,  one  inside  of  the  other, 
at  least  one  inch  apart,  and  filled  with  plaster  of  paris. 
iSSd^  Fire-brick  pipes,  for  conveying  hot  air,  may  also  be  put  in 
wooden  partitions,  provided  they  have  a  spigot-and^ucet 
joint  filled  with  plaster. 

>'*'^*"-  ^  24.  The  mortar  used  in  the  construction  of  any  build- 

ing shall  be  composed  of  lime  or  cement,  mixed  with  sand 
in  proper  proportions.  No  inferior  lime  or  cement  shall  be 
used ;  and  all  sand  shall  be  clear,  sharp  grit,  free  from 
loam,  and  all  joints  in  all  walls  must  be  filled  with  mortv. 

Fiw-proof        ^  25,  In  all  dwellinc-houses  which  are  built  for  the  resi- 

slalra      and         '  °  ,  , 

*>•*«***•  dence  of  more  than  eight  families,  there  shall  be  a  fire-proof 
stairs,  in  a  brick  or  stone  or  fire-proof  building,  attached 
to  the  exterior  walls,  and  all  the  rooms  on  every  story 
must  communicate  by  doors;  or  if  the  fire-proof  stairs  are 
not  built  as  above,  then  there  must  be  fire  proof  balconies 
on  each  story  on  the  outside  of  the  building,  connected  by 
fire  proof  stairs,  and  all  the  rooms  on  every  story  must 
communicate  by  doors.  If  the  buildings  are  not  built  with 
either  the  stairs  or  balconies  as  above  specified,  then  they 

uddtra  to  must  be  built  fire-proof  throughout.  All  ladders  or  stairs 
from  upper  stories  to  scuttle  or  roofs  of  any  building  shall, 
if  movable,  be  of  iron,  and  if  not  movable,  may  be  of 
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wood ;  and  all  scuttles  shall  be  not  less  than  three  feet  by 
two  feet. 

^  26.  In  all  buildings  where  the  walls  are  built  hollow,  houow  waiis 
the  same  amount  of  stone  or  brick  shall  be  used  in  their 
construction  as  if  they  were  solid,  as  above  set  forth ;  and 
no  hollow  walls  shall  be  built  unless  the  two  walls  form- 
ing the  same  shall  be  connected  by  continuous  vertical  ties 
of  the  same  materials  as  the  walls,  and  not  over  twenty- 
four  inches  apart. 

^  27.  All  exterior  cornices  of  all  buildings,  hereafter  to  oornicet. 
be  erected  or  built,  shall  be  either  of  metal,  brick,  stone, 
or  terra  cotta,  or  artificial  stone,  or  some  other  fire-proof 
material,  and  all  exterior  wooden  cornices  or  gutters  that 
may  be  unsafe  or  rotten  shall  be  taken  down  and  replaced 
by  the  above  material,  except  as  hereafter  provided.  In 
every  case  the  greatest  weight  of  stone,  iron  or  other 
material  of  which  the  cornice  shall  be  constructed,  shall  be 
on  the  inside  of  the  outer  line  of  the  wall,  on  which  the 
cornice  shall  rest,  in  the  proportion  of  three  of  wall  to 
two  of  cornice  in  weight ;  allowance  bemg  made  for  the 
excess  of  leverage  produced  by  the  projection  of  the  cor- 
nice beyond  the  face  of  the  wall. 

Nothing  in  this  section  shall  be  construed  to  prohibit 
wooden  cornices  on  buildings  or  dwelling-houses  not  over 
thirty-eight  feet  in  height,  or  on  buildings  as  mentioned  in 
the  thirty-eighth  and  thirty-ninth  sections  of  this  act,  pro- 
vided that  the  said  cornices,  whether  used  for  a  gutter  or 
not,  shall  have  the  brackets  well  built  into  the  walls,  and 
well  fastened  to  wall  strips  built  into  the  wall  for  that  pur- 
pose ;  and' in  all  cases  the  walls  shall  be  carried  up  to  the 
planking  of  the  roof,  and  when  the  cornice  projects  above 
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the  roof,  the  walls  shall  be  carried  up  to  the  top  of  the  cm- 
nices  ;  and  no  wooden  cornice  shall  extend  across  two.  or 
more  buildings,  but  the  same  shall  return  against  the 
building  on  which  it  is  placed,  and  the  party  walls  shall  in 
all  cases  extend  up  above  the  planking  of  the  cornice,  and 
coped. 

^^^  *°  ^  28.  The  walls  of  every  such  dwelling,  store,  store- 
house, or  other  building,  shall  be  securely  anchored  witii 
iron  anchors  to  each  tier  of  beams.  The  front,  rear,  side, 
end,  and  party  walls  shall,  if  not  carried  up  together,  be 
anchored  to  each  other,  every  six  feet  in  their  height,  by 
tie  anchors,  made  of  one  and  a  quarter  inches  by  three- 
eighths  of  an  inch  wrought  iron.  The  said  anchors  shall 
be  built  into  the  front  and  rear  walls,  at  least  one-half  the 
thickness  of  the  front  and  rear  walls,  so  as  to  secure  the 
front  and  rear  walls  to  the  side,  end,  or  party  walls ;  and 
all  stone  used  for  the  facing  of  any  building,  except  where 
built  with  alternate  headers  and  stretchers,  as  hereinbefore 
set  forth,  shall  be  strongly  anchored  with  iron  anchors ; 
and  all  such  anchors  shall  be  let  into  the  stone  at  least  one 
inch.  The  side,  end,  or  party  walls  shall  Ji)e  anchored  to 
each  tier  of  beams,  at  intervals  of  not  more  than  eight  feet 
apart,  with  good,  strong  wrought-iron  anchors,  three- 
eighths  of  an  inch  by  one  inch,  well  built  into  the  side 
walls,  and  well  fastened  to  the  side  of  the  beams ;  and 
where  the  beams  are  supported  by  girders,  the  ends  of  the 
beams  resting  on  the  girder  shall  be  strapped  by  wrought 
iron  straps  of  the  same  size,  and  at  the  same  distance  apart, 
and  in  the  same  beam  as  the  wall  anchors  ;  all  wall  an- 
chors used  in  any  building,  except  dwellings,  shall  be 
three-eighths  by  one  inch  wrought  iron,  and  shall  hook 
over  a  three-quarter  roimd  bolt  of  wrought  iron  running 
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rough  the  beam,  as  per  diagram  on  file  at  the  office  of 
e  superintendent  of  buildings.       .     . 

§  29.  All  gas,  water,  steam,  or  other  pipes  which  may  ?JJ*"^^te^ 
introduced  into  any  building  other  than  a  dwelling-  pf^  ^^^ 
use,  shall  not  be  let  into  the  beams  unless  the  same  be  ouler'Xn 
BMjed  within  thirty-six  inches  of  the  end  of  the  beams ;  ings.    ^ 
d  in  no  case  shall  be  let  into  the  beams,  more  than  two 
3hes  in  depth. 

§  30.  No  smoke  pipe,  in  any  building  with  wooden  or^°^^P*^* 
mbustible  floors  and  ceilings,  shall  enter  any  flue,  unless 
e  said  pipe  shall  be  at  least  eighteen  inches  from  either 
e  floors  or*  ceilings ;  and  in  all  cases  where  smoke  pipes 
88  through  stud  or  wooden  partitions  of  any  kind, 
lether  the  same  be  plastered  or. not,  they  shall  be 
Arded  by  either  a  double  collar  of  metal,  with  at  least 
ir  inches  air  space,  and  holes  for  ventilation,  or  by  a 
9kp  stone  ring,  not  less  than  three  inches  ill  thickness,  and 
tending  through  the  partition,  or  by  a  solid  coating  of 
ister  of  paris,  three  inches  thick,  or  by  an  earthenware 
ig  three  inches  from  the  pipe.  In  all  cases  where  hot 
iter,  steam,  hot-air,  or  other  furnaces  are  used,  the  fur-  Fomaces. 
ce  smoke  pipe  must  be  kept  at  least  two  feet  below  the 
ams  or  ceiling  above  the  same,  unless  said  beams  or  ceil- 
5  shall  be  properly  protected  by  a  shield  of  tin  plate  sus- 
nded  above  said  smoke  pipe,  with  sufficient  space  for  the 
e  circulation  of  air  above  and  below  said  shield,  and  the 
loke  pipe  shall  in  all  cases  be  kept  at  least  eight  inches 
»m  the  beams  or  ceiling  as  aforesaid  ;  and  the  top  of  all 
-naces  set  in  brick  must  be  covered  with  brick,  slate,  or 
I  plate,  supported  by  iron  bars,  and  so  constructed  as  to 
perfectly  tight ;  said  covering  to  be  in  addition  to  and 
t  less  than  six  inches  from  the  ordinary  covering  to  the 
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hot  air  chamber.  If,  however,  there  is  not  height  enon^ 
to  built  the  furnace  top  at  least  four  inches  below  the  floor 
beams  or  ceiling,  then  the  floor  .beams  most  be  trimmed 
around  the  furnace,  and  said  covering  and  the  trimmoi 
and  headers  must  be  at  least  four  inches  from  the  same. 
The  top  of  portable  furnace  or  furnaces,  not  set  in  brick, 
shall  be  kept  at  least  one  foot  below  the  beams  or  ceiling, 
with  a  shield  of  tin  plate  made  tight  and  suspended  below 
the  said  beams  or  ceiling,  and  extend  one  foot  beyond  die 
Hot^ir  re-  top  of  the  fumacc  on  all  sides.  All  hot-air  registers  hoe- 
after  placed  in  the  floor  of  any  dwelling,  store,  church,  or 
other  building,  shall  be  set  in  soapstone  borders  of  the 
following  dimensions,  to  wit:  Registers  smaller  thin 
'  twelve  by  nineteen  inches  shall  have  a  soapstone  border 
not  less  than  three  inches  in  width  and  one  and  a  quarter 
inches  thick ;  all  registers  twelve  by  nineteen  inches,  and 
less  than  fifteen  by  twenty-five  inches,  shall  have  a  border 
not  less  than  five  inches  wide  and  one  and  a  half  inches 
thick ;  and  all  registers  fifteen  by  twenty-five  inches  or 
more,  shall  have  a  border  not  less  than  six  inches  wide 
and  two  inches  thick.  All  soapstone  borders  to  be  firmly 
set  in  plaster  of  paris  or  gauged  mortar  ;  all  floor  register- 
boxes  to  be  made  of  tin  plate,  with  a  flange  on  the  top  to 
fit  the  groove  in  the  soapstone,  the  register  to  rest  on  the 
same.  There  shall  also  be  an  open  space  of  two  inches 
on  all  sides  of  the  register  box,  extending  from  the  under 
side  of  the  ceiling  below  the  register  to  the  soapstone  in 
the  floor ;  the  outside  of  said  space  to  be  covered  with  a 
casing  of  tin  plate,  made  tight  on  all  sides,  to  extend  firom 
the  under  side  of  the  aforesaid  ceiling  up  to  and  turn  un- 
der the  said  soapstone.  Registers  twelve  by  nineteen 
inches,  or  less  than  fifteen  by  twenty-five  inches,  shall  have 
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a  space  of  three  inches  between  the  register  box  and 
casing ;  registers  of  fifteen  by  twenty-five  and  more,  shall 
have  a  space  of  three  and  a  half  inches. 

^  31.  In  all  buildings  where  the  floor  beams  are  of  wood,  S^  tSJSJ 
the  end  of  the  beams  resting  on  the  wall  shall  be  cut  to  a  ^ 
bevel  of  three  inches. 

§  82.  In  all  fire-proof  buildings,  either  brick  walls  with  J^J^^j 
wrought-iron  beams,  or  cast  or  wrought-iron  columns  with  JSudSSl 
wrought-iron  beams,  must  be  used  in  the  interior ;  and  the 
following  rules  shall  be  observed : 

1.  All  columns  shall  be  planed  true  and  smooth  at  both  ooinums  in. 
ends,  and  shall  rest  on  cast-iron  bed-plates,  and  have  cast-^ 

iron  caps,  which  shall  also  be  planed  true.  The  strength 
and  size  of  each  column  shall  be  ascertained  by  multiply- 
ing the  whole  weight  superimposed  upon  it,  as  found 
below,  by  six,  and  applying  the  formula  in  Tredgold  by 
Hodgkinson.  The  weight  superimposed  upon  the  columns 
diaU  be  found  by  multiplying  two  hundred  and  fifty  poimds 
by  the  area  in  square  feet  of  each  and  all  the  floors  resting 
on  the  column,  and  adding  to  the  product  thus  found  the 
weight  of  the  material  used  in  the  floors. 

2.  The  iron  beams  resting  on  the  columns  or  girders,  and  Beuns  ud 

cirdon  in. 

the  girders  themselves,  shall  be  of  such  strength,  and 
placed  at  such  distances  apart  as  to  bear  three  times  the 
weight  of  two  hundred  and  fifty  pounds  for  every  square 
foot  of  floor  or  floors  over  the  same,  by  calculation  or  test 
in  the  beams  themselves. 

3.  If  brick  arches  are  used  between  the  beams,  theArchMm. 
arches  shall  have  a  rise  of  at  least  one  inch  to  each  foot 
between  the  beams,  if  the  same  are  not  over  four  feet 

span ;  and  if  above  that  span,  eight  inches  thick. 

33 
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Ibid.  4^  rpj^g  g^ J  brick  arches  shall  be  laid  to  a  line  on  the 

centres  with  a  close  joint,  and  the  bricks  shall  be  hard 
burnt,  and  shall  be  well  wet  and  laid  in  cement  mortir, 
in  proportions  of  not  more  than  two  of  sand  to  one  of 
cement,  by  measure.  The  upper  or  keying  courses  of  the 
arches  shall  be  grouted  and  pinned  with  slate,  and  the 
centre  shall  be  lowered  as  soon  as  the  arches  are  keyed. 

iroQ  beams      6.  AH  irou  bcams  in  stores  or  store-houses  shall  hare 

In. 

wrought-iron  ties,  whose  section  shall  be  at  least  one  square 
inch,  placed  not  more  than  six  feet  from  centres,  and  the 
said  ties  shall  be  well  secured  to  the  lower  half  of  each 
beam,  and  into  a  beam  or  continuous  piece  of  angle  iron 
^t  both  walls  against  which  the  arches  abut. 

Ibid.  5.  Under  the  ends  of  all  the  iron  beams,  where  they 

rest  on  the  walls,  a  cut  stone  template  must  be  built  into 
the  walls  ;  said  templates  to  be  eight  inches  wide  in  twelve 
inch  walls,  and  in  all  walls  of  greater  thickness  to  be  in 
width  not  less  than  four  inches  less  than  the  width  of  said 
walls,  and  not  to  be  in  any  case  less  than  eight  inches  in 
thickness  and  eighteen  inches  long. 

sciitiio  §  3p.  All   scuttle  frames  and  scuttle   doors   in  every 

doors^  "*'  building  as  aforesaid  shall  be  made  of  or  covered  with  fire- 
proof metal.  All  stores  or  store-houses,  or  other  buUdings 
which  are  more  than  two  stories  higli,  except  dwelling- 
Pooni  and  houses  or  churclics,  shall  have  doors  or  shutters  made  of 
fire-proof  metal  on  every  wmdow  and  entrance  above  the 
first  story,  where  the  same  do  not  open  upon  a  street :  and 
if  fire-proof  shutters  are  put  up,  upon  the  front  or  sides  of 
any  building  on  the  street  front,  they  must  be  constructed 
so  as  they  can  be  opened  from  the  outside.  Where,  in 
any  such  building,  the  shutters  or  doors  cannot  be  put  on 
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the  outside  of  such  door  or  window,  they  shall  be  put  on 
the  inside  ;  and  every  such  door  or  window  shall  be  closed 
on  the  completion  of  the  business  of  each  day,  in  such 
atore,  store-house,  or  other  building,  as  aforesaid.  And 
every  dwelling-house,  store,  store-house,  or  other  building, 
shall  have  a  scuttle  and  ladders  on  the  inside  leading  to  the  ^JJJ^  ^^ 
roof,  and,  if  the  ladder  be  movable,  it  must  be  of  wrought- 
iion  ;  if  stationary  and  well  fastened,  it  may  be  of  wood. 

§  34.  The  planking  and  sheathing  of  the  roof  of  every  S*°*^"** 
such  dwelling-house,  store,  store-house,  or  other  building,  2S(ii^SS* 
erected  or  built  as  aforesaid,  shall  in  no  case  be  extended 
across  the  front,  rear,  side,  end,  or  party  wall  theseof,  and 
every  such  dwelling-house,  store,  store-house,  or  other 
building,  and  the  top  and  sides  of  every  dormer  window 
thereon,  shall  be  covered  and  roofed  with  slate,  tin,  zinc,  Rooiing. 
copper,  or  iron,  or  such  other  equally  fire-proof  roofing  as 
a  majority  of  the  insurance  companies  of  the  city  of  New 
York,  which  are  incorporated  under  the  laws  of  this  state, 
will  insure  at  the  same  rate  of  premium  as  other  articles 
in  this  section  mentioned,  or  which  shall  be  approved  by 
the  board  of  inspection  appointed  under  this  act.  And  no 
such  frame  dwelling-house,  store,  store-house,  or  other 
building  hereafter  erected  or  built,  or  alrt;ady  erected  in 
any  part  of  the  city,  which  shall  require  new  roofing,  shall 
be  roofed  with  any  other  roofing  or  covering,  except  as 
aforesaid. 

^  35.  All  beams  and  other  timbers  in  the  party  wall  of  Jjj^  "Jj 
every  such  dwelling-house,   store,  store-house,  or  other  ^'''*"^ 
building  hereafter  to  be  erected  or  built  as  aforesaid,  shall 
be  separated  from  the  beam  or  timber  entering  in  the  op- 
posite side  of  the  wall  by  at  least  four  inches  of  solid 
mason  work.    All  beams  and  other  timbers  in  any  wall  of 
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any  store  or  store-housey  or  other  building  other  than  t 
dwelling,  shall  be  separated  as  aforesaid ;  and  the  side  ni 
party  wbXLj  in  all  cases  except  where  Mansard  roc^  m 
used,  and  the  rear  walls,  where  no  gutter  is  required,  ihiU 
be  built  up  and  extended  at  least  twelve  inches  abors 
plank  or  roofing,  and  shall  be  covered  with  coping  of 
stone  or  iron.  No  floor  beam  shall  be  supported  "wbxStj 
upon  any  wood  partition,  but  every  beam  except  headen 
and  tail  beams  shall  rest,  at  each  end,  not  less  than  foor 
inches  in  the  wall,  or  upon  a  girder,  as  authorized  by  fbii 
act.  And  every  trimmer  or  header  more  than  three  feet 
long,  used  in  any  such  store,  store-house,  or  other  build- 
ing, except  a  dwelling,  shall  be  hung  in  stirrup  irons  of 
suitable  thickness  for  the  size  of  the  timbers. 

i>'><>  And  all  timber  or  beams  used  in  any  such  dweUiog- 

house,  store,  store-house,  or  other  building,  whether  die 
same  be  a  frame  building  or  otherwise,  shall  be  of  good 
soimd  timber,  free  from  rot,  sap,  shakes,  or  rotten  knots, 
and  of  such  size  and  dimensions  as  the  purpose  for  which 
the  building  is  intended  and  requires. 

IK^JSd  ^  3^-  ^^^  openings  for  doors  and  windows  in  such  dwell- 
windowf.  ing-house,  store,  store-house,  or  other  buildings,  except  as 
otherwise  provided,  shall  have  a  good  and  sufficient  arch 
of  stone  or  brick,  well  built  and  keyed,  and  with  good  and 
sufficient  abutments,  or  a  lintel  of  stone  or  iron,  as  follows: 
For  an  opening,  not  more  than  four  feet,  the  lintel  shall 
not  be  less  than  eight  inches  in  height,  and  for  an  opening 
not  more  than  five  feet  in  breadth,  the  lintel  shall  be 
twelve  inches  in  height,  and  for  an  opening  exceeding  fife 
Jiito*^  "*^  ^^^  ^^  breadth,  the  lintel  shall  increase  in  height  over  and 
above  the  twelve  inches  before  provided,  one  inch  for 
every  additional  foot  in  breadth  of  the  opening,  and  anj 
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Ihitel,  over  any  opening  returned  on  a  comer  building, 
■hall  be  of  iron  or  stone,  of  the  breadth  before  provided 
for,  and  of  the  full  thickness  of  the  wall  on  which  it  rests ; 
and  where  the  second  story  window  sills  rest^upon  the 
aaid  lintel  course,  the  lintel  shall  be  of  iron  or  stone,  and 
the  full  size  of  the  wall  on  which  it  rests ;  and  every  open- 
ing where  the  lintel  is  not  the  full  thickness  of  the  wall, 
or  where  there  is  not  a  lintel  of  iron  or  stone,  there  shall 
be  a  lintel  of  good  sound  timber  on  the  inside  of  all  lintels 
not  as  before  provided  for ;  and  the  timber  shall  be  cut  at 
each  end,  and  shall  not  rest  more  than  four  inches  on  any 
wall,  column,  post,  or  pillar,  and  shall  have  a  double  ro- 
lock  arch  over  the  said  lintel ;  or  the  said  arch  may  be 
turned  on  a  centre,  which  may  be  struck  after  the  arch  is 
turned,  provided  the  piers  or  abutments  are  of  a  sufficient 
strength  to  bear  the  thrust  of  the  arch.  And  in  every 
such  dwelling-house,  store,  store-house,  or  other  building, 
every  such  opening  less  than  five  feet  in  breadth  shall,  in 
all  walls  over  eight  inches  in  thickness,  have  a  lintel  of 
atone  or  iron  not  less  than  seven  inches  in  breadth,  and  one- 
third  the  thickness  of  the  walls  on  which  it  rests ;  and 
in  all  openings,  as  aforesaid,  in  any  eight-inch  wall,  the  lin- 
tel shall  be  one-half  the  thickness  of  the  wall ;  and  on  the 
inside  of  all  openings,  as  aforesaid,  there  shall  be  a  good 
timber  lintel  which  shall  rest  at  each  end  not  more  than 
four  inches  on  the  wall  on  the  inside  of  the  other  lintels, 
and  shall  be  cut  in  such  manner  as  to  turn  a  good  double 
rolock  arch  over  it ;  and  all  arches  over  any  opening  or 
fire-places  shall  be  built  of  good  hard  brick  and  well 
keyed;  and  all  compound  girders  used  in  any  dwelling- 
house,  store,  store-house,  or  other  building,  shall  have  a 
bearing  on  the  walls  on  each  side  of  the  opening,  at  least 
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two  and  two-thirds  square  feet,  except  the  fronts  of  waA 
buildings  as  aforesaid,  where  the  lintel  rests  upon  fitoiie  or 
iron  columns  not  less  than  twelve  inches  on  the  face,  and 
the  width ^of  the  thickness  of  the  wall  to  be  supported; 
and  the  lintel  itself  shall  be  throughout  of  the  thickneH 
not  less  than  the  thickness  of  the  wall  to  be  supported, 
and  shall  be  made  in  the  best  manner,  and  free  from  eveij 
defect.  And  the  walls  and  piers  under  all  compound  gird- 
ers and  iron  or  other  columns,  shall  have  a  bond-stone 
every  thirty  inches  in  height  of  the  same  and  a  cap-stone 
at  least  twelve  inches  in  height  by  the  whole  size  of  the 
bearing.  Where  hollow  cast  iron  lintels  are  placed  over 
openings,  they  shall  have  a  brick  arch  of  sufficient  thick- 
ness, with  skew  backs  and  tie-rods  of  sufficient  strength  to 
support  the  superincumbent  weight  independent  of  the 
cast  iron  lintel. 

Timber  not      §  37.  No  timber  shall  be  used  in  the  face  of  anv  wall  of 

to  be  used  in         '  "^ 

Jj»^oJj^  jj  any  such  dwelling-house,  store,  store-house,  or  other  build- 
^"^^  ing,  so  to  be  built  or  erected,  where  stone,  brick,  or  iron 
is  commonly  used,  except  as  mentioned  in  the  last  preced- 
ing section.  No  front,  rear,  or  other  wall,  of  any  such 
dwelling-house,  store,  store-house,  or  other  building,  now 
erected,  or  hereafter  to  be  built  or  erected  in  the  said  citr, 
shall  be  cut  off  or  altered  below,  to  be  supported  in  any 
manner,  in  whole  or  in  part,  by  wood,  but  shall  be  wholly 
supported  by  stone,  brick,  or  iron ;  and  no  wood  or  timher 
shall  be  used  between  such  wall  and  such  supporters. 

Re-rooflng        t^  38.  If  auv  brick  front  or  wooden  dwellinir-house  al- 

brick     front         *  ^  o 

SaUiiS?*  ready  erected  in  the  said  city,  to  the  southward  of  said 
When  and  Hnc,  shall  rcquirc  new  roofing,  it  shall,  and  may  be  lawftd 
bundingS"*^  for  the  proprietor  or  proprietors  thereof  to  raise  the  same, 
•d.  for  the  purpose  of  making  a  flat  roof  thereon,  provided  that 
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such  new  roof  shall  be  made  and  covered  with  any  of  the 
articles  of  roofing  mentioned  in  section  thiij^y-four  of  this 
act,  and  none  other ;  and  also  provided,  that  such  dwelling- 
house,  when  so  raised,  shall  not  exceed  forty  feet  in  height, 
to  the  highest  part  thereof,  from  the  curb  level.  And  in 
all  such  brick  dwelling-houses,  that  have  eight  inch  walls, 
the  said  walls  may  be  forty  feet  to  the  highest  part  there- 
of, from  the  curb  level ;  but  in  no  case  shall  any  building, 
other  than  a  dwelling,  and  used  for  that  purpose,  have  an 
eight  inch  wall  over  thirty-five  feet  in  height ;  and  also 
provided,  that  all  ^uch  dwelling-houses  exceed  twenty-five 
feet  in  height,  before  the  alteration  to  the  peak,  or  highest 
point  thereof,  from  the  said  curb  level ;  but  shall  not  ex- 
ceed forty  feet  in  height. 

§  39.  If  any  building,  as  above,  shall  have  been  built  ">»'*• 
before  any  street  is  graded,  and  the  top  of  the  same  shall 
be  less  than  thirty-seven  feet  above  the  curb  level  of  the 
street,  as  graded,  the  same  may  be  raised  to  a  height  of 
thirty-seven  feet  above  the  curb  level ;  and  if  the  grade  of 
the  street  be  lowered,  it  shall  be  lawful  to  underpin  the 
same  with  proper  foundation  and  walls,  and  provided  the 
top  of  said  building  shall  not  be  over  thirty-seven  feet 
above  the  curb  level  line. 

§  40.  No  brick  front  or  framed  dwelling-house  whatso-  ^*'*- 
ever  in  said  city,  southward  of  said  line,  shall  be  raised,  or 
built,  or  enlarged  upon,  unless  the  same  be  of  fire-proof 
materials,  or  removed  from  one  lot  to  another  southward 
of  said  line ;  provided,  however,  that  brick  front  framed 
dwelling-houses,  and  wooden  dwelling-houses  only,  may 
be  raised  or  lowered,  under  the  circumstances  and  in  the 
same  manner  especially  provided  for  in  the  thirty-eighth 
and  thirty-ninth  sections  of  this  act. 
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£^J^*  ^  ^41.  Every  wooden  building  or  frame  building,  m&  i 
ta^j^'  brick  front,  or  ^7  other  front,  situated  in  the  said  ci1y,80!idi 
of  the  said  line,  which  may  hereafter  be  damaged  by  fin 
or  otherwise,  to  any  amount  not  greater  than  one^ialf  the 
value  thereof,  may  be  repaired  or  rebuilt ;  but  if  sodi 
damage  shall  amount  to  more  than  one-half  of  such  value 
thereof,  then  such  building  shall  not  be  repaired  or  rebuilt 
but  shall  be  taken  down. 

g^m^c*^  ^  42.  The  amount  and  extent  of  such  damage  by  fire,  or 
BiBMi-  otherwise,  mentioned  in  the  last  preceding  section  of  thk 
act,  shall  be  determined  by  the  deputy  superintendent 
created  under  this  act,  and  one  surveyor,  appointed  byilie 
fire  insurance  company  or  companies,  if  such  building  or 
buildings  are  insured,  and  one  surveyor,  appointed  by  the 
owner  or  owners.  But  if  such  building  or  buildings  be 
not  insured,  then  the  damage  shall  be  determined  by  the 
deputy  superintendent  and  a  surveyor  appointed  by  the 
owner  or  owners ;  and  in  case  these  two  do  not  agree,  they 
shall  appoint  a  third  party,  and  a  decision  of  a  majority  d 
them,  in  writing,  shall  be  conclusive  in  the  premises. 

Siltolr  M^d  ^  ^^'  ^^^  dwelling-houses,  store,  or  store-houses,  or 
apJ^*°Saiid.  other  buildings,  built  of  stone,  brick,  or  iron,  in  any  part 
tSf  flrT'iiJS  of  the  city  of  New  York,  and  all  framed  dwelling-houses, 
store,  store-houses,  or  other  buildings,  south  of  said  line, 
before  the  same  shall  be  raised,  or  built  upon,  shall  be  first 
examined  by  the  board  of  inspection  created  by  this  act, 
to  ascertain  if  the  building  or  buildings,  or  either  of  them, 
are  in  a  good  and  safe  condition,  to  be  raised,  or  built  upon. 
And  no  master  architect,  master  builder,  master  mason, 
master  carpenter,  or  master  roofer,  or  owner  or  owners, 
lessee  or  lessees,  or  either  of  them,  shall  raise,  or  build 
upon  any  such  dwelling-house,  store,  store-house,  or  any 
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other  building  as  aforesaid,  whatever,  until  after  their  de- 
cision shall  be  made  in  writing  as  aforesaid,  and  such 
decision  shall  be  conclusive  in  the  premises,  and  such  ex- 
amination and  decision  shall  be  given  without  delay. 

^  44.  No  wooden  shed  shall  be  erected,  or  permitted  to  Beiattre  to 
be  southward  of  said  line,  unless  one  whole  side  of  the ^.d/Ja* 
same  shall  be  left  entirely  and  constantly  open.    And,  also 
provided,  the  same  does  not  exceed  twelve  feet  in  height, 
to  the  peak  or  highest  part  thereof,  from  the  level  on  which 
it  is  placed.    Nothing  in  this  section,  or  in  this  act,  shall 
be  held  or  construed  to  prohibit  the  erection  of  any  piazza, 
platform,  or  balcony,  not  to  exceed  ten  feet  in  width,  on 
the  level  of  the  first  story  floor  of  any  such  dwelling-house, 
or  other  building  to  which  the  same  shall  be  attached,  pro- 
vided that  said  piazza,  platform,  or  balcony  shall  not  extend 
more  than  three  feet  above  the  second  floor  of  any  such 
building  as  aforesaid.  And,  provided,  that  any  such  piazza, 
platform  or  balcony,  have  end  walls  of  stone,  brick,  or  iron, 
and  all  rear  piazzas  built  of  wood,  shall  have  end  or 
party  walls  of  stone  or  brick,  not  less  than  eight  inches 
thick,  and  they  shall  be  started  and  built  from  the  founda- 
tion, and  carried  up  above  the  roof,  and  coped  with  stone 
or  iron.    No  outside  wooden  stairs  shall  be  erected  or  built 
southward  of  said  line,  which  shall  extend  above  the  second    * 
story  of  any  such  building  to  which  the  same  shall  be  at- 
tached, whether  the  same  be  left  open  or  be  inclosed. 
Nothing  in  this  section,  or  in  this  act,  shall  be  so  construed 
to  prohibit  the  erection  of  any  bay  or  oriel  window,  built  Baywiiidowi 
of  wood,  that  does  not  extend  more  than  three  feet  above 
the  third  story  floor  of  any  such  dwelling-house,  to  which 
the  same  shall  be  attached. 

^  45.  All  privies,  not  exceeding  ten  feet  square  and  ten  PriTkt. 
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Ferry  how»  feet  high,  and  all  ferry-houses  which  shall  be  erected  witii 
the  express  permission  of  the  corporation  of  the  city  of  New 
York,  may  be  built  and  covered  with  wood,  board  or  shin- 
gles, and  all  such  privies  and  ferry-houses  shall  not  be  used 
for  any  other  purpose  than  a  privy  or  ferry-house. 

iS*^        ^  4:6.  All  ash-holes  or  ash-houses  within  the  said  city 
^^"^''^       shall  be  built  of  stone,  brick,  or  iron,  without  the  vised 
wood  in  any  part  thereof. 

hSuaSg  "**     ^  ^^'  ^^   brick,  stone,  or  iron   dwelling-house,  stOTC, 

bmidings.     store-house  or  other  building  already  erected,  or  hereafter 

to  be  finished,  built  or  erected,  shall  be  raised,  or  built 

upon  in  any  manner,  except  as  provided  for  by  the  sections 

and  provisions  of  this  act. 

Md**lnSi-  '^  ^^'  -^^y  building  hereafter  to  be  erected,  or  any  eu- 
S^vwcdfir!  largement  of  a  building  or  buildings  already  erected  or  to 
be  erected,  that  is  not  especially  provided  for  in  this  act, 
may  be  submitted  to  the  examination  of  the  board  of  in- 
spection created  by  this  act,  who  shall  have  the  power  to 
determine  whether  the  said  contemplated  building  or  alter- 
ation complies  with  the  meaning  and  spirit  of  this  act,  in 
which  case  the  said  board  shall  issue  forthwith  a  certificate 
to  that  effect,  to  the  owner  of  said  building,  which  certifi- 
•  cate  shall  be  sufficient  to  enable  him  to  proceed  with  the 
said  building  or  enlargement. 

Nora^ting  <^  49,  The  president  of  the  fire  department,  the  treasurer 
?^tS?.  ^'  ^^  ^b®  ^^®  department,  the  president  of  the  board  of  trus- 
tees of  the  fire  department  of  the  city  of  New  York,  to- 
gether with  three  members  of  the  American  Institute  of 
Architects  of  the  city  of  New  York,  also  three  members  of 
the  Mechanics'  and  Tradesmen's  Society,  of  the  city  of  Xew 
York,  appointed  by  the  president  of  said  institutes,  shall, 
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^by  a  majority  of  the  whole  number,  nominate  to  the  mayor 
of  the  city  of  New  York  the  following  officers : 

^  60.  First,  a  superintendent  of  buildings ;  second,  a  offloen  or 
deputy  superintendent;  third,  eight  inspectors,  all  of  whom  f""^}^  ^' 
shall  hold  their  office  for  three  years  or  until  their  success- 
ors shall  be  appointed  as  provided  for  by  this  act.     They 
shall  be  men  of  good  character,  and  one-half  of  whom 
shall  be  practical  architects  or  builders.     The  board  of  ap- 
pointment may  appoint,  iij  their  discretion,  one-half  of  the 
officers  provided  for  by  this  act  from  among  the  exempt  SS°^f^ 
firemen  of  the  city  of  New  York,  who  are  now  or  may  •pp®*^**^ 
hereafter  be  exempt  by  reason  of  services,  in  accordance 
with  the  laws  of  the  volunteer  firemen  of  the  city  of  New 
York. 

§  51.  It  shall  be  the  duty  of  the  parties  named  in  the  JSJjS^*"*^ 
fiftieth  section,  within  thirty  days  after  the  passage  of  this  S^yJJJier 
act,  or  a  majority  of  the  same,  to  meet  in  convention,  JJtT**    ^ 
which  convention  shall  be  convened  by  the  president  of 
the  fire  department  of  said  city,  for  the  purpose  of  nomi- 
nating the  persons  for  the  offices  named  in  the  fifty-second 
section.     And  the  president  of  the  fire  department  shall, 
immediately  after  the  nominations  are  made,  make  a  return 
to  the  mayor  of  the  said  city,  of  the  names  of  the  parties 
so  nominated.  And  such  persons  nominated  shall  be  there- 
upon immediately  sworn  into  office  by  the  mayor  of  the 
city  of  New  York. 

§  52.  The  superintendent  of  buildings  shall,  by  virtue  superintend- 
of  this  act,  be  an  ex-officio  member  of  the  board  of  trustees  ingstobeex- 

offlck)  mem- 

of  the  New  York  fire  department,  and  shall  prosecute  all  JJ'x^S^rf 
suit  or  suits  for  penalty  or  otherwise,  under  any  provisions  Jq'JJJ^'^*^ 
of  this  act,  under  the  direction  of  the  board  of  trustees, 
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and  in  the  name  of  the  fire  department  of  the  city  of  New , 
York. 

^  63.  And  he  shall,  before  entering  upon  the  duties  of 
his  office,  execute  a  bond  to  the  corporation,  with  one  or 
more  sureties,  to  be  approved  by  the  comptroller,  in  the 
penal  sum  of  five  thousand  dollars,  conditioned  for  the 
faithful  performance  of  the  duties  of  his  office ;  and  be 
shall  be  paid  monthly  for  his  sendees,  at  the  rate  of  twen- 
ty-five hundred  dollars  per  annum. 

JSSim.  *^  ^  ^^-  ^^  ^^^^  ^^  charged  with  all  matters  appertaining 
to  this  act,  he  shall  give  all  certificates  upon  the  removal 
of  any  construction  in  violation  of  any  of  the  sections  or 
provisions  of  this  act,  and  shall  keep,  in  proper  books  pro- 
vided for  that  purpose,  a  register  of  all  transactions  in  his 
department  appertaining  to  buildings  and  violations,  and 
shall  once  in  six  months,  or  as  often  as  called  upon,  furnish 
the  mayor  or  the  trustees  of  the  fire  department  with  a 
transcript  of  the  same,  and  shall  have  a  general  supervision 

Qerk  to  8u-  and  dircctiou  over  the  officers  in  his  department.   He  shaD 

of  Baiidinct.  \^yQ  i]^q  powcr  to  appoint  a  suitable  person  as  clerk,  who 
shall  have  charge  of  the  books  under  the  direction  of  the 
superintendent  and  deputy  ;  and  the  clerk  shall  be  in  con- 
stant attendance  in  the  office  at  such  hours  as  shall  be  de- 
signated, and  shall  keep  a  register  of  all  matters  appertain- 
ing to  the  office  relative  to  buildings,  and  perform  such 
other  duties  as  directed  by  the  superintendent  or  deputy, 

8aim7.  and  he  shall  be  paid  monthly  for  his  services,  at  the  rate  of 
nine  hundred  dollars  per  annum. 

MriSto  dfl^t  ^  ^^'  ^*  ^^^^^  ^®  ^^^  ^^^y  ^^  ^^^  deputy  superintendent 
to  examine  all  plans  and  specifications  submitted  to  the 

office,  and  shall  certify  if  they  are  in  accordance  with  the 
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sections  and  provisions  of  this  act ;  also  to  examine  all 
buildings  reported  by  the  inspectors  for  any  violations  of 
the  sections  and  provisions  of  this  act,  and,  on  examination  ^^"^^  •^ 

*■         ^  powers. 

of  the  same,  report,  in  writing,  the  condition  of  the  same, 
as  well  as  his  opinion  relative  thereto,  to  the  superintend- 
ent, and  shall,  with  the  other  parties,  as  provided  for  by 
this  act,  examine  all  buildings  or  parts  of  buildings  reported 
dangerous,  and  all  buildings  damaged  by  fire  or  otherwise, 
as  provided  by  this  act,  and  shall  furnish  a  full  report  of 
the  same  to  the  superintendent. 

§  66.  He  shall  report  to  the  superintendent  the  removal  ^^^ 
of  any  construction  in  violation  of  any  of  the  sections  and 
provisions  of  this  act,  and  in  the  absence  of  the  superin- 
tendent, firom  sickness  op  other  causes,  he  shall  be  empow- 
ered to  act  with  all  the  powers  enjoyed  and  possessed  by 
the  superintendent. 

<§  57.  He  shall,  before  receiving  his  nomination,  pass  an  sh«ui»M» 
examination  as  to  his  knowledge  and  competency  to  per- 
form all  the  duties  of  his  office,  and  furnish  the  president 
of  the  fire  department  with  a  certificate,  signed  by  the 
committee  on  exammation,  appointed  by  the  American 
Institute  of  Architects,  of  the  city  of  New  York,  to  that 
eflTect. 

^  68.  He  shall,  before  entering  upon  the  duties  of  his  shauezwmw 
office,  execute  a  bond  to  the  corporiation,  with  one  or  more 
sureties,  to  be  approved  by  the  comptroller,  in  the  penal 
sum  of  three  thousand  dollars,  conditioned  for  the  faithful 
performance  of  the  duties  of  his  office,  together  with  the 
certificate  as  hereinbefore  provided  for ;  and  he  shall  be 
paid  monthly  for  his  services,  at  the  rate  of  two  thousand  ^^ 
dollars  per  annum. 
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iB^wctor*.        ^  59.  The  inspectors,  before  entering  upon  the  discharge 

^^gJJ^  of  their  duties  as  inspectors,  shall  each  pass  an  examinatiim 
as  to  their  knowledge  and  competency  to  perform  all  the 
duties  of  the  office,  and  furnish  to  the  president  of  the  fire 
department  of  said  city  a  certificate,  signed  by  the  com- 
mittee on  examination,  appointed  by  the  American  Insti- 
tute of  Architects,  of  the  city  of  New  York,  to  that  effect; 
and,  in  addition,  shall,  before  entering  upon  the  duties  of 

tt^  give  their  office,  each  execute  a  bond  to  the  corporation,  wifli 
one  or  more  sureties,  to  be  approved  by  the  comptroller,  in 
the  penal  sum  of  fifteen  hundred  dollars,  conditioned  for 
the  faithful  performance  of  the  duties  of  his  or  their  office, 
together  with  the  certificate  as  hereinbefore  provided  for; 
and  each  one  of  the  said  inspectors,  as  aforesaid,  shall  be 

s***^-  paid  monthly  for  his  sendees,  at  £he  rate  of  one  thousand 
dollars  per  annum. 

^^^'  §  60.  The  inspectors  shall  be  under  the  direction  of  the 

superintendent  and  deputy,  and  shall  attend  all  fires  in  the 
district  assigned  to  him  or  them,  and  report  to  the  chief 
engineer,  or,  in  his  absence,  to  the  assistants,  all  informa- 
tion he  or  they  may  have  relative  to  the  construction 
and  condition  of  the  building  or  buildings  on  fire,  and  the 
adjoining  buildings,  whether  the  same  be  dangerous  or 
otherwise,  and  report,  in  writing,  to  the  superintendent  or 
deputy,  all  such  buildings  damaged  by  fire  or  otherwise, 
and  the  amount  of  such  damage,  as  near  as  they  can  ascer- 
tain, together  with  the  street  and  number  of  such  build- 
ings, and  the  owner  or  owners  and  occupants,  and  what 
occupied  for. 

^w-  '^  61.  He  or  they  shall  examine  all  buildings  in  coune 

of  erection  or  alteration,  or  in  course  of  demolition,  in  his 
district,  at  least  once  in  each  and  every  day,  Sundays  and 
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»lidays  excepted ;  and  he  or  they  shall  report  in  writing, 
rthwith,  to  the  deputy  superintendent,  all  violations  of 
ly  provisions  of  the  law,  as  well  as  the  condition  of  the 
me,  together  with  the  street  and  number  of  the  building 
buildings,  the  name  and  residence  of  the  owner  or 
mers,  lessee  or  lessees,  occupant,  builder  or  builders, 
ason  or  masons,  carpenter  or  carpenters,  roofer  or  roof- 
9,  furnace  builders  and  architects,  as  well  as  all  matters 
lative  to  the  same;  and  he  shall  serve  all  notices  re- 
tired of  him,  by  the  superintendent  or  deputy,  and  make 
return  of  said  service,  forthwith,  to  the  superintendent 
deputy. 

§  62.  He  or  they  shall  report,  to  the  superintendent  or  ibw. 
puty,  all  new  buildings  erected  or  in  course  of  erection, 
:;ered  or  in  course  of  alteration,  with  the  street  and  num- 
r,  owner  or  owners,  lessee  or  lessees,  and  occupants,  and 
e  condition  of  the  same,  and  for  what  purpose  the  same 
to  be  occupied,  as  near  as  he  or  they  can  ascertain,  at 
ist  once  a  month,  or  as  often  as  called  for,  by  the  super- 
tendent  or  deputy  superintendent.    He  or  they  shall  ^e  '^^S 
JO  perform  all  the  duties  and  possess  all  the  powers  now  toZieA  Tj 
trformed  and  possessed  by  the  fire  wardens  of  the  city  of  ens. 
3W  York. 

§  63.  The  said  superintendent  of  buildings,  together  with  ^JSSo?  ^ 
e  deputy  and  inspectors,  shall  be  provided  by  the  com-  ly  Se^oom? 
Dn  council  of  the  city  of  New  York  with  an  office,  and  "IS  ^, 
ith  necessary  fuel  and  stationery  for  the  same;  which 
Bee  shall  be  kept  open  from  eight  o'clock  A.  M.,  until 
'6  o'clock  P.  M.,  Sundays  and  holidays  excepted. 

§  64.  The  said  superintendent,  deputy  superintendent,  J^^^JS   S 
any  of  the  inspectors,  shall  be  removed  at  any  time  by  SS?d^"  ^ 
e  mayor  of  said  city,  upon  charges  preferred  by  the  ma- 
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jority  of  the  nominating  power,  for  incapacity  or  negleet 
of  duty,  immoral  conduct,  or  any  charge  derogatory  to  die 
position  which  they  may  respectively  hold ;  provided,  how- 
ever, that  reasonable  notice  shall  be  given,  and  a  copy  of 
the  charges  served  on  the  person  so  charged,  and  an  op> 
portunity  given  to  make  his  defense,  before  the  said  nonn- 
nating  power.  And  upon  any  such  removal  or  removah, 
others  shall,  upon  a  like  nomination,  be  appointed,  as  afince- 
vacancr.  Said ;  and  whenever  any  vacancy  shall  occur  in  the  oiBoa 
aforesaid,  by  death  or  otherwise,  it  shall  be  the  duty  of  tiie 
parties  mentioned  in  the  fifty-first  section  of  this  act,  to 
nominate  others  to  fill  such  vacancies,  in  the  same  mamwr 
as  hereinbefore  provided. 

S'^t'by  ^  6-5.  The  board  of  Supervisors  in  the  county  of  New 
maie/^^no- York  shall,  for  the  year  one  thousand  eight  hundred  and 
MLtfiM.  ^  sixty,  and  annually  thereafter,  raise  and  collect  by  tax,  upon 
the  real  and  personal  property  taxable  within  the  city  of 
New  York,  such  sum  of  money  as  shall  be  requisite  and 
necessary  to  pay  the  salaries  pro\ided  for  in  this  act.  Such 
sum  of  money,  when  collected,  shall  be  paid  into  the  treas- 
ury of  the  city  of  New  York,  and  shall  be  disbursed  to  the 
several  officers  imder  this  act  as  they  shall  be  entitled 
thereto. 

Dr^knaor  ^  ^^'  '^^^  owncf  or  owners  of  any  dwelling-house,  store, 
^^  •«*  store-house,  or  other  building,  or  of  any  frame  building  with 
or  without  a  brick  front,  or  any  wooden  building,or  of  any 
ash-house,  ash-hole  or  wooden  shed,  whether  he  or  they  be 
the  owner  or  owners  of  the  land  in  fee,  or  be  the  lessee  or 
lessees  thereof,  or  has  or  have  a  qualified  or  contingent  in- 
terest therein,  by  virtue  of  some  agreement  or  contract  in 
writing,  or  in  any  other  manner,  who  shall  violate  any  pro- 
vision of  this  act,  and  any  master  architect  or  architeeti, 
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who  may  be   employed  or  assist  therein,  shall,  for  every 
such  violation,  respectively  forfeit  and  pay  the  smn  of  two  ^'*"^"^- 
hundred  and  fifty  dollars,  and  any  master  builder  or  build- 
ers,   master    carpenter  or  carpenters,   master  mason   or 
masons,  master  roofer  or  roofers,  furnace  maker  or  makers, 
who  shall  violate  any  provision  of  this  act,  or  who  may  be 
employed  or  assist  therein,  shall  for  every  such  violation, 
not  removed  within  ten  days  after  notice  of  the  violation 
shall  be  given  to  him  or  them,  respectively  forfeit  and  pay 
the  sum  of  fifty  dollars,  and  in  addition  thereto,  such  owner 
or  owners  shall  respectively  forfeit  and  pay  the  sum  of  ten 
dollars  for  every  day  that  such  violation  shall  remain^  after 
the  rendition  of  the  judgment  against  him  or  them,  for  such 
violation,  in  any  court  of  record  in  the  city  of  New  York ; 
such  continuing  penalty  may  be  recovered  in  a  new  suit  or^^'j^^^^p*"- 
suits,  to  be  brought  by  the  superintendent  of  buildings  of  {'jjp"Jf^^\p  j;[. 
the  city  of  New  York,  in  the  name  of  the  fire  department  Jj^nmcSt.^ 
of  said  city,  and  such  fine  or  penalties  shall  be  paid  to  the 
treasurer  of  the  fire  department  of  the  said  city  for  their 
own  use. 

§  67.  The  notice  named  in  the  last  jireceding  section  Nwtitw. 
may  be  signed  by  the  superintendent  or  deputy  superin- 
tendent of  buildings  of  the  city  of  New  Yprk,  and  may  be 
served  by  any  of  the  inspectors ;  such  notice  shall  be  served 
by  giving  the  same  personally  to  the  person  violating  any 
of  the  provisions  of  this  act. 

§  68.  All  pecuniary  penalties  imposed  by  this  act  may  ^""^fwpen- 
be  sued  for  and  recovered  with  costs  of  suit  in  any  court  of 
record  in  the  city  of  New  York,  by  the  superintendent  of 
buildings  of  said  city,  in  the  name  of  the  fire  department 
of  the  city  of  New  Y'^ork,  and  for  their  o\^ti  use.  The  said 
courts  shall  have  jurisdiction  respectively  of  allothersuits 

34 
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i.r»'i»Vui'^"*^  proceedings  authorized  by  this  act.  The  ownezB, 
areluteot8,  I>iiilder8y  caqieiitere,  masons,  roofersy  furnace 
makers,  named  in  this  and  in  the  last  preceding  sectionCt 
sliall  be  respectively  liaUe  for  all  the  penalties  imposed  by 
this  act. 

)k\)iinrtinii  In  a-iih- 

cuL«(>r<un  §  69.  Tlie  said  courts  rosqiectively  shall,  m  an  action  to 
•tioiui.to-.  be  brought  by  said  superintendent,  in  the  name  of  the  fire 
department,  restrain,  by  injunction,  the  erection  or  altera- 
tion of  any  buihling,  part  or  parts  of  a  building,  shed,  wall, 
chimney,  staging  or  structure  in  the  city  of  New  York, 
dangerous  to  life  or  IhnI),  and  shall  decree  that  such  build- 
ing, ]mrt  or  parts  of  a  building,  shed,  wall,  chimney,stag]Dg 
or  structure,  wluither  erected  or  altered,  or  in  the  course 
of  erection  or  alt<Tation,  be  taken  down  and  removed.  It 
Ul'^  "  shall  be  the  duty  of  the  slifrilf  of  the  city  and  countv  of 
New  York  to  execuit*  such  decree,  and  also  anv  decree 
made  by  virtue  of  the  next  succeeding  section,  on  receimg 
a  ceitilied  copy  of  such  <lecree. 

h«l"r*o^kHi      "^^  "^^*  I'*  '^^^y  violation  of  the  provisions  of  this  act  shall 
.Tay^'"  afUT  »<^>t  be  reuioved  within  ten  diys  after  8er\'ice  of  the  notice 
«or\  CO   no-  ^i^.j-^^^f-^  providtnl  for  in  tlu»  fon\s:oing  sections  of  this  act, 
the  sai<I  courts  respect ivt»]y,  besides  enforcing  the  penalties 
for  such  violation,  now  jirovided  by  law,  and  imposed  by 
this  act,  may,  in  any  action  to  be  brought  by  the  superiu- 
rrnoi.hutid^^*^*^l*''*^»  in  the  name  of  the  said  fire  department,  restrain, 
nIfy'boSten  by  iujuuctiou,  the  further  erection,  building,  raising,  alte^ 
ing,  enlarging,  or  Imilding  upon  of  such  dwelling-house, 
store,  store-house,  l)uilding,  ash-hole,   ash-house,  wooden 
shed,  wov)den  building,  or  frame  building,  and  may  decree 
that  such  dwelling,  store,  store-house,  buildimri  ash-hole, 
ash-house,  woodt^n  shed,  wooden  building,  or  frame  build- 
ing, whether  erected,  built,  raised,  enlarged,  removed,  or 
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built  upon,  or  in  the  course  of  erection,  building,  raising, 
enlarging,  removing,  or  of  being  built  upon,  shall  be  taken 
down  and  removed.  Actions  for  the  penalties  imposed  by 
this  act  may  be  joined  with  the  actions  authorized  by  this 
and  the  next  preceding  sections  ;  or  separate  actions  may 
be  brought  for  the  same.  If  there  be  any  change  of  own-  ^*fj,^,  *^ 
ership  or  interest  in  such  property  or  land,  subsequent  to  Ji***^5JJJ!j 
the  violation  of  the  provisions  of  this  act,  such  change  shall  °^  "'^*'^- 
not  affect  the  right  of  said  superintendent  of  buildings,  in 
the  name  of  the  said  fire  department,  to  bring  his  actions 
for  the  penalties  provided  for  herein,  and  to  have  the  viola- 
tions removed,  nor  his  right  to  enforce  the  judgment  or 
decree  in  any  such  actions.  But  when  any  change  of  own- 
ership or  interest  appears  of  record,  in  the  office  of  the 
register  of  the  city  and  county  of  New  York,  the  party 
acquiring  such  ownership  or  interest  shall  be  made  a  party 
defendant  in  any  such  action,  whenever  such  party  acquires 
such  ownership  or  interest,  and  <\iuse8  the  evidence  of  the 
same  to  be  recorded  as  aforesaid,  before  the  commencement 
of  such  action,  and  a  filing  of  a  notice  of  the  pending  thereof, 
in  the  office  of  the  clerk  of  the  city  and  county  of  New 
York. 

§  71.  If  any  building,  or  part  of  a  building,  in  the  city  procecdinKJ* 
of  New  York,  whetlwer  now  built,  or  hereafter  to  be  built,  in  cLcs  of 
or  in  the  process  of  building,  alteration,  or  enlargement,  or  'I'^mod  un- 
in  any  other  condition,  shall  be  deemed  unsafe  or  danger- 
ous by  any  inspector  of  the  city  of  New  York,  it  shall  be 
the  duty  of  such  inspector  to  report  the  same  forthwith 
to  the  superintendent   or   deputy  superintendent  of   the 
said  city,  who  shall  forthwith  cause  a  survey  to  be  held 
upon  such  building  or  part  of  a  building,  by  three  persons ; 
one  shall  be  the  deputy  superintendent,  one  sliall  be  one  of 
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the  committt^  of  architects  of  the  American  Institute 
of  ArchitiM-ts,  of  the  city  of  New  York,  and  one  by  any 
owner,  or  any  agent  of  any  owner  of  such  building  or  part 
of  a  hiiildin;]:.  And  any  jH^rson  having  any  legal  or  equit- 
ahle  riglit  or  interest  whatever  in  such  building  or  part  of 
a  buiUliug,  whether  the  said  right  or  interest  be  absolute, 
qualified,  vested,  contingent,  in  possession,  remainder,  or 
revei*sioii,  the  said  superintendent,  or  deputy  superin- 
tendent shall  forthwith  cause  the  said  owner  or  agent  to 
be  notified  to  apjuMnt  an  architect  or  a  builder,  on  his  part 
as  aforesaid,  and  also  the  time  and  ]dace  of  such  survey, 
*iIiuiX'^V  »ih1  if  the  said  owner  or  agent  shall  fail  to  make  such 
iN>iiitci.  aiipointnient  in  writing,  or  if  the  architect  or  builder 
appointed  by  such  own4*r  or  ai:ent  shall  fail  to  attend  such 
survey,  then  ihc  4)tli«»r  two  surveyors  shall  proceed  to  hold 
such  survey,  juhI  if  rlicy  fail  to  airree,  they  shall  appoint  a 
third  surveyor,  who  shiill  he  an  architect  or  a  practical  build- 
er, whose  decision  slniU  In*  linal. 

iv.itu»«ufsnr-      '^  72.  Till'  siiid  survcvoKs  sIimII  forthwith  Hiakc  audretum 

\I.'V'-I'H. 

to  the  said  suju*rinten<lent  a  rejMU-t  of  such  siirvev,  to  be 
sign<;d  by  tlirni,  or  a  majority  of  them  ;  and  if  such  rejwrt 
shall  declare  such  huildinir  or  part  of  a  building  to  be 
unsafe  or  danircrous,  then  the  said  superintendent  shall 
forthwith  make  and  return  to  the  niavor  of  the  said  citva 
report  of  such  survey,  siirned  by  the  said  surveyors  ;  and  if 

unsafe  or  dauixenms,  then  tlu'  said  niavor  shall  forthwith 

I.  • 

^ -...,,  direct  the  sherilfof  tin*  said  citv  to  forthwith  take  down 

and  remove  such  buildinir  or  iiart  (»f  a  buihlinir,  and  anv 
other  building  or  part  of  a  buihling  that,  in  the  judgment 
of  the  suj)erintendent  or  deputy,  or  such  sherilf,  it  mav  be 
necessarv  to  taktulown  and  remove,  in  onler  to  safelv  take 
down  and  remove  such  unsafe  or  dangerous  building  or  part 
of  a  building. 


lull  VI 
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^  73.  The  said  superintendent  sliall  forthwith  notify  one  f;;[*tJ*°^;^ 
or  more  of  the  owners  of  such  unsafe  or  dangerous  build-  f^irticJ'to^S^ 
ing  or  part  of  a  building  to  forthwith  take  down  and  re-  °**'^°* 
move  such  building  or  part  of  a  building  ;  and  any  owner, 
notified  as  aforesaid,  who  shall  fail  or  refuse  to  take  down 
and  remove  such  building  or  part  of  a  building,  within 
ten  days,  shall  forfeit  and  pay  the  sum  of  five  hundred  n^gf^forJ^i! 
dollars ;  and  in  case  the  owner  or  owners  aforesaid,  notified  move. 
as  aforesaid,  shall  refuse  or  fail  to  proceed  forthwith  to 
take  down  and  remove  such  building  or  part  of  a  build- 
ing, then  the  sheriff  of  the  city  and  county  of  New  York 
shall  take  down  and  remove  such  building  or  part  of  a 
building. 


Foos  of  Bur- 


^  74.  Each  of  the  surveyors  named  in  the  two  preceding  veyors. 
sections,  excepting  the  deputy  superintendent,  shall  be 
entitled  to  and  receive  five  dollars  for  his  services  as  such 
mrveyor  ;  and  any  sheriff  who  shall  take  down  and  remove 
mch  unsafe  or  dangerous  building,  or  pai*t  of  a  building,  by 
lirection  of  the  said  mayor,  shall  be  entithid  to  and  receive  J^  ^^^ 
;he  amount  expended  in  taking  down  and  removing  the 
lame,  and  five  per  cent,  upon  the  amount  expended,  as  his 
egal  fee  for  the  same,  from  the  owner  or  owners  of  such 
juilding  or  buildings,  or  part  of  a  building.  And  thema- 
lerials  thereof  shall  be  liable  to  such  sheriff  for  taking 
lown  such  building  or  part  of  a  building ;  and  he  shall 
lave  the  power  to  sell  sucli  materials,  in  default  of  pay- 
nent  by  such  owner  or  owners. 

^  75.  All  actions  for  penalties  and  forfeitures  incurred  Action     for 

^  forfoituros 

mder  this  act  shall  be  commenced  within  twelve  months  a^^ip*^"***"^" 

lo    be   cnm- 

lext  afler  the  time  of  incurring  such  forfeiture  and  penalty,  "I®"'''*\'^ei?; 
)rovided  that  the  continuing  penalties  may  be  sued  for™*"**"* 
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within  one  year  after  the  judgment  mentioned  in  sectioB 
sixty-six  of  this  act. 

^  7G.  All  lawrt  or  parts  of  laws  heretofore  passed,  incon- 
sistent with  the  provisions  of  tliis  act,  are   repealed  from 
the  time  when  this  act  shall  take  effect ;  but  such  repeal 
Artiowicnni-  shall  uot  atlcct  any  suit,  prosecution,  or  proceeding  com- 
'"•"^^^Jj'yjJJ^menced,  or  forfeiture  or  penalty  incurred,  or  offense  com- 
^^-  mitted  previous  to  the  time  when  this  act  shall  take  effect 

But  every  such  suit,  prosecution,  and  pr<»ceeding,  may 
lawfully  proceed ;  and  every  such  penalty  may  be  de- 
manded and  recovered,  and  every  such  offense  be  prose- 
cuted and  punished  as  if  the  said  laws,  and  parts  of  laws, 
hereby  repealed,  had  remained  in  full  force. 

Art  to  tflko      ^  77.  This  act  shall  take  effect  on  the  first  dav  of  June 
jum. iMo.    next,  and  tlie  common  council  ot  New  York  shall  publish 
this  act  onct»  a  week  in  every  paper  employed  by  them, 
from  thirtv  davs  after  the  iiassaire  thereof  until  that  dav. 


The  foregoing  "  act  to  provide  against  unsafe  buildings," 
having  becMi  passed  before  the  final  completion  and  going 
to  press  of  this  volume,  has  been  here  inserted  in  full  as 
beins:  of  the  highest  interest. 

By  it  the  fire  Ihnits  have  been  extended,  all  former  acts 
in  relation  to  buildings  have  been  modified,  amended,  or 
repealed,  and  the  office  of  Fire  Warden  abolished. 
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to  have  charge  of  repairs  to  apparatus 854, 

895,  406,  428,  449,  475 
may  make  small  repairs  to  apparatus.  .855,  895,  407,  428,  476 
to  keep  account  of  work  done  in  his  bureau 855, 

896,  407,  428,  476 
to  have  power  to  employ  laborers  in  corporation  yard.  .408,  47S 

to  emplc^  clerks  in  his  bureau 408,  478 

to  approve  and  sign  bills 261, 

274,  299,  820,  855,  896,  407,  424,  476 
an  officer  in  the  Department  of  Bepairs  and  SuppHes. .  100,  854 

an  officer  in  the  Street  Department 892,  405,  422,  474 

chief  officer  of  bureau 854,  895,  406,  428,  476 

to  be  under  the  direction  of  the  Ck>mmissioner  of  Repairs 

and  Supplies 866 

to  be  under  the  direction  of  the  Street  Commissioner. . .     896, 

407,  424,  477 

how  distinguished  at  fires 161, 

179,  197,  215,  255,  285,  811,  489 

penalty  for  disobedience  of 294,  807,  824 

report  of,  for  1818 150 

salary  of. 172,  296,  298,  885,  449,  454 

salary  of,  decreased 170,  820 

«alary  of,  increased. . .  .260,  272,  881,  845,  852,  881,  424,  469 

resignation  of  Jamison  Cox,  as 221 

resignation  of  C.  Y.  Anderson,  as 852 

election  of  Uzsdah  Wenman,  as 221 

election  of  A.  Carson,  as 852 

election  of  John  Decker,  as  (appendix) 496 

36 
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CHIEF  OF  POLICE : 

powers  of,  M  to  fires 116 

duties  of,  at  fires 117 

CHUBCHEB: 

steeples  of,  maj  be  ooTered  with  wood 17,  84,  48,  57,  88 


CHUBCH-BELLB  : 

reUtiye  to  alanns  bj 169,  201,  205 

when  not  rung,  to  be  reported 248,  264,  288,  814 

CISTERNS: 

to  be  coDstmcted 208,  204,  226 

cost  of,  to  be  a  public  charge 208,  204 

report  in  relation  to 223 

CITY  : 

dirision  of.  into  fire  districts 266,  826,''881,  862 

CITY  HALL  BELL: 

when  to  be  rung 268,  287 

CLERK  TO  THE  COMMON  COUNCIL : 

to  sign  certificates 86,  878 

to  furnish  certificates..  170,  184,  202,  220,  269,  291,  817,  447 

relative  to  discharge  certificates  to  be  furnished  bj 882 

to  publish  building  act. 78,  141 

to  publish  act  respecting  fire  limits. 262 

to  publish  section  of  ordinance  relative  to  running  ap- 
paratus on  sidewalks 846 


INDEX.  647 

(CLERK  TO  THE  COMMON  OOUNCIL-^CosTnruH) :) 

to  advertise  for  proposals  for  dies  for  badges  for  chief  and 

assistant  engineers 890 

to  correct  mistakes  in  names 171 

to  correct  firemen's  register 861,  422,  468 

to  have  custody  of  dies  for  badges 878 

COLLECTOR: 

how  chosen 8 

first  chosen 9 

term  of  office  of 8, 9 

vacancy,  how  filled 10,  77 

COMMISSIONER  OF  REPAIRS  AND  SUPPLIES : 

to  employ  a  person  to  take  charge  of  the  fire  and  police 

telegraph 871 

to  advertise  for  proposals  for  dies  for  badges 877 

to  advertise  for  proposals  for  steam  fire^ngines 887 

to  advertise  for  proposals  for  fire-alarm  telegraphs 889 

to  alter  the  cupola  of  the  Post  Office  for  a  look-out 468 

COMMISSIONERS  OP  FIRES  : 

appointment  of 75,  76,  292 

powers  and  duties  of 76,  292,  298 

compensation  of 76,  292 

act  creating,  when  to  go  into  effect 76,  298,  321 

act  creating,  when  to  expire 294,  321 

COMMISSIONERS  OF  THE  FIRE  DEPARTMENT : 

act  relative  to 120 

number  to  be  appointed 120 

by  whom  to  be  elected 120 
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^COMMISSIONERS  OF  THE  FIRE  DEFABTICENT— CosfTonTBD :) 

relative  to  elections  for 130 

requisitions  for  eligibility 121 

names  of,  to  be  certified  to  the  Common  Coimdl 121 

vacancies  in  office  of,  how  to  be  fiUed 121 

relative  to  removal  of 121 

term  of  office  of 120 

to  take  oath  of  office : . .  121, 127 

general  duties  and  powers  of 121,  122,  462,  464 

to  make  rules  and  by-laws 123 

to  have  cognizance  of  complaints  against  firemen 122,  439 

to  have  control  and  disposition  of  firemen's  badges . .  878,  379. 

883,  460,  479 
may  administer  oaths  and  enforce  the  attendance  of  wit- 
nesses        128 

relative  to  decisions  by 122,  127,  439 

relative  to  ca^8  of  dLaigrcement  with  Common  Council      122, 

128 

to  be  removed  in  case  of  refusal  or  neglect  of  duty 121 

to  l»e  furnished  with  copy  of  Ijiws  of  New  York 376 

to  be  funiinhwl  with  stationery,  etc 876 

list  of,  in  18C0  (appendix) 487 

to  nominate  a  clerk 121, 127 

salary  of  clerk  to 121,  127,  386,  468 

onlinance  creating  a  messenger  to  the  Board  of 381,  465 

salary  of  messenger  to J581,  397,  466 

act  relative  to  the  appointment  of  clerks  to  Board  of 

(appendix) 496 

COMMISSIONERS  OF  FIRE  AND  BUILDING  DEPARTMENT  : 

ordinance  creating 232,  238 

of  whom  to  consist 232 

to  take  oath  of  office  and  give  bond  with  sureties 234 

duties  and  powers  of 232  to  235 


INDEX.  549 

(COMMISSIONERS   OF    FIRE   AND    BUILDING    DEPARTMENT— Cox- 
tinuid:) 

to  audit  bills  for  ezpenditares 234 

to  submit  estimates  to  tbe  Common  Council  before  mak- 
ing contracts 289 

COMMTTTEE  ON  FIRE  DEPARTMENT  : 

name  of  "  Fire  and  Water  Committee  "  changed  to. .  846,  467 

to  approve  bills  for  repairs  to  apparatus 849,  426 

Vide  "  FiRB  AXD  Water  Commitieis." 

CX)MMON  COUNCIL : 

to  appoint  firemen,  &c. . . .  22,  87,  164,  172,  188,  207,  244,  271, 

297,  360,  419,  420 

to  appoint  Commissioners  of  fires 76,  292 

to  appoint  Fire  Wardens 106, 

166, 178, 174, 191,  207,  276,  301,  429 

to  appoint  Water  Purveyor 271,  297,  421 

to  make  rules,  &c.,  for  firemen 23 

to  design  a  badge  for  firemen 123 

to  order  inhabitants  to  procure  fire-buckets,  &c 24 

may  order  the  tearing  down  of  buildings  in  cases  of  fires       26 
to  refund  loss  sustained  by  the  tearing  down  of  buildings 

in  cases  of  fires 26,  28 

authorized  to  pass  ordinances  for  the  prevention  of  extin- 
guishing of  fires 27 

authorized  to  lay  out  wharves  and  slips 28 

to  provide  Fire  Wardens  with  office,  &c 107, 126,  482 

to  appoint  a  clerk  to  Pire  Wardens 107, 126,  482 

to  act  upon  decision  of  Fire  Commissioners  within  sixty 

days 127 

members  of,  to  be  notified  of  fires.  163,  180,  199,  217,  266,  286, 
', 818.  441 


660  INDJBX. 

(OOlOfON  OOUNCIL— CcmmuiD :) 

staves  of  office  to  be  worn  by  the  members  of,  at  fires.  150, 161* 

179,  197,  215,  255,  285,  811,  440 

CX)MPANI£S: 

marshalB  and  constables,  to  be  organised  into 151 

fire  wardens,  to  be  formed  into 156, 

178,  191,  210,  248,  276,  801 

Fire ;  of  whom  to  conrist 22, 

121, 169, 177,  195,  218,  252,  280.  806,  838,  872 

relative  to  formation  of. 121 

number  of  men  allowed  to. . .  222,  887,  848,  8G8,  378,  890,  455 

to  be  approved  by  fixe  commissioners 122 

chief  engineer  to  receive  no  returns  of,  until  supplied  with 

a  location,  &c 875, 459 

foremen  and  nssi^tants  of,  how  chosen 129, 

169,  177,  195,  213,  253,  280,  306 

to  obey  chief  engineer 294,  307,  324 

to  wash  and  clean  apparatus 160,  177,  196,  214,  240,  253 

not  to  run  apparatus  on  sidewalks 187, 

189,  207,  246,  283,  309,  336,  868,  435,  454 
not  to  remove  apparatus  out  of  certain  districts . .  332,  343,  452 

to  be  supplied  with  Croton  water 348 

amount  of  gas  to  be  supplied  to 385,  409,  478 

officers  of,  to  be  held  responsible  for  acts  while  in  com- 
mand   400,  454,  471 

relative  to  vote  of  expulsion  from 806 

relative  to  expelled  members  of 122, 

240,  254,  285,  811,  357,  471 
relative  to  suspended  members  of 347,  400,  471 

CX)NSTABLES  : 

duties  of,  in  case  of  fire 24, 

163,  181,  199,  217,  257,  268,  289,  815 


IKDtX.  661 

(CONSTABLES— CoimifUKD :) 

to  be  organized  into  companies 151 

to  be  exempt  from  military  duty 151 

to  attend  at  fires 152, 

168,  181, 199,  205,  217,  257,  268,  289,  815,  444 
to  enforce  ordinances  relative  to  hydrants 844 

CORPORATION  YARD : 

foreman  of  to  be  appointed  by  chief  engineer 408,  477 

duiiesof 1 408,477 

salary  of 408,  477 

chief  engineer  may  employ  laborers  in  the 408,  478 

CXDUNCIJiMEN: 

how  to  be  distinguished  at  fiiet 489 

to  be  notified  of  fires 441 

change  of  name  from  "  Assistant  Aldermen,"  to 457 

Vide  AsHTwrANT  AumRwa,** 

GOX,  JAMISON : 

resignation  of,  as  chief  engineer 221 

CROTON  WATER : 

use  of,  granted  to  fire  companies 848 

CUPOLA  : 

resolution  to  place  a,  on  Centre  market 824 

resolution  to  place  a,  on  Halls  of  Justice 881 

on  Pod  Office  ;  made  an  alarm  station 468 

CUPOLAS: 

how  to  be  constructed 17,  84,48,57,  88 


662  nrDSX. 

(D) 

DAMAGES: 

far  ttaring  dovn  ImUdhfigt  tn  taaa  qffirei ;  relative  to 26 

oeeanimei  hyfim  ;  how  ascertained,  &c 56,  89,  90, 138 

DBCKER,  JOHN : 

election  of,  as  chief  engineer  (appendix) 496 

DEPUTY  SUPEBIirrENDENT  OF  BEPAIBS  AND  SUPPIJE3 : 

to  famish  supplies  for  engine  and  other  hooses S9i 

to  make  estimate  for  supplies S95 

DIES  FOB  BADGES  : 

Commissioner  of  Bepairs  and  Supplies  directed  to  adrer- 

tise  for  proposals  for  famishing 377 

Clerk  of  the  Common  Council  directed  to  advertise  for 
proposals  for  furnishing,  for  Chief  and  Assistant  En- 
gineers        391 

to  be  the  exclusive  property  of  the  city 378,  391,  411 

to  be  in  the  custody  of  the  Clerk  of  the  Common  Council    378, 

891,  411 

DISTBICTS: 

the  city  to  be  divided  mto 266,  825,  862,  451 

boundaries  of 825,  859,  862  to  364,  451 

new  plan  of  numbering 359 

designation  of. 831,  364 

in  which  fire  companies  shall  do  duty 832,  865,  451 

no  companies  to  leave  their,  without  pennissioii 382,  843 

DWELLINGS : 

how  to  be  constructed,  &c. 
Fide  "Buiu>iHQ8." 


INDEX. 

(E) 

ELBCnONS: 

rules  for  holding. 10, 819,  448 

when  to  be  held. . . .  291,  820,  821,  887,  870,  884,  450, 456 
expenses  of,  for  Engineers,  not  to  exceed  twenty-five  dol- 
lars.  828 

for  Asrittant  EngtMen,  ordinance  relative  to 860 

in  1859,  result  of 415 

for  Ckuf  Engineer^  ordinance  relative  to 

in  1860  (appendix) 

for  Fire  Wardens,  in  1859 409 

for  RtpretenlativeBf  relative  to,  for  the  purpose  of  filling  vacan- 
cies   1' 

ENGINEER  AT  BEBERYOIR : 

to  be  paid  for  services 


ENGINEEB^-CHIEF : 

how  to  be  elected 115,  272,  819,  888,  870,  421 

how  nominated « 

271,  272,  295,  297,  818,  819,  888,  870,  420, 

nominations,  how  certified 278,  298, 

who  entitled  to  vote  for 

272,  295,  819,  820,  826,  870,  420,  449, 

ordinance  relative  to  election  of 

relative  to  expenses  of  election  of 828, 

vacancy  in  office  of,  by  whom  and  how  to  be  filled 

278,  295,  298,  819,  884,  425,  448, 

term  of  office  of • 271,295,297,819,870, 

oath  and  bond  to  be  given. . .  284,  260,  272,  296,  298,  820, 
general  powers  and  duties  of. .  122, 154, 172,  190, 208, 216, 
246,  247,  250,  260,  261,  271,  278,  297,  298,  299,  820, 
854  to  856,  872,  882,  895,  406,  422,  425,  488,  448, 
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(ENGIN12IEt---€HIEF— OoiminjKD :) 

to  approve  roofo  of  buildings 102 

to  decide  claims  in  caaei  of  maimed  firemen 38 

to  sign  certificates. 36,  74,  425 

to  report  names  to  fill  yacandes 186,189,233,425 

to  certify  as  to  vacancies,  161, 179,  197,  215, 254,  284,  311,  438 

to  recommend  fire  Wardens 156,  174,  229,  249,  276 

to  report  neglect  of  bell-ringeis. 204,264,288,444 

■ 

may  appoint  and  remove  bell-ringers  at  the  Citj  Hall. . .     263, 

287,  313 

to  ascertain  why  cborcb  bells  an  not  nmg 204 

to  recdve  no  returns  of  fire  companies  mitil  provided  with 

a  location,  &c 875,  459 

to  receive  no  returns  of  hydrant  companies 875 

to  attach  men  to  another  company 356 

to  send  apparatus  to  corporation  yard,  &c 202,  356,  437 

to  sell  old  and  condemned  engines  and  hose 348,  426,  453 

to  advertise  for  estimates  for  new  apparatus . .  260,  273,  299, 320 
to  have  charge  of  construction  of  apparatus . .  849, 354, 449, 474 

to  malLe  estimates  for  repairs  to  apparatus 355, 

896,  406,  423,  476 

to  inspect  apparatus,  &c 155,  173, 

209,  233,  247.  272,  297,  834,  855,  895,  406,  422,  423,  476 

to  have  charge  of  repairs  to  apparatus 354, 

895,  406,  423,  449,  475 
may  make  small  repairs  to  apparatus. .  .855,  895,  407,  423,  476 

to  keep  account  of  work  done  in  his  bureau 355, 

895,  407,  423,  476 
to  have  power  to  employ  laborers  in  corporation  yard  408,  478 

to  employ  clerks  in  his  bureau 408,  478 

to  approve  and  sign  bills 261, 

274,  299,  820,  855,  896,  407,  424,  476 
an  officer  in  the  Department  of  Repairs  and  Supplies.  100,  354 
an  officer  in  theStreet  Department 392,  405,  422,  474 
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(ENGINEER— CHIEF— Continued  :) 

chief  officer  of  bureau 854,  895,  406,  423,  475 

to  be  under  the  direction  of  the  Commissioner  of  Repairs 

and  Supplies 856 

to  be  under  the  direction  of  the  Street  Commissioner. . .      896, 

407,424,477 
how  distinguished  at  fires.  161,  179,  197,  215,  255,  285,  811,  439 

penalty  for  disobedience  of 294,  807,  324 

report  of  for  1818 150 

salary  of 172,  296,  298,  335,  449,  454 

salary  of,  decreased » 170,  320 

salary  of,  mcreased 260,  272,  381,  845,  352,  881,  424,  469 

resignation  of  Jamison  Cox,  as 221 

resignation  of  C.  Y.  Anderson,  as 852 

election  of  Uzziah  Wenman,  as 221 

election  of  A.  Carson^  as 852 

election  of  John  Decker,  as  (appendix) 495 

ENGINEERS— ASSISTANT : 

how  appointed 158, 

271,  295,  297,  818,  819,  888,  860,  420,  448,  450,  458 

appointment  of,  when  to  take  place 291, 

820,  821,  887,  884,  420,  467 

expenses  of  election  of 828,  450 

appointment  of  C.  Yanderbilt  as 852 

for  the  Twelfth  ward 862 

for  Harlem  district 415,  467,  481 

elected  in  1859 415,  467,  481 

number  of 158,  271,  296,  419 

number  of  in  1860  (appendix) 484 

number  of,  increased 158,  869,  862,  884,  467 

vacancies,  how  to  be  filled 185, 

189,  207,  245,  278,  298,  819,  884,  420,  425,  448,  458 


656  INDEX. 

(EKGINEEBS— ASSISTANT— ConnnTiD :) 

question  of  election  of,  to  be  submitted  to  the  firemen 

for  approval 860 

term  of  office  of 291,  295.  297,  319,  860.  884,  420.  467 

general  duUes  of 92,  98,  108,  266,  425,  448 

to  appoint  a  surrejror  to  ascertain  damage  to  frame 

buildings  by  fire 90 

to  perform  duties  of  Fire  Wardens 90,  92,  108,  3o7 

to  report  violations  of  ordinances 188, 

190,  208,  247,  284,  310,  437 

to  report  apparatus  needing  repairs 267 

may  choose  one  representative 8 

may  make  by-laws 94 

how  distinguished  at  fires... 161.  179,  198,  255,  285,  811,  489 

to  be  notified  at  fires..  168,  180,  199,  217,  266,  286.  313,  441 

compensation  of 94,  109,  267,  357 

ENGINE  HOUSES : 

how  to  be  constructed 17.  84.  43,  57.  89 

Street  Department  to  have  cognizance  of  the  construct- 
ing, &c.,  of 391,  404, 473 

Vide  "Houses  for  Apparatus." 


ENGINES: 


penalty  for  impeding  or  obstructing  floating 164 

not  to  be  run  upon  the  sidewalks.  .187,  189,  207,  246.  283.  809 

836,  868.  435.  454 
not  to  be  removed  unless  foremen,  &c.,  are  present. .  187;  190, 

208,  247,  283,  436 

not  to  be  let 240,  254,  284,  310.  438 

old  and  condemned  to  be  sold 261,  299.  835.  848,  426,  453 

members  to  prevent  the  handling  of. . .  267,'  288,  380,  336,  435 

districts  in  which  to  do  duty 332,  365 

not  to  leave  their  districts  without  permission 832,  343 
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(ENGINE&— CoKTiNun) :) 

number  of  men  allowed  to 887,  878,  890 

number  of  men  allowed  to  1st  class 890 

number  of  men  allowed  to  2d  class 848,  890 

number  of  men  allowed  to  8d  class 868,  890 

number  of  men  allowed  to  Americus  Engine 875 

number  of  men  allowed  to  Supply  Engine 222 

JBngme  Oompaniet : 

number  of,  in  1828 186 

number  of,  in  1860  (appendix) 484 

names  and  locations 888,  488  to  490 

names  changed 887 

disbanded  (appendix) 490 

Etempt  Engine  OonqKoiia: 

locations  and  officers  of  (appendix) 490 

Fic&also  **Appabatus"  and  *'FiBsCk>MPANi£8." 

EXEMPT  FIREMEN: 

eligible  to  office  in  the  Fire  Department 77 

Fire  Wardens  to  be  appointed  from 105,  429 

one-half  of  Board  of  Ck)mmifi8ioner8  of  the  Fire  Depart- 
ment to  be  appointed  from 121 

hydrant  companies  to  be  composed  of. 231,  287 

persons  to  take  charge  of  and  clean  apparatus,  to  be  ap- 
pointed from 267,  282,  808,  829 

bell-ringers  to  be  appointed  from 869,  442 

Superintendent  of  Fire  Apparatus  to  be  appointed  from,     401, 

407,  477 
eligible  as  members  of  Board  of  Inspection  of  Buildings, 

(appendix) 528 

to  wear  badges  or  caps  at  fires,  &c. .  128,  877,  884,  410, 460,  479 

description  of  badges  to  be  worn  by 877, 411,  461,  479 

penalty  for  refusal  or  neglect  to  wear  badge  or  cap  at 

fires 885,  410,  460,  479 


• 


« 
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(EXEMPT  FIREMEN— CojiroruiD :) 

to  be  permitted  to  wear  badges 878,  883,  411, 462 

to  have  pennliaion  to  wear  badgea  renewed  annually 379, 

413,  4ei  480 

to  restore  badges. 880,412,464,480 

penalty  for  TioUikm  of  ordinances  Telatiye  to  badges. . .     380, 

885,  412,  418, 464, 480 
penalty  for  loaning  badges 413,  480 


(F) 

rERRY  HOUSES : 

relatlTe  to  the  oonstmction  of 57,  89, 137,  522 

FINES  : 

by  whom  to  be  imposed 23 

for  neglect  of  duty  at  fires 160, 

178,  196,  214.  240,  253,  254,  281,  306,  434 

Vide   "PEfALTIBI." 

FIRE: 

not  to  be  used  on  board  vcweU  loaded  with  hay  or  straw      151 

not  to  be  kindled  in  the  streets 16C, 

182,  200,  218,  258,  289,  315.  445 

FIRE  AND  BUILDING  DEPARTMENT : 

law  creating 232,  238 

FIRE  AND  WATER  COMMnTEES : 

to  be  joint 222,  237 

power  of,  to  take  away  engines,  &c 244. 

253,  284,  310.  335,  453 
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(FIBE  AND  WATER  COMMTTTEES-CkNiTiNUKD :) 

estimates  and  bills  to  be  examioed  by 260, 

278,  274,  276,  299,  801 
bills  audited  by,  for  services  of  eng^eer  at  reservoir  to 

be  paid 822 

to  appoint  watchmen  at  certain  bell-towers 827,  882 

other  powers  and  duties  of 254, 

260,  278,  285,  288,  811,  880,  426 
name  changed  to  **  Committee  on  Fire  Department " .  846,  457 
Vide,  also,  "  CoiaoTaM  on  Fibs  Dspaktmsit." 

FIRE  APPARATUS: 

Vide  "Afpabatus." 

FIRE  BUCKETS: 

to  be  provided  by  owners  or  occupants  of  houses. .  24, 164, 170 

r^^tions  relative  to 24,  25,  165, 170 

laws  relative  to,  repealed 170 

FIRE  CAPS: 

to  be  worn  by  Fke  Wardens 107,  161,  179,  197,  215,  482 

to  be  uniform 149 

how  to  be  painted,  &c. . .  161, 179, 197,  215,  255,  285,  811,  440 

penalty  for  false  use  or  imitation  of 123 

penalty  for  neglect  or  refusal  to  wear  when  on  duty 885, 

410,  441,  460,  468,  479 

FIRE  COMMISSIONERS : . 

act  relative  to 120 

number  to  be  appointed 120 

by  whom  to  be  elected 120 

relative  to  elections  for 120 
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reqniatioiiB  for  eligiMlitj 121 

names  of,  to  be  certified  to  the  Gommoii  GoimdL 121 

vacancies  in  office  of,  bow  to  be  filled 121 

'  relative  to  removal  of 12x 

tenn  of  office  of 120 

to  takeoath  of  office 121, 127 

general  dnUes  and  powers  of 121,  122,462,461 

to  make  rales  and  bj-laws 123 

to  bave  cog^nizance  of  complaints  against  firemen 122,  439 

to  have  control  and  disposition  of  firemen's  badges 878, 

879,  883,  460,  479 
may  administer  oaths  and  enforce  the  attendance  of  wit- 
nesses       128 

relative  to  decifdons  by 122,  127,  489 

relative  to  castis  of  disagreement  with  Common  Council .  122. 128 

to  be  removetl  in  case  of  refusal  or  neglect  of  duty 121 

to  be  furnished  with  capy  of  Laws  of  New  York 376 

to  Iw  furnished  with  stationery,  etc 876 

list  of.  in  1800  (appendix) 487 

to  nominate  a  clerk 121, 127 

salary  of  clerk  to 121,  127,  386,  468 

ordinance  creating  a  messenger  to  the  Board  of 381,  465 

salary  of  messenger  to 381,  397,  466 

act  relative  to  the  appointment  of  clerks  to  Board  of 

(appendix) 496 


FIRE  COMPANIES : 

of  whom  to  consist 22, 

121,  159,  177,  196,  213,  262,  280,  306,  333,  372,  433 

relative  to  formation  of 121 

number  of  men  allowed  to. . .  222,  837,  348.  868,  373,  390.  455 
to  be  approved  by  Fire  Commissioners 122 
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chief  engiQeer  to  receive  no  returns  of,  until  supplied 

with  a  location,  &c 875,  469 

foremen  and  assistants  of,  how  chosen 129, 

159,  177. 195,  218,  263,  280,  806 

to  ohey  engineers 294,  807,  824,  484 

to  wash  and  clean  apparatus. .  160,  177, 196,  214,  240,  268,  484 

not  to  run  apparatus  on  sidewalks 187, 

189,  207,  246,  283,  809,  836,  868,  485 
not  to  take  out  apparatus  unless  foreman,  &c.,  are  pre- 
sent    187,  190,  208,  247,  288,  486 

not  to  remove  apparatus  out  of  certain  districts. .  832,  848,  452 

to  he  supplied  with  Croton  water 848 

amount  of  gas  to  he  furnished  to 885,  409,  478 

officers  of,  to  he  held  responsihle  for  acts  while  in  com- 
mand   400,  454,  471 

relative  to  vote  of  expulsion  from 806 

expelled  memhers  of,  may  remonstrate 254,  285,  811,  857 

expelled  memhers  of,  not  again  eligible 240 

suspended  members  of,  not  to  take  command 847,  400,  471 

suspended  memhers  of,  not  to  wear  cap  nor  vote 400,  471 


FIRE  DEPARTMENT : 


act  of  incorporation 7 

continuance  of,  as  a  body  politic ^ .  86,  65,  144,  856 

of  whom  to  consist 7, 

87, 154, 172, 188,  206,  245,  271,  296,  .838,  419 

of  whom  consisting  in  1860  (appendix) 484 

to  have  a  common  seal 8 

value  of  property  that  may  he  held  by  the 8,  65, 110, 125 

value  of  property  belonging  to,  in  1814 150 

value  of  property  belonging  to,  in  1820 186 

37 
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corporation  not  diawlyed  bj  the  not  holding  of  elections 

as  designated  by  act 10 

expenses  of  elections  not  allowed  to  exceed  twentj-fiye 

dollars 828 

laws  and  ordinances  in  relation  to,  to  continue  in  force . .      282 

moneys  to  be  paid  to,  by  insnrance  agents 96,  97 

to  sue  and  recoTer  penalties  of  insnrance  agents 98 

to  sue  and  recover  penalties  for  yiolations  of  building 

acto 87,  89,.40,  64,  91,  113, 189,  140,  629 

to  recover  certain  other  fines  and  penalties 167, 

188, 188,  201,  202,  219,  241,  259,  290,  291,  316,  817,  880, 

886,  446,  460,  468 
to  restrain  by  ii^unction  violatioos  of  the  building  act. .       98, 

140,  530 
remonstrance  against  passage  of  certain  laws  interfering 

with  the 826 

a  new  banner  to  be  furnished  to  the 396 

FIRE  DEPARTMENT  FUND  : 

list  of  officers  of,  in  1860  (appendix) 485 

FIRE  DISTRICTS  : 

ordinances  dividing  the  city  into 266,  325,  862,  451 

boundaries  of 825,  859,  362  to  864 

relative  to  renumbering 359 

designation  of 831.  364 

* .     in  which  fire  companies  shall  do  duty 332,  865 

no  companies  to  leave  their,  without  permission .  332,  348,  452 

FIRE  LIMITS: 

acts  establishing. ...  12,  80,  44,  48,  51,  66,  68,  69,  S4,  129,  497 
memorial  relative  to 151 
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memorial  requestiiig  th«  extenrion  of 152, 

186,  220,  222,  287,  244 
report  relative  to  the  extension  of. ....  153, 168,  206,  220,  286 
clerk  of  the  Common  Cooncil  to  cause  the  fire  limits  to 

be  published 262 


FIBEBfEN: 


to  be  appointed  by  the  Common  Council 22, 

87, 154,  172, 188,  207,  244.  271,  297,  860,  419 

their  names  to  be  registered 23 

to  be  members  of  the  Fire  Department 7,  87 

removal  of,  by  the  Common  Council 23 

removal  of,  by  the  Fire  Commissioners 122 

Common  Council  to  make  rules,  etc.,  for 28 

relative  to  militia  engaging  as 88,  45 

term  of  service  as 35,  50,74,  80,82,83,220,  221 

In  case  of  removal  from  the  dty,  to  be  allowed  for  term  of 

service  here 74 

to  recdve  certificates  of  service 36,  74,  81,  170 

must  be  dtizens  of  the  United  States 872,  419,  447 

not  to  be  elected  under  a  certain  age 184, 

202,  220,  259,  291,  817,  872,  419,  446 

exempt  from  certain  public  duties 28,  82 

exempt  after  a  certain  time  from  j  ury  and  military  duties      35, 

60,  74,  80,  82,  88 

!n<!Ugent  or  disabled,  how  to  be  provided  for 11,  87 

maimed,  entitled  to  same  privileges  as  though  serving .:.  87 
claims  of  maimed,  to  be  examined  into  by  Chief  Engineer  88 
when  not  to  receive  relief  from  the  Fire  Department 

^d,  etc 118 

competent  to  be  witnesses  in  certidn  cases  on  l>ehalf  of 

the  Fire  Department 47 
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to  be  dirided  into  cxMnpaniei 159, 

177,  195,  213,  252,  280.  806,  438 

genend  duties  of 23, 

159,  177,  196,  214,  25a,  267,  280,  306,  433,  435,  470 

to  obey  engineers 294,  807,  824,  434 

duties  of,  in  going  to  or  returning  from  a  fire 399, 

400,  434,  471,  472 
to  wash  and  clean  apparatus. .  160, 177, 196,  214,  240,  ^8,434 
dutj  of,  whose  apparatus  has  been  ordered  to  the  Corpora- 
tion Yard 240,  244,  254,  284,  810,  856, 437 

to  procure  certificates  of  membership 160, 

178,  197,  215,  254,  284,  810,  878,  438 

to  deliver  names,  etc.,  to  C^>tain8  of  Police 867.  459 

may  seize  gunpowder  without  a  warrant  in  certain  cases.  21,  62 

entitled  to  vote  for  Chief  and  Assistant  Engineers •  819, 

820,  826,  870,  420,  421,  449,  453 
relative  to  removal  of,  for  neglect  of  duty  or  disobedience     160, 

178,  196,  214,  241,  253,  254,  256,  286,  294,  306,  312 

places  of,  not  reported,  declared  vacant 203 

vote  of  expulsion 306,  438 

expelled,  may  remonstrate 254,  285,  811,  357,  439 

expelled,  not  again  eligible 240 

suspended,  not  to  take  command 347,  400 

suspended,  not  to  wear  cap  nor  vote 400 

caps  to  be  worn  by,  when  on  duty 161, 

179,  197,  215,  255,  285,  811,  377,  384,  410,  460,  479 
badges  to  be  worn  by,  when  on  duty.  123,  377,  384, 410,  460,  479 
to  return  badges  in  case  of  resignation  or  removal 378, 

383,  412,  462.  479 
penalty  incurred  by,  for  not  returning  badges 379, 

412,  413,  463,  480 

penalty  incurred  by,  for  loaning  badges 413,  480 

penalty  incurred  by,  for  violation  of  ordinances  relative 

to  badges 380,  413,  464.  480 
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(FIREMKN— CoNTDfUKD :) 

penalty  incumsd  by,  for  neglect  or  refngal  to  wear  caps 

or  badges  at  fires 886,  410,  460,  479 

number  of,  in  January,  1828 186 

number  of,  in  January,  1860  (appendix) 484 

exemji;  vide  "Exxmft  Fibkmkn." 

FIBEMEN'S  REGISrrER : 

to  be  corrected 171,  861,  422,  468 

FIRE  TEI^QRAPHS : 

relative  to  the  construction  of 849,  866,  871 

Commissioner  of  Repairs  and  Supplies  directed  .to  adver- 
tise for  proposals  for  constructing 889 

Ordinance  in  relation  to  the  operators  on  the  telegraph 

at  the  City  HaU 897,  469 

Ordinance  fixing  the  salaries  of  the  operators  on  the  tele- 
graph at  the  City  Hall 898,  469 

FIRE  WARDENS : 

appointment  and  number  of 104,  106,  166,  173,  191,  209, 

246,  248,  276,  801,  841,  429 

list  of  the,  in  1860  (appendix). 487 

to  be  appointed  from  firemen. ...  166, 174, 192,  210,  229,  249, 

276,  802,  429 
to  be  nominated  by  the  Representatives  of  the  Fire  De- 
partment  106,  429 

to  be  lecommended  by  Chief  Engineer.  166, 174,  229,  249,  276 
to  have  certificates  of  appomtment. ...  166,  160,  178, 191,  209, 

248,  276,  801 

must  be  residents  of  the  ward 229,  249,  276,  802 

term  of  office  of 106,  480 
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relatiTe  to  the  lemovml  of. . .  .106, 166,  174,  102,  210,  211,  249. 

276,802,  U2 
office  of,  TBcated  by  remoTal  from  the  waid.  229,  249,  276,  S02 
yaomdefl  in  office  of,  how  filled. .  106,  156,  174,  192,  210,  238, 

249,  276,  802,  480 

to  be  danified,  &c 105,  429 

to  be  divided  into  companies.  .156,  173,  191,  210,  248,  276,  801 

diriaion  of,  of  the  Ninth  Ward 238 

apportionment  of 841 

/o  be  prorided  with  office,  &c 107, 126,482 

ordinance  in  relation  to 229 

Legislature  requested  to  pasB  an  act  creating 859 

election  of,  in  1859 409,  478 

assistant  engineers  to  act  as 92 

subject  to  the  direction  of  the  engineers.  .156,   174,  192,  210, 

249,  277,  802 
how  to  be  distinguished  at  fires.  .107,  161,  179,  197,  215,  255, 

285,  811 

caps  to  be  worn  by.  .107,  161,  179,  197,  215,  255,  286,  811,  432 

general  powers'and  duties  of. .  106, 109,  151,  153,  156,  157,  174. 

192,  198,  210,  211,  249,  250,  277,  278,  802.  808,  429,  480, 

438 

to  act  as  Health  Wardens 171 

to  appoint  surveyors  on  houses  damaged  by  fire 56, 138 

to  be  notified  of  fires  by  watchmen ..  168,  180,  199,  256,  286, 

813,442 
must  attend  at  fires..  107,  155, 156,  174,  192,  211,  249,  277, 

802,431 
to  examine  houses,  &c.,  and  report 157,  158,  175,  198,  211, 

250,  278,  804,  481 
to  report  to  Chief  Engineer  relative  to  unsafe  buildings. .  107, 431 
to  report  regularly  to  foreman.  .107,  176,  195,  218,  250,  277, 

279,808 
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to  report  annually  to  the  Common  Council 107, 482 

to  keep  recordB 157,  176,  198,  2ll,  260 

penalty  for  not  reporting 169,  177,  278,  280,  808 

compensation  of 108,  118,  868 

compensation  of  assistant  engineers  acting  as 867 

foreman  of,  to  report 167,  176,  211,  277,  280,  808 

duty  of  clerk  of 108, 126,  482 

salary  of  clerk  of 108,  126,  482,  488 

office  of,  abolished 79,  92,  527 

FIKE-WOKKS : 

not  to  be  stored  within  certain  limits 885 

amount  and  kind  of  that  may  be  kept  for  sale  within  the 

fire  limits 886 

penalty  for  violation  of  ordinance  in  relation  to 886 

FOBEliAK: 

tf  Corporation  Yard;  to  be  appointed  by  Chief  Engineer 408,  477 

duties  of 408,  477 

salary  of 408,  477 

qf  Fire  Oon^pa$ua ;  to  be  notified  of  fires  by  watchmen. .  168,  180,  199, 

217,  266,  286,  818, 442 

FOBEBIAN  AND  ASSISTANTS: 

how  chosen 155,  177,  195,214 

duties  of. .  267,  282,  808,  809,  810,  886,  487,  440,  446,  448, 

468,465 

FOREBiAN  AND  SECRETARY  : 

duties  of 872,  878,  879,  888,  408,  458,  462,  479 

to  make  annual  returns 861 

to  make  semi-annual  returns 408,  478 
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FUNDS: 

aooounts  of  ,  to  be  rendered  by  the  TVeMorer 9 

how  to  be  applied 10, 11 

QAS: 

amount  of,  to  be  famished  to  fire  oompanSflB 885,  409,  478 

GUNPOWDER : 

how  and  where  to  be  kept 18,  58 

where  to  be  stored 19,  59 

how  to  be  conveyed  through  the  street. 19,  60 

penalty  for  keeping  contrary  to  act 18,  19,  59,  60 

relative  to  searches  for 20,  61 

notice  to  be  given  of  seizure 61 

actions  for  recovery  of 62 

(H) 

HALL  BELL: 

when  to  be  rung 263,  287 

HALLS  OF  JUSTICE  : 

resolution  to  place  a  cupola  and  an  alarm-bell  upon  the      331 

HAY  AND  STRAW  : 

how  to  be  stored,  &c . . . .  166,  182,  200,  218,  257,  289,  315,  445 
fire  not  to  be  used  on  vessels  loaded  with 151 

HEALTH  WARDENS : 

office  of,  abolished 79 

Fire  Wardens  to  do  duty  as 171 


• 
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HEM?: 

where  to  be  kept,  &c 21,  68 

•  HOOK  k  LADDER  COMPANIES : 

number  and  locations  of 186,  840,  494 

number  of  in  1823 186 

number  of  in  1860  (appendix) 484 

number  of  men  allowed  to 887,  878,  465 

number  of  men  allowed  to,  increased 890 

districts  in  which  to  do  duty 882,866,487 

not  to  go  out  of  their  districts  without  permission 832, 

848,452 
duties  of,  after  fires. .. .  159,  177,  196,  214,  258,  280,  806,  484 

Videf  also,  "  Fere  Coxfanieb." 

•  ■ 

HOSE: 

to  be  protected 157, 

174,  192,  211,  241,  249,  265,  277,  281,  808,  807 

quantity  of,  to  be  carried  on  hose  carriages 876,  459 

old  and  condemned  to  be  sold 261,  299,  835,  848,  426,  458 

HOSE  COMPANIES  : 

number  of  men  allowed  to 837,  878,  890,  465 

number  and  locations  of 839,  491  to  498 

number  of  in  1860  (appendix) 484 

names  and  numbers  of  certain,  changed 887 

disbanded  (appendix) 493 

quantity  of  hose  to  be  carried  by 876,  459 

districts  in  which  to  do  duty 832,  865,  487 

not  to  leave  their  districts  without  permisBion.. . .  882,  848,  462 
duties  of,  after  fires. .. .  159,  177, 196,  214,  258,  280,  806,  484 

Vide,  also,  '*FibbCoxpanixs." 
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HOUSES  FOB  APPARATUS : 

Street  Department  to  hare  oognianoe  of  the  coiistnict- 

ing,&c.,of 891,404,478 

Bureau  for  the  constructing,  &c.,  of,  to  be  under  the 
charge  of  the  Superintendent  of  Bepain  and  Sup- 
pUe« ! 892,  405,  471 

oontracts  for  constructing,  &c.,  of,  to  be  under  the  super- 
vision of  the  Street  CommiKioDar 898 

supplies  for  to  be  furnished  hj  Deputy  Superintendent 

of  Bepairs  and  Supplies 894,  405,  475 

Croton  water  to  be  furnished  for 348 

gas  to  be  supplied  to 885,  409 

boys  and  disorderly  characters  to  be  kept  away  from . .  899,  470 

HYDBANT  COMPANIES ; 

ordinance  creating 231,  237 

number  of  men  allowed  to 837,  373,  455 

members  of,  to  be  exempt  firemen 231,  237 

by-laws  to  be  made  by 231 

duties,  &c 231 

number  of  in  1842 840 

number  of  in  1860  (appendix) 484 

returns  of,  not  to  be  received 375 

HYDRANTS: 

not  to  be  injured 228 

to  be  in  charge  of  Water  Purveyor 274,  800,  343,  428 

relative  to  opening  and  using 344,  351,  456 


(I) 

IDLE  AND  SUSPECTED  PERSONS  : 

to  be  kept  from  the  vicinity  of  fires. ...  26,  157,  174,  200,  211, 

249,  257,  268,  277,  803 
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INSURANCE  AGENTS: 

to  pay  a  per  oentage  on  premiams  to  Fire  Department. .        96 

to  execute  bond 97 

penalty  for  non-execution  of  bond 97 

to  state  places  of  business  in  New  Tork»  &c 98 

INSURANCE  COMPANIES  : 

to  pay  a  certain  sum  into  the  city  treasury  prior  to  the 

appointment  of  <*  Commissioners  of  Fires  " . .  76,  298,  294 
proposition  of,  to  furnish  a  steam  fire-engine  to  the  dty     408 

IRON  PIPES  AND  CAOTINOS : 

contract  for,  authenticated 225 

(L) 

LEE  &  LARNED: 

proposition  of,  relatire  to  furnishing  steam  fire-engines.      887 

UME-HOUSES : 

how  to  be  constructed,  Ac 17,  84,  48,  57 


(M) 


MACHINE  FOR  THROWING  DOWN  CHIMNEYS  : 

relative  to  constructing,  &c 168 

MANHATTAN  COMPANY : 

memorial  to  the  Legislature  in  relation  to  the  charter  of     280 

MARSHAI^: 

duties  of  in  cases  of  fires 24, 152, 168, 181, 199,  217,  257, 

268,  289,  815 
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must  attend  at  fires. . . .  152, 168, 181,  199,  205,  217,  257,  268, 

289,  815,  444 

to  enforce  ordinance  relative  to  hydrants 344 

to  be  exempt  from  military  duty 151, 152 

office  of,  abolished 79 

MAYOR: 

how  distinguished  at  fires 161,  179,  197,  215,  255,  285, 

311,439 

MoCOfiKER,  JOHN  A.  : 

election  of,  as  Assistant  Engineer  for  Harlem  district. .  415,  481 

MESSENGER  TO  BOARD  OF  FIRE  COMMISSIONERS  : 

ordinance  creating 881,  465 

duties  of 381,  465 

*  salary  of 881,  397,  466 

relative  to  the  removal  of 381,  466 


MnjTlA: 


relative  to  the,  engaging  as  firemen 38,  45 


(0) 

ORDINANCES  : 

for  the  prevention  and  extinguishing  of  fires,  &c.,  to  be 

made  by  the  Common  Council •    27 

(P) 

PENALTIES  : 

for  violations  of  building  law 15, 

16,  81,  32,  83,  84,  37,  39,  40,  42,  45,  49,  68,  67.  68,  72,  91, 

94,  112,  139,  140,  529,  683 
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for  yiolations  of  building  law  to  be  a  lien  on  property ...        78 

for  violations  of  act  relative  to  gunpowder 18,  19,  69,  60 

for  keeping  hemp,  flax,  tar,  pitch,  etc.,  contrary  to  law.  21,  68 

for  firing  guns,  etc 22 

for  violations  of  act  relative  to  insurance  agents 97,  98 

for  imitating  or  falsely  using  fire-caps  or  badges 128 

for  not  retummg  badges 879,  412,  418,  468,  480 

for  loaning  badges 418,  480 

for  refusing  to  wear  (xpa  or  badges  at  fires 885, 

410,  441,  460,  479 
forneglecttocomply  with  ordinazM»  relative  to  badges.     880, 

418,  464,  480 

for  neglect  of  duty  on  the  part  of  Pire  Wardens 169, 

177,  196,  218,  262,  278,  280,  803,  805 
for  neglect  by  the  F^-eman  of  the  Fire  Wardens  to  re- 
port   260,  277,  808,  806 

for  refusal  or  neglect  to  obey  Instructions  of  Fire  War- 
dens   168,  176,  194,  212,  261,  278,  279,  804,  805 

for  not  crying  fire 163, 

181, 199,  217,  243,  266.  287,  816,  822,  442,  444 
for  neglect  by  marshals  and  constables  to  attend  at  fires.     168, 

181,  200,  205,  218,  267,  268,  289,  816 

for  impeding  or  obstructing  floating  engines 164 

for  not  keeping  fire-buckets 165, 170 

for  chimneys  being  on  fire.  166, 182,  200, 218, 267, 289, 816, 444 

for  not  securing  shavings  against  danger  by  fire 166, 

182,  200,  218,  267,  289,  815,  444 

for  kindling  fire  in  the  streets 166, 

182,  200,  218,  268,  289,  816,  445 
for  keeping  hay  and  straw  contrary  to  provisions  of 

ordinance 166, 182,  200,  218,  258,  290,  816,  445 

for  using  lamps  and  candles  in  stables,  unless  secured  in 

a  hintem 167,  188,  201,  219,  268,  290,  816,  445 
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(FENALHES— CoRimm :) 

for  numliig  apfMntoi  on  Mtb-mikM 187, 

190,  206,  246,  288,  MO,  886,  Mft,  868,  485,  4SI 

for  teking  onl  apfMntoi  oootnury  to  onHninm. 188, 

208,  247,  288,  4S6 
for  Tiolfttkxii  of  ordinanoM  goroniing  4n>D«n  and  the 

Fire  Department 400,  472, 478 

for  fa\|iiring  hydxante 228 

for  opodng  hydxanta 844,  851,456 

for  iijiuing  hoae 241 

for  neglect  to  ring  belli  in  oaae  of  fire 268,814,444 

foriefoialtoobeyenminoniof  theCommiirioneiaof  Firea     298 

f or  diaobeying  Engineen 294,807,824,485 

for  aoapended  memberi  taking  oonunand 847 

for  Tiolationi  of  ordinance  relatire  to  the  sale,  &c.,  of 

fireworks 886 

to  be  recovered  for  the  tue  of  the  lire  Department 87, 

89,  40,  64,  91,  98, 118,  189,  140,  167,  183,  188,  201,  202, 
219,  241,  258,  290,  816,  817,  880,  410,  412,  418,  446,  460, 

468,529 

PIAZZAS  AND  PLATFORMS  : 

relative  to  the  building  of 187,  521 

PITCH,  TAR,  Ac. : 

where  to  be  kept 21,  68 

PLANS  FOR  SUPPLYING  WATER  : 

reward  offered  for 225 

POUCE  : 

duties  of,  in  cases  of  alarm  of  fire 78, 

117,  867,  880,  418,  414,  444,  458,  464,  465,  480 
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(POLICE— Conthotid  :) 

to  enforce  ordinance  in  relation  to  hydrants. 944 

to  report  violations  of  ordinance  prohibiting  the  running 

of  apparatus  on  side-walks 846,  436 

exempt  from  military,  fire,  and  jury  duties 117 

Fufeffdso,  **Watchmin/' 

POLICE  JUSTICES : 

to  wear  stares  at  fires 150 

POST-OFFICE  BELL  : 

declared  a  district  alarm  bell 468 

PRESIDENT  AND  VICE  PRESIDENT: 

first,  chosen 9 

how  chosen B 

vacancies,  how  to  be  filled 10,  77 

to  sign  certificates  of  classification  of  Fire  Wardens.  ..105,  429 

PRIVIES: 

how  to  be  constructed 17,  84,  48,  57,  89,  187,  521 

PUBLIC  BUILDINGS : 

relative  to  the  construction,  &c.,  of 57, 

88,  187,  891,  892,  893,  404,  405 
relative  to  supplies  for 891,  892,  898,  394,  404,  405 


(Q) 

QUORUM : 

for  bnsineM 9 
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(R) 

BBOOBDEB: 

how  dktingoiflhed  at  fires 161, 

179,  197,  215,  2S6,  285,  811,  439 

BEGIETEB  : 

to  be  corrected 171,  861,  422,  458 

BEPAIBS  TO  APPARATUS : 

Vide  **  AppASumm." 

BEFRESENTAHVES : 

first,  named 8 

how  chosen 8 

apportionment  of . ." 8 

term  of  office  of 8,   9 

duties  and  powers  of 9,  10 

to  nominate  Fire  Wardens. 106,  429 

act  relative  to,  amended 153 

Offictn  of  Board  of ;  how  chosen 8 

first,  named 9 

removal  of 9 

vacancies,  how  filled 10,  77 

eligibility  of  exempt  firemen  to  be 77 

RESERVOIR  IN  linRTEENTH  STREET : 

reports  relative  to 225,  226 

to  be  under  the  charge  of  the  Ck)mmi88ioner8  of  the  Fire 

and  Building  Department 234 

RESERVOIRS : 

to  be  under  the  saperTiaioa  of  the  Water  Panrejor 274 


RICHARDS,  MARK: 

oontnct  with,  for  iron  pipes  and  castingB,  authenticated .      225 

RULES,  REQULATTONS  AND  BT-LAWS  : 

relative  to  the  making  of 10,  28 


(S) 

8BCRETARY: 

how  and  by  whom  choeen 8 

fiTBt,  named 9 

term  of  o£Bce  of 8,  9 

• 

vacancy,  how  filled 10,  77 

SEXTONS: 

to  be  notified  of  fires  by  watchmen 169 

SHAVINGS : 

how  to  be  disposed  of 166,  200,  218,  257,  289,  815,  444 

SHEDS: 

to  have  one  side  left  open,  &c 58,  72,  89,  187,  521 

SHERIFF: 

duty  of,  in  case  of  fire 24 

duty  of,  in  cases  of  violation  of  the  building  act..  94,141,580, 

582 
compensation  of,  for  removing  unsafe  buildings  (appen- 
dix)       588 

SLAVES: 

i^aiive  to  Tlolatioiis  of  the  laws  by 22 

38 
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SnSAM  FUtK-ENQINEB : 

OoBBiiiiarioiier  of  Bopidii  md  Btqipliet  dinetod  to  adrer- 

titeforiiropotililorfiimUiiiisrtwo 187 

proposition  bj  Lee  &  Lviied  In  nfaiftloo  to  ftmiihiog. . .      887 

propodtioQ  bj  Inmuinoe  OompMiiet  to  Ainiith  m  tAmuL 

fire-engine 408 

ipacifioAtloni  for,  to  be  ftimlihed  for  the  Fire  Dq«it- 
ment 887  to 


ernsEFLEB  and  spires  : 

how  to  be  oonetmcted 17,  84,  48,  57,  88 

firrrafls  and  ffroREHOusES : 

how  to  be  built,  Ac. 
Vide  •'BuiLDiRoe." 

STREET  INSPECTORS : 

to  enforce  ordinADoe  reLitive  to  the  opening  of  hydnuits      344 

SULPHUR: 

where  to  be  kept,  Ac ! 21.  68 

SUPERINTENDENT  OF  BUILDINOS  : 

to  take  oftth  of  office,  and  give  lK>nd 284 

to  be  a  Comminioner  of  the  Fire  and  Building  Depart- 
ment        2to 

genera]  powers  and  dntieii  of 282, 284, 289,  820,  829,  449 

to  examine  and  roperriae  public  works 238 

to  Bell  old  and  condemned  engines  and  hoiM> . .  261, 299,  885, 848 

to  contract  for  cupola  and  bell  for  Centre  market 825 

to  contract  for  cupola  and  bdl  for  Halls  of  Jwtioe 882 


8UPERINTENDEMT  OF  FIRE  APPABATU8  : 

to  be  appointed  by  Street  CoimniBgianer. 4( 

to  be  an  exempt  fixeman 4( 

qualifications  of 4( 

duties  of a 

salary  of 4i 

SUPERINTENDENT  OF  REPAIRS : 

staff  to  be  worn  by,  at  fires 

SUPPLIES  FOR  FIRE  DEPARTBiENT : 

to  be  furnished  by  the  Deputy  Superintendent  of  Re 
and  Supplies .* 81 

SUPPLY  ENGINE  COMPANY,  No.  1  : 

relative  to  i^pplications  for  membership  in 


(T) 

TITLE  OR  KAME: 

designated  by  act 

TREASURER: 

how  to  be  chosen 

first,  named 

term  of  office  of 

to  give  security 

duties  of 

vacancy  in  office  of,  how  filled, 
relaiiye  to  removal  of 
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TBUSIEBB: 


how  to  be  diOMn 8,9 

fini,  namfid 9 

term  of  office  of 8,9 

how  remoTed 9 

▼loendee  In  office  of,  how  filled 10, 77 

duties  of 9 

to  chooee  m  Praiident 9 

daaing  of 9 

lirt  of,  in  1860  (^>peiidiz) 486 


mreAFE  BUILDIKG8  : 

lists  of,  to  be  posted  in  engine  and  other  houses 401,  472 

Fire  Wardens  to  report  to  Chief  Engineer 107,  481 

act  to  provide  against 129,  497 

to  be  taken  down  and  removed 580  to  683 


(V) 

YOLUNTEEB  A880CIATIOKS : 

disbanded .\  . . .  202,  880 

prohibited  to  be  formed 886,  461 

prohibited  to  assume  the  garb  of  firemen 886,  451,  454 

YOLUNTEEBS; 

not  to  have  access  to  the  public  piopeitj  . . .  880,  886,  451,  454 

(W) 

WABDS: 

to  be  divided  hito  districts.  .157,  175,  198,  211,  250,  2n.  803 


INDBX.  5B1 

WATCH  DEPARTMENT ; 

abolished 79 

WATCHMEN: 

to  notify  aldermen,  &c.,  of  fires 168, 

180,  199,  217,  266,  286,  818 

to  notify  sextons  of  fires 169 

to  cry  aloud  in  cases  of  fires 168 

181,  199,  217,  227.  248.  256,   264,  270,  287,  288,  818,^ 

815,  822,  442 

to  be  stationed  in  City  Hall 268,  287,  818 

to  be  stationed  at  alarm  bells 826 

where  to  be  stationed 826,  882 

to  enforce  ordinance  in  relation  to  hydrants 844 

to  report  violations  of  ordinance  prohibiting  the  run- 
ning of  apparatus  on  side-walks 846,  486 

penalUes  for  not  ringing  bells 268,  814 

compensation  of 818,  827,  888 

rwfc,also,  "Police." 

WATER  : 

reward  offered  for  the  best  plan  for  supplying 226 

Commissioner  appointed  to  make  plans  and  estimates  for 

supplying 226 

report  relative  to  supplying,  from  the  reservoir  at  comer 

of  Bowery  and  TMrteenth  street 226 

resolution  to  memorialise  the  Legislature  in  relation  to  a 

supply  of,  and  also  in  relation  to  the  charter  of  the 

Manhattan  Company 280 

WATER  AND  FIRE  COMMTITEES  : 

united 222 

name    changed    to    **  Committee    on    Fire    Depart- 
ment"  846,  457 
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WATER  PIPES : 

relatlra  to  the  laying  down  of. .  .228,  227,  284,  274.  800,  342 

WATER  PURVEYOR : 

how  appofaited 271,  2»7,  342. 421 

to  take  oath  of  office,  kc 274,800,858.426.427 

term  of  office  of 271 

remoyal  of 342 

salary  of 274,  800.  857.  427 

general  dutki  of 274,800,827,842,868,421,427.428 

to  receire  oitimates,  kc 275.  300 

to  make  eetimates 858 

tosiibmiteatlmatcfl  to  Committee  on  Fire  and  Water.. .      275 

to  perfoim  duties  of  Superintendent  of  PIpet 274,  800.  845 

may  make  ilight  rcpain  ^o  the  Water-works.  Ac 275.  300 

ordinance  in  relation  to       *«>s  of 827.  858 

under  whose  direcUon. .  327,  342,  354.  428 

WATER  RECHSTIUR : 

salary  of  the 357,  427 

WATER-WORKS  : 

ordinance  to  regulate  the 842,  351 

WKNMAK,  UZZIAH  : 

election  of.  as  Chief  Engineer 221 

WITNSSSEB  : 

firemen  competent  to  be,  in  suits  for  penalties 47 

relative  to,  before  the  Board  of  Fire  Comminioneni. ....       123 
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